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AMENDATORY SECTION (Amending WSR 21-15-042, filed 7/14/21, effective 
8/14/21) 


WAC 263-12-015 Administration and organization. (1) Composition 
of the board. The board is an independent agency of the state of Wash- 
ington composed of three members appointed by the governor. One member 
is a representative of workers, one member is a representative of em- 
ployers, and the chairperson, who must be an active member of the 
Washington State Bar, is the representative of the public. 

(2) Location of the board. The headquarters, and principal office 
of the board, is located at 2430 Chandler Ct. S.W., P.O. Box 42401, in 
Olympia, Washington 98504-2401. 

(3) Customary office hours. The customary office hours of the 
board shall be from 8 a.m. to 5 p.m., Monday through Friday, excluding 
legal holidays. 

(4) Formal board meetings. The board shall meet in formal session 
at its headquarters in Olympia, Washington at 9 a.m. ( (en he fist) ) 
every Tuesday ((ef-each-menth)), and at such other times and places as 
the board may deem necessary, subject to 24-hour notice as required by 
law. 


(5) Staff organization. 

(a) The board's headquarters in Olympia is staffed with execu- 
tive, administrative and clerical personnel. 
(b) The board has a staff of industrial appeals judges who travel 
throughout the state in the performance of their duties and who have 
their offices in Olympia and in other areas of the state as is deemed 
necessary for efficient and cost effective handling of agency busi- 
ness. 


(c) The office of the chief legal officer of the board is located 
at the headquarters and principal office of the board. 


AMENDATORY SECTION (Amending WSR 22-14-024, filed 6/24/22, effective 
7/25/22) 


WAC 263-12-01501 Communications and filing with the board. (1) 
Where to file communications with the board. Except as provided else- 
where in this section all written communications shall be filed with 
the board at its headquarters in Olympia, Washington. With written 
permission of the industrial appeals judge assigned to an appeal, dep- 
ositions, witness confirmations, motions (other than motions for stay 
filed pursuant to RCW 51.52.050), briefs, stipulations, agreements, 
and general correspondence may be filed in the appropriate regional 
board facilities located in Tacoma, Spokane, or Seattle. 

(2) Methods of filing. Unless otherwise provided by statute or 
these rules any written communication may be filed with the board by 
using one of four methods: Personally, by mail, by telephone facsim- 
ile, or by electronic filing. Failure of a party to comply with the 
filing methods selected by the party for use under this section, or as 
otherwise set forth in these rules or statute for filing written com- 
munications may prevent consideration of a document. 

(a) Filing personally. The filing of a written communication with 
the board personally is accomplished by delivering the written commu- 
nication to an employee of the board at the board's headquarters in 
Olympia during customary office hours. 
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filing requirements. The board will notify the filing party of the re- 
jection. 
(4) Electronic filing of application for approval of claim reso- 
lution settlement agreement. An application for approval of claim res- 
olution settlement agreement must be filed electronically using the 
form for electronic filing of applications for approval of claim reso- 
lution settlement agreement as provided on the board's website. An 
electronic application for approval of claim resolution settlement 
agreement is filed when received by the board's designated computer 
during the board's customary office hours pursuant to WAC 263-12-015. 
Applications received by the board via the board's website outside of 
the board's customary office hours will be deemed filed on the board's 
next business day. The board will issue confirmation to the filing 
party that an electronic application for approval of claim resolution 
settlement agreement has been received. An electronic copy of the 
Signed agreement for claim resolution settlement agreement must be 
submitted as an attachment to the application for approval. The board 
will reject an application for approval of claim resolution settlement 
agreement that fails to comply with the board's filing requirements. 
The board will notify the filing party of the rejection. 
(5) Sending written communication. All correspondence or written 
communication filed with the board pertaining to a particular case, 
before th ntry of a proposed decision and order, should be sent to 
the attention of the industrial appeals judge assigned to the case. 
Interlocutory appeals should be sent to the attention of the chief in- 
dustrial appeals judge. In all other instances, written communications 
shall be directed to the chief legal officer of the board. 
(6) Form requirements. Any written communications with the board 
concerning an appeal should reference the docket number assigned by 
the board to the appeal, if known. Copies of any written communica- 
tions filed with the board shall be served on all other parties or 
their representatives of record, and the original shall demonstrate 
compliance with the requirement to serve all parties. Where service is 
accomplished electronically (for example, facsimile or email), the 
proof of service must include language certifying that an electronic 
agreement exists (for example, "per electronic service agreement"). 
All written communications with the board shall be on paper 8 1/2" x 
11" in size. 


AMENDATORY SECTION (Amending WSR 22-19-009, filed 9/9/22, effective 
10/10/22) 


WAC 263-12-059 Appeals arising under the safety and health pro- 
visions of the Washington Industrial Safety and Health Act; contents 
of notice of appeal; notice to affected employees; request for stay of 
abatement pending appeal. (1) Contents of notice of appeal in WISHA 
appeals. In all appeals arising under the safety and health provisions 
of the Washington Industrial Safety and Health Act, the notice of ap- 
peal should contain where applicable: 

(a) The name, mailing address, telephone number, and email ad- 
dress of the appealing party and of the party's representative, if 
any. 


(bo) A statement identifying the citation, penalty assessment, or 
notice of abatement date appealed from. This requirement may be satis- 
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be made on personal knowledge, shall set forth such facts as would be 
admissible in evidence, and shall show affirmatively that the affiant 
is competent to testify to the matters stated therein. Copies of indi- 
vidual relevant supporting documents shall be specifically referred to 
in the affidavit and shall be attached to the affidavit. Such support- 
ing documents shall not be excluded from consideration based on a 
hearsay objection. All such affidavits and supporting documents shall 
be limited to evidence addressing: 

(A) Whether there is good cause to stay the abatement of the vio- 
lation(s) set forth in the citation and notice or corrective notice of 
redetermination; and 

(B) Whether it is more likely than not that a stay of the abate- 
ment of the violation(s) would result in death or serious physical 
harm to a worker. 

(4) Denial of request to stay abatement. If any of the following 
procedural or substantive grounds are present, the board will deny the 
request for a stay of abatement pending appeal: 

(a) The request for stay of abatement is not contained in the em- 
ployer's notice of appeal as required by RCW 49.17.140 ((4+44)) (5) (a). 

(b) The employer fails to include union information as required 
in subsection (3) (b) of this section. 

(c) The employer fails to timely file a certification that its 
employees have been notified about the appeal and the request for stay 
of abatement as required in subsection (2) of this section. 

(d) The employer fails to file supporting documents within 14 
calendar days of the issuance of the board's notice of filing of ap- 
peal as required in subsection (3) (c) (1) of this section. 

(e) The request is moot. 

(£) The only violation alleged by the department of labor and in- 
dustries is a general violation. 

(g) The employer fails to show good cause for a stay of abatement 
in its supporting documents. 

(h) The preliminary evidence shows it is more likely than not 
that a stay would result in death or serious physical harm to a work- 
er. 


(5) Expedited nature of requests to stay abatement/requests to 
enlarge time. Requests to stay abatement pending appeal must be deci- 
ded in accordance with a strict statutory timeline. Oral argument will 
not be permitted. The board will grant requests to enlarge time to 
file documents or certifications only after receipt of a written mo- 
tion with supporting affidavit filed with the board and all other par- 
ties before the filing deadline and only upon a showing of good cause. 


AMENDATORY SECTION (Amending WSR 22-14-024, filed 6/24/22, effective 
7/25/22) 


WAC 263-12-115 Procedures at hearings. (1) Industrial appeals 
judge. All hearings shall be conducted by an industrial appeals judge 
who shall conduct the hearing in an orderly manner and rule on all 
procedural matters, objections and motions. 

(2) Order of presentation of evidence. 

(a) In any appeal under either the Industrial Insurance Act, the 
Worker and Community Right to Know Act, or the Crime Victims Compensa- 
tion Act, the appealing party shall initially introduce all evidence 
in his or her case-in-chief except that in an appeal from an order of 
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ty from subsequently re- 


terrupted for the purpose 


of filing a request for review of the industrial appeals judge's rul- 


ings; 


sponse to the request. 


(7) 


appeal are unable to present all 
originally set for hearing, 
the hearing to the same or a different 
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all parties have reasonable opportunity to present their respective 
cases. No written "notice of hearing" shall be required as to any re- 
cessed hearing. 

(8) Failure to present evidence when due. 

(a) If any party is due to present certain evidence at a hearing 
or recessed hearing and, for any reason on its part, fails to appear 
and present such evidence, the industrial appeals judge may conclude 
the hearing and issue a proposed decision and order on the record, or 
recess or set over the proceedings for further hearing for the receipt 
of such evidence. 

(b) In cases concerning Washington Industrial Safety and Health 
Act citations, a failure to appear by the person and/or party who 
filed the appeal is deemed to be an admission of the validity of any 
citation, abatement period, or penalty issued or proposed, and consti- 
tutes a waiver of all rights except the right to receive a copy of the 
decision. 

(c) In cases concerning willful misrepresentation, the industrial 
appeals judge may proceed with the hearing, receiv vidence, and is- 
sue a proposed decision and order without requirement of further no- 
tice to the appealing party who fails to appear. 

(9) Offers of proof in colloquy. When an objection to a question 
is sustained an offer of proof in question and answer form shall be 
permitted unless the question is clearly objectionable on any theory 
of the case. 


(10) ((Pelephene—and_-videe_testimeny—At hearings; the parties 


De ne ee a a Hearing 


format. Hearings generally occur by contemporaneous transmission from 
different locations (for example, video or telephone). Participants 

may request to appear in person. If the parties disagree on the format 
for the hearing, the industrial appeals judge will determine the for- 
mat for the hearing, and may consider the following nonexclusive fac- 
tors: 


e The need to weigh a witness's demeanor or credibility. 
e Difficulty in handling documents and exhibits. 
e The number of parties participating in the hearing. 
e Whether any of the testimony will need to be ( (€¥ansteted)) in- 
terpreted. 
e Ability of the witness to travel. 
e Feasibility of taking a perpetuation deposition. 
e Availability of quality telecommunications equipment and serv- 


ice. 

( (When tetepheone ox —video—testimeny_is—_permitted,)) The industri- 
al appeals judge presiding at the hearing will swear in the witness 
testifying by telephone or video as if the witness appeared ( (++¥e) ) 
in person at the hearing. For rules relating to telephone or video 
deposition testimony, see WAC 263-12-117. 


AMENDATORY SECTION (Amending WSR 22-14-024, filed 6/24/22, effective 
7/25/22) 


WAC 263-12-117 Perpetuation depositions. (1) Evidence by depo- 
sition. The industrial appeals judge may permit or require the perpet- 
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uation of testimony by deposition, subject to the applicable provi- 
sions of WAC 263-12-115. Such ruling may only be given after the in- 
dustrial appeals judge gives due consideration to: 

(a) The complexity of the issues raised by the appeal; 

(b) The desirability of having the witness's testimony presented 
at a hearing; 

(c) The costs incurred by the parties in complying with the rul- 
ing; and 

(d) The fairness to the parties in complying with the ruling. 

(2) ( (Telephone—and-video-depositions)) Deposition format: When 
testimony is taken by perpetuation deposition, ( (+t may be—taken—by)) 


a party or witness, representative, or other participant may partici- 
pate, and testimony may be presented, in person or by contemporaneous 
transmission from a different location (telephone or video) if all 


parties agree. ( (Fee -geced cause the sndusteiat appeats—udge maoy per 
FREE the pasties Eg E 7 n p € i } 1 } 


enere is no Seco ements ne eri appeals Rudge may consider the 
following nonexclusive factors when determining the format by which 
participation occurs: 

e The need of a party to observe a witness's demeanor. 

e Difficulty in handling documents and exhibits. 

* The number of parties participating in the deposition. 

e Whether any of the testimony will need to be ( (€¥ansteted)) in- 
terpreted. 

e Ability of the witness to travel. 

e Availability of quality telecommunications equipment and serv- 


ice. 


If a perpetuation deposition is taken by telephone or video, the 
court reporter transcribing the deposition is authorized to swear in 
the deponent, regardless of the deponent's location within or outside 
the state of Washington. 
(3) The industrial appeals judge may require that depositions be 
taken and published within prescribed time limits. The time limits may 
be extended by the industrial appeals judge for good cause. Each party 
shall bear its own costs except when the industrial appeals judge al- 
locates costs to parties or their representatives. If a party takes a 
deposition under this section, but elects not to file the deposition 
as evidence in the appeal, the party shall provide written notice to 
the assigned industrial appeals judge and all other parties prior to 
the deposition filing deadline. 

(4) The party filing a deposition must submit the stenographical- 
ly reported and transcribed deposition, certification, and exhibits in 
an electronic format in accordance with procedures established by the 
board. The following requirements apply to the submission of deposi- 
tions: 

(a) Video depositions will not be considered as part of the re- 
cord on appeal; 

(b) The electronic deposition must be submitted in searchable pdf 
format; 

(c) Exhibits to the deposition must be filed electronically as a 
Single attachment separate from the deposition transcript and certifi- 
cation; 
(d) Any media exhibit (audio or video) must meet the requirements 
set forth in WAC 263-12-116; and 

(e) If the deposition is not transcribed in a reproducible format 
or properly submitted it may be excluded from the record. 
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WAC 263-12-118 Motions. 


"motion." Mot 


and not as an exhibit, 
the record. 


(1) 


fore an industrial appeals judge. 


(a) 


time, 
(b) 


Examples of 


summary judgment. 


in subsections 


two basic cat 


dural motions, 
or to reopen th 
in limine or motions to compel or request 
Dispositive motions. 
on one or more of the issues in an appeal or 
dispositive motions are motions 

See WAC 263-12-11801. 
(2) Motions made to the chief legal officer. 
of this section do not apply 


(3) 


through 


record 


. 
1 


tegories of motions: 
Nondispositive motions. Nondispositive motions 
such as motions for a coni 
and discovery motions, 


if offered into evidence, 


including offers 
time of the deposit 
strial appeals judge in the proposed decision and order. 
t the deposition may be appended 


tion, 


rmines otherwise all depositions permit- 
tuation of testimony shall be taken sub- 
tions: 
objections, 
time of the deposition an 


whether to form or other- 
d if not raised 


the time 


ded to the depo- 


appen 


tion be published without necessity of further 
t the time it is received by th 


e industrial ap- 


to admit exhibits and ob- 
shall be ruled upon by 


to the record as part of 


wi 


hout the necessity of being 


effective 


(Amending WSR 21-15-042, 


filed 7/14/21, 


Definition. A party's written or 
oral request for the board to take action on a pending appeal is a 


tinuance, 


tions must be in writing unless made during a hearing be- 
The board recognizes 


that there are 


include proce- 
an extension of 
such as motions 


sanctions. 


Dispositive motions ask for a decision 


(6) 


to dismiss the appeal. 
to dismiss or motions for 


The procedural rules 
to motions 


made to the chief legal officer for consideration by the three-member 
board: 

(a) Motions for stay of the order on appeal under RCW 51.52.050 
(2) (b). (See WAC 263-12-11802.) 

(b) Motions to reconsider or vacate final board orders. (See WAC 
263-12-156.) 

(c) Motions to set reasonable attorneys’ fees under RCW 
51.52.120. (See WAC 263-12-165.) 

(d) Requests for a stay of abatement pending appeal under RCW 
49.17.140 ((4+44)) (5) (a) in appeals filed under the Washington Indus- 
trial Safety and Health Act. (See WAC 263-12-059.) 

(3) Written motions. A written motion must identify the action 
requested on the first page in bold print. See WAC 263-12-01501 for 
other information about communication and filing. 


(4) 


hearing, 


judge's discretion. 


Certified on 11/30/2023 


[ 


Oral motions. Any party may bring an 
unless prohibited from doing so at the industrial appeals 
The industrial appeals ju 


11 ] 


oral motion during a 


dge may provide an oppor- 


WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-010 


tunity for other parties to respond to 
appeals judge may require that an oral 


any oral motion. The industrial 
motion also be submitted in 


writing and may provide an opportunity 

(5) Responses to nondispositive mo 
written nondispositive motion may file 

business days after the motion is serve 
ten response at such other time as the 

set. 


(6) Argument. 

(a) Nondispositive motions. All no 
ruled on without oral argument, unless 
and approved by the industrial appeals 
the industrial appeals judge. Any party 


for written response. 
tions. Any party who opposes a 
a written response within five 
d, or may make an oral or writ- 
industrial appeals judge may 


ndispositive motions will be 

it is requested by the parties 
judge, or at the discretion of 
may request oral argument by 


placing "ORAL ARGUMENT REQUESTED" prominently on the first page of the motion 


or responsive pleading. The time and da 
scheduled in advance by contacting the 
Signed industrial appeals judge. Writte 


te for oral argument shall be 
judicial assistant for the as- 
n notice shall be mailed not 


less than seven calendar days prior to 
unless waived by the parties. 


the date set for oral argument, 


63-12-11801. 


(b) Dispositive motions. See WAC 2 
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the meeting minutes of the legislative authority recording the ap- 
pointment. 


OTS-4955.1 


AMENDATORY SECTION (Amending WSR 99-01-021, filed 12/7/98, effective 
1/7/99) 


WAC 136-14-060 Inventory records. Each priority programming 
process will be based, at least in part, on existing road conditions. 
It is required, therefore, that in each county an adequate road inven- 
tory system be maintained. The inventory system shall be updated no 
later than ((May¥)) April 1st of each year to reflect work done and im- 
provements made during the previous year in accordance with require- 
ments of chapter 136-60 WAC. 


OTS-4956.1 


AMENDATORY SECTION (Amending WSR 14-17-035, filed 8/13/14, effective 
9/13/14) 


WAC 136-20-020 Inventory. Each county engineer shall have 
available in his or her office a complete inventory of all National 
Bridge Inventory (NBI) bridges on the county road system. The invento- 
ry shall list the location of each bridge by the state road log number 
and appropriate milepost, and shall include such other information as 
th ngineer deems necessary. In addition, all data required for the 
current Washington state bridge inventory ((system—WSBES+)) database 
system as maintained by the Washington state department of transporta- 
tion (WSDOT) shall be submitted to the WSDOT local programs bridge en- 
gineer ((e opropr ot Se 
WSBOF)). It 
similar inventory of the short span bridges, drainage structures, and 
large culverts on the county road system. 


AMENDATORY SECTION (Amending WSR 14-17-035, filed 8/13/14, effective 
9/13/14) 


WAC 136-20-030 Inspection. Each county engineer shall be re- 
sponsible for all ((rewtinhe—and—spec+a+)) NBI inspections of all NBI 


bridges on the county road system in accordance with the National 
Bridge Inspection Standards (NBIS) as promulgated and periodically re- 


vised by the WSDOT local programs office. The county engineer shall 
( ( 


sure all inspection data is reported to the current Washington state 
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bridge inventory system within ((A+Rety)) 90 days of each inspection. 
It is highly recommended that each county engineer perform routine in- 
spections of the short span bridges, drainage structures, and large 
culverts on the county road system. 


AMENDATORY SECTION (Amending WSR 14-17-035, filed 8/13/14, effective 
9/13/14) 


WAC 136-20-040 Certification. Prior to April 1st of each calen- 


dar year, the WSDOT director of local programs will provide the fol- 
lowing to the county road administration board ( (+ 


4+)—~A—1+5s5 +4 464-6 oun by -eountybasis—eofatHteeounty Het 


43}+)) a listing of all counties which are not in compliance with 
the requirements of the National Bridge Inspection Standards and the 
status of efforts toward achieving such compliance. 

Any county which is not in compliance with the NBIS ((e+*—-Hes—e 


beidge—orbridges—_on—any_ef theabeveHstings)) shall be assumed to 
be ((#et—+4)) out of compliance with bridge inspection procedures. 


OTS-4957.1 


AMENDATORY SECTION (Amending WSR 21-22-083, filed 11/1/21, effective 
12/2/21) 


WAC 136-130-020 Priorities by project type. The county road ad- 
ministration board has determined that the interests of the counties 
in the several regions will be best served by encouraging development 
of distinct project priority rating systems for each region. 

There shall be five project types eligible for RATA funding, with 
each having separate rating systems for project ranking and selection. 
The five project types include: 

(1) Reconstruction - Emphasis on alignment and grade changes on 
50 percent or more of the project length, and may include additional 
travel lanes and right of way costs. 

(2) 3R - Resurfacing, restoration, and rehabilitation - Primary 
focus on extending the service life of existing facility involving 
less than 50 percent vertical or horizontal changes, and on safety im- 
provements. Right of way costs are eligible for RATA reimbursement as 
a part of this project type. 

(3) 2R - Resurfacing and restoration - Primary focus on restora- 
tion of the pavement structure on the existing vertical and horizontal 
alignment and spot safety improvements. Minor widening costs are al- 
lowed as a part of this project type. Right of way costs are not eli- 
gible for RATA reimbursement in this project type. 
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AMENDATORY SECTION (Amending WSR 21-22-083, filed 11/1/21, effective 
12/2/21) 


WAC 136-161-080 Limitations on allocations of RATA funds to 
counties. For any project program period, no county shall receive a 
RATA fund allocation greater than the following maximum project RATA 
contribution, or percentage of the forecasted regional apportionment 
amount: 

(1) PSR: No maximum project RATA contribution; 40((%)) percent 
limit on percentage of the forecasted regional apportionment amount; 

(2) NWR: No maximum project RATA contribution; ((#wernty)) 20 per- 
cent limit on percentage of the forecasted regional apportionment 
amount; 


(3) NER: No maximum project RATA contribution; ( (maximum RAFA 
seven hundred £4 ty thousand deltess;_trehreand-ene-halit)) 12 1/2 
percent limit on percentage of the forecasted regional apportionment 
amount; 

(4) SWR: No maximum project RATA contribution; ( (#+£¢ees)) 15 
percent limit on percentage of the forecasted regional apportionment 


amount; 
(5) SER: No maximum project RATA contribution; percentage varies 
by county as follows: 


(a) Asotin County ten percent 

(b) Benton County fourteen percent 
(c) Columbia County eleven percent 
(d) Franklin County thirteen percent 
(e) Garfield County ten percent 

(f) Kittitas County thirteen percent 
(g) Klickitat County fourteen percent 
(h) Walla Walla County fourteen percent 
(1) Yakima County twenty percent 


(6) The county limits for all eligible and applying counties in 
each region will be adjusted to include by equal share the funding 
limit of any ineligible or nonapplying county. 

(7) Projects must have a total estimated cost of ( (4we—husdted 


f+ thousand deHtess)) $250,000 or greater to be eligible for RATA 
funding. 


NEW SECTION 


WAC 136-161-120 RAP program advancing RATA funds. (1) Counties 
may request advancing RATA funds for partially funded projects. Such a 
request by a county shall demonstrate the ability to proceed with the 
project ahead of the regular funding schedule, and shall acknowledge 
that advancing RATA funds will correspondingly reduce the limit of RA- 
TA funds that may be allocated to the county in the next project pro- 
gram period. 

(2) In considering a request to advance RATA funding, the county 
road administration board will review the county's justification, the 
current RATA account balance, expected reimbursements, and the most 
current transportation revenue forecast. 
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(3) The executive director shall approve or deny a county's re- 
quest for advancing RATA funds. 

(a) If the request is approved, in whole or in part, the execu- 
tive director is authorized to execute an amendment to the CRAB/county 
contract. Upon execution of a contract amendment under this chapter, 
the executive director will advise board members of the amendment de- 
tails at the next CRAB board meeting. 

(b) If the request is denied, in whole or in part, the county may 
appeal the executive director's decision at the board's next regularly 
scheduled board meeting. 


OTS-4959.1 


AMENDATORY SECTION (Amending WSR 99-01-021, filed 12/7/98, effective 
1/7/99) 


WAC 136-165-010 Purpose and authority. RCW 36.79.150 provides 
for increasing the amount of RATA funds allocated to a project. This 
chapter describes the manner in which counties may request an increase 
in the amount of RATA funds allocated to a project and the manner in 
which the county road administration board will respond to such re- 
quests. ( (f#Ris—echepter—witt epeheathte_preseects_feor—whtieh RATA 
Sueds—havebeernattecated efter tet t,_1+455-) ) 


AMENDATORY SECTION (Amending WSR 21-22-083, filed 11/1/21, effective 
12/2/21) 


WAC 136-165-020 Requirements for consideration of RATA fund in- 
creases. (1) When a county submits its final prospectus as described 
in WAC 136-161-050, the county road administration board presumes that 
the amount of RATA funds requested, plus any non-RATA funds that may 
be designated for the project, are sufficient to fully, and in a time- 
ly manner, complete the project as described. 

(2) All cost increases during the course of construction shall be 
the responsibility of the county. In extraordinary circumstances, a 
county may request an increase in the amount of RATA funds allocated 
to a project. A county may request an increase in a project's RATA al- 
location once during the course of a project's development, and such 
request may occur only after completion of preliminary engineering, 
but prior to commencing construction. A project shall be considered to 

r 
c 


have commenced construction if: 

(a) The construction contract for the work has been awarded; or 

(b) If done by county forces, the work has commenced, except for 
construction engineering. 
Requests for increases in excess of ( (4wenty;-five)) 25 percent of 
the original RATA allocation will not be considered or granted; the 
county must secure other funds, withdraw or request the termination of 
the project, or request a change in scope and/or project limits. If 
current funding sources are not sufficient to cover the costs beyond a 
( (twenty) ) 25 percent increase, the county may resubmit the same 
project for funding in the next funding period. Upon funding of the 
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new project by the county road administration board, the previous con- 
tract shall become void. All RATA funds expended on the previous con- 
tract shall be repaid to the county road administration board unless 
waived by the county road administration board in keeping with provi- 
sions of WAC 136-167-030. 

(3) A request by a county for an increase in RATA funds allocated 
to a project shall demonstrate that: 
(a) The county at the time of preparing its final project pros- 
pectus considered the factors listed in subsection (4) of this sec- 
tion; 


(b) The request for an increased allocation is based on extraor- 
dinary and unforeseeable circumstances of the type listed in subsec- 
tion (5) of this section; 

(c) It is not feasible to reduce the scope and/or project limits 
so the project can be substantially constructed within the initial RA- 
TA allocation; 


(d) The request is not to pay for an expansion of the originally 
approved project; 
(e) If the work is to be done by contract, the county has sup- 


plied to the CRABoard, an updated engineer's cost estimate prior to, 

and within three months of, advertisement of the project for construc- 
tion bids; and 
(£) If the work is to be done by county forces, the county has 
supplied to the CRABoard, an updated engineer's cost estimate prior 
to, and within three months of, commencement of the work. 

(4) At the time of preparation and submittal of the final project 
prospectus, a county is expected to consider all information which may 
affect the cost of the project. In cases where the information is in- 
complete or poorly defined, the county is to exercise good professio- 
nal judgment and/or seek outside professional assistance and advice in 
order to prepare a reasonable RATA fund request. The information which 
a county is expected to consider includes, but is not limited to, the 
following: 

(a) The availability at the needed time of matching funds and 
other supplementary funds; 

(b) All technical data reasonably available such as topographic 
maps, reconnaissance reports, surface and subsurface geotechnical da- 
ta, hydraulic and hydrological data, sources of materials, applicable 
design standards, and any earlier preliminary engineering; 

(c) Required permits, including preproject scoping consultations 
with the permitting agencies and an estimate of the costs of complying 
with permit requirements; 

(d) Required right of way or other easements, and the time and 
cost of acquisition; 

(e) Availability of qualified contractors to perform the work; 

(£) Ownership, type, amount, and time requirements of any re- 
quired utility relocation; 

(g) Historical and projected labor, equipment and material costs; 


and 

(h) The project development timetable leading to completed con- 
struction and the interrelation of this project to all other work ac- 
tivities under the control of the county engineer. 

(5) The county road administration board will increase RATA funds 
allocated to a project only if it finds that the request for an in- 
creased allocation is based on extraordinary and unforeseeable circum- 
stances, including but not limited to the following: 
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(a) The county relied on existing technical data which were later 
found to be in error, and which will necessitate a significant design 
change prior to proceeding with construction; 

(b) Project permit requirements were substantially changed, or 
new permits were required; 

(c) Supplementary funds, such as impact fees, developer contribu- 
tions, grants, etc., which were forecasted to be available for the 
project, were withdrawn or otherwise became unavailable; 

(d) Design or other standards applicable to the project were 
changed; ( (andes) ) 

(e) The start of construction will be significantly delayed or 
additional construction requirements will be added as a direct result 
of legal action; provided however, that the failure of a county to ex- 
ercise its statutory powers, such as condemnation, will not be grounds 
for increasing RATA funds ( (+ 


oe E = ide £ , ; 
eost inereases by the county road—eadministratieon-beearg)); and/or 


(£) The lowest responsive bid for construction exceeds the amount 
of available funding for construction; provided that said bid is de- 
termined by the county engineer to be reasonable and the increased 
cost of the bid can be justified. 


AMENDATORY SECTION (Amending WSR 11-05-005, filed 2/3/11, effective 
3/6/11) 


WAC 136-165-030 County road administration board evaluation, 
consideration and action. (1) In deciding whether to grant a request 
for a RATA allocation increase submitted under the provisions of WAC 
136-165-020, the county road administration board will consider the 
following factors: 

(a) Whether the county, at the time of preparing its final 
project prospectus, considered the factors listed in WAC 
136-165-020 (4); 

(b) Whether the county's request for an increased allocation is 
based on extraordinary and unforeseeable circumstances of the type 
] A 

e 
h 
1 


listed in WAC 136-165-020(5); 
(c) Whether it is feasible to reduce the scope and/or project 
limits so the project can be substantially constructed within the ini- 
tial RATA allocation; 

(d) Whether the request is to pay for an expansion of the 
project; an 

(e) Whether the increased allocation will have an adverse effect 
on other approved or requested RATA funded projects. 

(2) ( (4£ the—county fead administration beard finds thatan- 


~)) The execu- 
tive director shall approve or deny a county's request for additional 
funds. 
(a) If the request is approved, in whole or in part, the execu- 
tive director is authorized to execute an amendment to the CRAB/county 
contract. Upon execution of a contract amendment under this chapter, 
the executive director will advise board members of the amendment de- 
tails at the next CRAB board meeting. 


Q 
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(b) If the request is denied, in whole or in part, the county may 
appeal the executive director's decision at the board's next regularly 
scheduled board meeting. 


OTS-4960.1 


AMENDATORY SECTION (Amending WSR 21-22-083, filed 11/1/21, effective 
12/2/21) 


WAC 136-180-030 Voucher approval. The county constructing each 
RAP project may submit vouchers monthly as the work progresses and 
shall submit a final voucher after completion of each RAP project for 
the payment of the RATA share of the project cost. Each voucher shall 
include total project costs to date, including costs covered by other 
funding sources. The county shall include with each voucher sufficient 
documentation to verify costs. Reimbursable costs include all eligible 
direct costs for the design phase, right-of-way phase in allowed re- 
gions, and construction phase. Indirect costs including overhead and 
support services shared by multiple department's programs or funds 
such as accounting, payroll, administrative, or human resources salar- 
ies and benefits and information technology services for the munici- 
pality shall not be ( (+#etided)) reimbursed. The chair of the county 
road administration board or his/her design shall approve such 
vouchers for payment to the county submitting the voucher. 


OTS-4961.1 


AMENDATORY SECTION (Amending WSR 08-10-026, filed 4/28/08, effective 
5/29/08) 


WAC 136-400-050 Project application. Upon a call for projects 
by the county road administration board, each application by a county 
for county ferry capital improvement funds shall be made no later than 
December 31st of the same year. 

Project applications shall be submitted on application forms sup- 
plied by the county road administration board and shall include the 
following information: 

(1) Project description and scope; 

(2) Engineering drawings accurately describing the complete 
project; 

(3) Engineering analysis and cost estimate; 

(4) Evidence the applicant first sought funding through the pub- 
lic works ( (€*ust—fund)) board assistance account or any other availa- 
ble revenue source; and 

(5) Comprehensive project financial plan including match funding 
amounts and sources as required by WAC 136-400-065 and amortization 
and cash flow schedules. 
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AMENDATORY SECTION (Amending WSR 08-10-026, filed 4/28/08, effective 
5/29/08) 


WAC 136-400-060 Technical review committee. (1) A technical re- 
view committee shall be created to review project applications for 
county ferry capital improvement funds and present recommendations to 
the county road administration board for approval, denial or further 
action on the applications. 

(2) The committee shall be composed of the following members or 
their designees: 

(a) Executive director of the county road administration board; 

(b) Washington state department of transportation highways and 
local programs director; 

(c) A Washington state department of transportation marine engi- 


neer; 


(d) One public works department representative from each of the 
WAC 136-400-010 named counties, each of whom shall serve as an ex of- 
ficio, nonvoting member of the technical review committee. 

(3) The technical review committee shall ensure that the project 
applications: 

(a) Meet the applicable statutes and the standards of this chap- 


Cer, 


(b) Adhere to commonly held engineering practices and cost effec- 
tiveness; and 

(c) Are complete and meet the project application requirements 
listed in WAC 136-400-050, including evidence the applicant first 
sought funding through the public works ( (4*es¢—fesd)) board assis- 
tance account, or other available revenue source. 
(4) The technical review committee shall also develop a written 
report on each project application. The written report will include 
the following elements: 

(a) A project summary; 

(b) A committee evaluation; and 

(c) A committee recommendation based upon WAC 136-400-065 guid- 
ance and including any additional or clarifying terms established by 
the county road administration board's call for projects. 
(5) The technical review committee's written report on each 
project application shall be submitted to the county road administra- 
tion board no later than ( (#6+*t¥)) 30 days prior to the next regular- 
ly scheduled spring meeting after the project application deadline. 

(6) Technical review committee meetings shall be convened on an 
"as needed" basis by the executive director of the county road admin- 
istration board, who shall serve as chairperson. 


Certified on 11/30/2023 pan] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-022 


WSR 23-23-022 
PERMANENT RULES 


DEPARTMENT OF LICENSING 
[Filed November 3, 2023, 8:34 a.m., effective December 4, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is creating a definition for the military 
spouse coordinator. 

Citation of Rules Affected by this Order: Amending WAC 308-09-010 
Definitions, 308-09-025 Converting a military spouse's active license 
to an inactive license, 308-09-040 Licensee with active licenses who 
enter the military, and 308-09-045 Maintaining a military status li- 
cense. 

Statutory Authority for Adoption: RCW 18.340.020 Expedition of 
professional license, certification, registration, or permit, 
43.24.130 License moratorium for persons in servic Rules, and 
46.01.110 Rule-making authority. 

Adopted under notice filed as WSR 23-18-095 on September 6, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 4, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 4, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 3, 2023. 


Ellis Starrett 
Rules and Policy Manager 


OTS-4915.1 


AMENDATORY SECTION (Amending WSR 20-13-048, filed 6/11/20, effective 
7/12/20) 


WAC 308-09-010 Definitions. (1) "Director" means the director 
of the department of licensing or designee. 

(2) "Employment" means self-employment and employment by any oth- 
er entity. 

(3) "Good standing" means the condition of a valid license au- 
thorizing a person to engage in a regulated profession or occupation. 
A license in good standing is not subject to any disciplinary sanc- 
tions, terms, conditions, or restrictions by the licensing authority 
of this state, or the jurisdiction where the licens is licensed to 
practice. 

(4) "License" means permission to engage in a profession or occu- 
pation as defined by chapter 18.235 or 46.70 RCW. 
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(53) 

in a regulated profession or occupation. 
(6) "Licensing authority" means: 
(a) 

respect to 


46.70 RCW and RCW 18.2 


35.020 


(b) 
professions 


censing authority has 


(7) "Mili 


adopted thes 


those occupations or professions 
(2) (a); 
A board having licensing authority over those occupations or 
identified in RCW 18.235.020 


or 


(2) (b) 
rules. 


is 


"Licensee" means a person who possesses a license to engage 


The director of the department of licensing or designee with 
identified in chapter 


if the appropriate li- 


identified as a 


contact within the 


tary coordinator" means a person who 
licensing authority to assist military members and 


military spouse appl 


icants and licensees. 


(8) "Mili 


tary servic 


member" 


tary. 
((48+)) (9) "Mili 


Sioned corps, the Uni 


mean 


tary service" 


being enlisted or commissioned in 
tive or reserve components), 
ted States Nat 


rines of the United S 


((+9+)) (10) 


viously married 


ta 
"Mili 
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CSS -Or “a. Ve 


active, reserve, 
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( (4+4+4+)) (142) "Standard license" 


ration and renewal requirements, 
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ty of training, 
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or practice s 
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experience, 


as 


bstantiall 


left Washin 
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AMENDATORY SECTION (Amending WSR 20-13-048, filed 6/11/20, effective 
7/12/20) 


WAC 308-09-025 Converting a military spouse's active license to 
an inactive license. (1) The licensing authority will convert a mili- 
tary spouse's active license in good standing to an inactive license 
when the licens 

(a) Submits a written request for the license status to be 
changed from active to inactive due to the licensee's spouse or regis- 
tered domestic partner being deployed or stationed in a location out- 
side Washington state. 

(b) Submits, upon request, the following: 

(i) A copy of service orders verifying the licensee's spouse or 
domestic partner is a member of the military service areas defined in 
WAC 308-09-010( (+8}+)) (9) and has been, or will be deployed or sta- 
tioned to a location outside Washington state. 
(ii) A copy of the marriage certificate or evidence of the regis- 
tered domestic partnership with the military service member. 

(2) The licensee must not practice in Washington while the li- 
cense is in an inactive status. 


AMENDATORY SECTION (Amending WSR 20-13-048, filed 6/11/20, effective 
7/12/20) 


WAC 308-09-040 Licensee with active licenses who enter the mili- 
tary. (1) A person who already holds a license issued by the licens- 
ing authority who then enters active military service may notify the 
department to request their license be assigned military status. This 
allows the licensee to maintain their license in full force and effect 


while in military service. 
(2) The licensing authority will convert an active licensee whose 
license is in good standing to military status when the licens sub- 


mits all of the following: 

(a) A written request for military status due to entering active 
military service, including the expected duration of their deployment; 
and 


(b) A copy of service orders verifying the licensee is an active 
duty member of the armed forces of the United States or the other 
services described in WAC 308-09-010((+8}+)) (9). 

(3) The licensee may obtain military status at any time the cri- 
teria in subsection (2) of this section are met. There is no fee re- 
quired for military status. Portions of the current renewal fee will 
not be prorated or refunded. 

(4) A military status license remains in full force and effect so 
long as the service continues and allows practice throughout the state 
of Washington unless sooner suspended, canceled, or revoked by the li- 
censing authority. 

(5) A military spouse or registered domestic partner with power 
of attorney can act as an agent for the military service member. 
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WAC 308-09-045 


Maintaining a military status license. 


(Amending WSR 20-13-048, 


Issue 23-23 
filed 6/11/20, 


WSR 23-23-022 


effective 


(1) As 


long as a military service member licensee's military service contin- 
ues, the licensee is not required to renew their license, but should 
maintain the license in military status. To maintain a military status 
license, the licens should submit to the department an official copy 
of service orders verifying that they are an active duty member of the 
United States Armed Forces or other services described in WAC 
308-09-010 ( (48+) (2). 

(2) The department will provide courtesy notices to the licen- 
see's address on file using the license renewal cycles. 

(3) A licensee should return the courtesy notice to the depart- 


ment with an official copy of their servic 
tary status license maintenanc 
( (anet y) ) 
expire if not in milit 
inuing educa 


Mili 


(4) 


the department no sooner 


license would 
(5) Coni 
military stat 


US. 


orders. 


than 


tion is n 


Certified on 11/30/2023 [ 


ol 


26 


requests are accepted by 


ary status. 


required whil 


] 


th 


licens 


90 days prior to the date the 


is in 


WSR Issue 23-23 


- Permanent 


Effective Date of Rule: 
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clarify and streamline rule language without changing its effect. 
Citation of Rules Affected by this Order: New WAC 246-810-0299; 


and amending WAC 246-810-027 and 246-810-0298. 
Statutory Authority for Adoption: 


43.70.613. 
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WSR 23-23-033 
PERMANENT RULES 
DEPARTMENT OF HEALTH 


2023, 


of health 


10:39 a.m., effective January 1, 


January 1, 
th equity continuing education 
tified advisers under chapter 246-810 WAC, Counse- 


(department) 
0-0298 and creating new WAC 246-810-0299 to 
requirements and implement ESSB 5229 


RCW 43.70.613, 
th profession licensed under Title 18 RCW that 
rules requiring a licensee 
t once every four years. 
tment to create model rules establishing 
th equity CE programs. 
th equity CE minimum standards on November 23, 
der WSR 22-23-167. 


amendments to WAC 246-810-027 and 


RCW 18.19.050, 


2024] 


2024. 


(CE) for certified 


is adopting amendments to 
(chap- 


directs the rule-making au- 
is 


to complete health 
The statute also 
the minimum 
The department filed model 
2022, 
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t is now adopting amendments to WAC 246-810-027 and 
that require two hours of health equity CE every four 
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equity CE requirement is counted under existing, 
quirements for the profession and does not change 


The health 
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246-810-0298 


18.19.100, 


6-128 on August 1, 2023. 


labl 


e by contacting Carmen 


98504-7852, phone 360-742-1463, TTY 711, email carmen.leso@doh.wa.gov, 
website www.doh.wa.gov. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 1, 
Amended 1, Repealed 0. 

Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 1, Amended 2, Repealed 0. 

Date Adopted: October 3, 2023. 
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AMENDATORY SECTION (Amending WSR 14-09-102, filed 4/22/14, effective 
4/22/14) 


WAC 246-810-027 Continuing education requirements for a certi- 
fied counselor or certified adviser. (1) A certified counselor or a 
certified adviser must complete ( (hit ;—-stx)) 36 credit hours of con- 
tinuing education every two years. 

(2) At least six hours of the ((thisty—s+*)) 36 credit hours must 
be in law and professional ethics related to counseling. 

(3) ( (Begterning Jantary +, 26H4,-)) At least once every six years 
a certified counselor or a certified adviser must complete three hours 
of training in suicide assessment, including screening and referral, 
as specified in WAC 246-810-0298. 

(a) Except as provided in (b) of this subsection, the first 
training must be completed during the first full continuing education 


reporting period ( (aftex—denues; +204 es the —_#i+s+ fot} conti sg 
education perieod)) after initial licensure ( (;—whichevercecusstet- 


es)). 
(b) An individual applying for initial certification as a certi- 
fied counselor or a certified adviser ((en-ex—-efter tasters +264, ) ) 
may delay completion of the first required training for six years af- 
ter initial certification if ((Re-er-ske)) they can demonstrate suc- 
cessful completion of a three-hour training in suicide assessment, 
screening, and referral that: 
(i) Was completed no more than six years prior to the application 
for initial certification; and 
(ii) Meets the requirements listed in WAC 246-810-0298 ( (44))). 
(c) The hours spent completing training in suicide assessment 
count towards the total ( (##+*+;-stx<)) 36 hours of continuing educa- 
tion. 


(4) Beginning January 1, 2024, at least once every four years, a 
certified counselor or certified adviser must complete two hours of 
health equity training as specified in WAC 246-810-0299. 

(5) Nothing in this section is intended to expand or limit the 
existing scope of practice of a certified counselor or a certified ad- 
viser as defined by WAC 246-810-0201 and 246-810-021. 


AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
7/2/20) 


WAC 246-810-0298 Suicide assessment training standards. (1) Ap- 
proved qualifying training in suicide assessment, including screening 
and referral must ( (=+ 


+s) Beginning duty tr 20r mest) ) be on the department's model 
list developed in accordance with RCW 43.70.442. ( (Nethihg—hnh—this 
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WSR 23-23-034 
PERMANENT RULES 


DEPARTMENT OF HEALTH 
[Filed November 3, 2023, 10:52 a.m., effective January 1, 2024] 


Effective Date of Rule: January 1, 2024. 

Purpose: Health equity continuing education (CE) for substance 
use disorder professionals under chapter 246-811 WAC, Substance use 
disorder professionals and substance use disorder professional train- 
ees. 


The department of health (department) adopts amendments to WAC 
246-811-220, 246-811-240, and 246-811-280 and adopts new WAC 
246-811-290 to establish health equity CE requirements and implement 
ESSB 5229 (chapter 276, Laws of 2021), codified as RCW 43.70.613. The 
adopted rules do not change the total CE hours. They require two hours 
in health equity CE every four years, which is absorbed into the ex- 
isting number of required CE hours. The health equity CE requirement 
is counted under existing, unspecified CE requirements for the profes- 
Sion. Additionally, the department adopts minor amendments to update 
and clarify rule language in WAC 246-811-220 and 246-811-280. 
RCW 43.70.613 (3) (b) directed the rule-making authority for each 
health profession licensed under Title 18 RCW that is subject to CE to 
adopt rules requiring a licensee to complete health equity CE training 
at least once every four years. The statute also directed the depart- 
ment to create model rules establishing the minimum standards for 
health equity CE programs. The department filed model rules for health 
equity CE minimum standards on November 23, 2022, under WSR 22-23-167. 
Citation of Rules Affected by this Order: New WAC 246-811-290; 
and amending WAC 246-811-220, 246-811-240, and 246-811-280. 
Statutory Authority for Adoption: RCW 18.205.060, 43.70.613. 
Adopted under notice filed as WSR 23-17-129 on August 21, 2023. 
A final cost-benefit analysis is available by contacting Ted 
Dale, P.O. Box 47852, Olympia, WA 98504-7852, phone 360-236-2991, TTY 
711, email ted.dale@doh.wa.gov, website www.doh.wa.gov. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 1, 
Amended 1, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 2, Repealed 0. 
Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 1, Amended 3, Repealed 0. 
Date Adopted: October 3, 2023. 


Todd Mountin 

Deputy Chief of Policy 

for Umair A. Shah, MD, MPH 
secretary 


OTS-4696.2 
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AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
7/2/20) 


WAC 246-811-220 Continuing competency program requirements. A 
substance use disorder professional, regardless of method of certifi- 
cation, must complete: 

(1) An enhancement plan as described in WAC 246-811-200 (7); 

(2) Twenty-eight hours of continuing education as described in 
WAC 246-811-240; and 

(3) Twelve hours of other professional development activities as 
described in WAC ( (246—-8+4+-647-ene¢ 246-83H-26642})) 246-811-200(7) and 
246-811-260. 


AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
TP2720) 


WAC 246-811-240 Number of continuing education hours required. 
(1) A certified substance use disorder professional must complete 
( ($wenty-etght)) 28 hours of continuing education (CE) every two 
years. 


(a) At least ( (fe4eteern)) 14 hours must be completed in one or 
more of the topic areas as described in WAC 246-811-030 ((+#44)) (8) (a) 
through (w). 

(b) At least four hours must be in professional ethics and law. 


(c) The additional ((#e8)) 10 hours shall be in areas relating to 
the various phases of their professional career. 

(d) The training in suicide assessment listed in subsection (2) 
of this section shall count towards meeting the CE requirements. 

(e) The health equity training listed in WAC 246-811-290 shall 
count towards meeting the CE requirements. 

(2) ( (Begterning Jantary +, 2644,—et teast)) Once every six years 
a certified substance use disorder professional must complete at least 
three hours of training in suicide assessment, including screening and 
referral, as specified in WAC 246-811-280. 
(a) Except as provided in (b) of this subsection, the first 
training must be completed during the first full CE reporting period 
after ( (darnves;4+,—2644,— e+ ¢he_#i+s+_#t 1+ CE periecdefter)) initial 
certification ( (;—whichever ceeuses tetet)). 

(b) An individual applying for initial certification as a sub- 
stance use disorder professional ( (en-ex—-afte+— antes; 1+,—_444+4-)) may 
delay completion of the first required training for six years after 
initial certification if ((He-e*-ske)) they can demonstrate completion 
of a three-hour training in suicide assessment, including screening 
and referral that: 

(i) Was completed no more than six years prior to the application 
for initial certification; and 

(ii) Meets the qualifications listed in WAC 246-811-280(1). 

(3) After January 1, 2024, substance use disorder professionals 
are required to complete two hours of health equity training every 
four years as specified in WAC 246-811-290. 

(4) Nothing in this section is intended to expand or limit the 
existing scope of practice of a certified substance use disorder pro- 
fessional or certified substance use disorder professional trainee 
credentialed under chapter 18.205 RCW. 
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AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
7/2/20) 


WAC 246-811-280 Suicide assessment training standards. (1) A 
substance use disorder professional must complete a training in sui- 


cide assessment, including screening and referral. The training must 
be provided by a single provider and must be at least three hours in 
length, which may be provided in one or more sessions. 


(Hanti y 4,464 47 he training must be approved bythe 


+6}Beginning_Fat;+,—_264/-)) The training must be on the depart- 
ment's model list for training programs in suicide assessment, treat- 
ment, and management which was developed in accordance with RCW 


43.70.442. ( (FRe-—medetts+—_is—_devetepedinacecordanee—wtth +tes 


7 =) ) 


(2) A certified substance use disorder professional who is a 


state or local government employee is exempt from the requirements of 
this section if ((he—es—skhe)) they receive((s)) a total of at least 
three hours of training in suicide assessment, including screening and 
referral from ( (His—er-+er)) their employer every six years. For pur- 
poses of this subsection, the training may be provided in one three- 
hour block or may be spread among shorter training sessions at the em- 
ployer's discretion. 
(3) A certified substance use disorder professional who is an em- 
ployee of a community mental health agency licensed under chapter 
71.24 RCW or a substance use disorder program certified under chapter 
70.96A RCW is exempt from the requirements of this section if ((He-exe 
she)) they receive((s)) a total of at least three hours of training in 
Suicide assessment, including screening and referral from ( (His—e+ 
Res)) their employer every six years. For purposes of this subsection, 
the training may be provided in one three-hour block or may be spread 
among shorter training sessions at the employer's discretion. 


NEW SECTION 


WAC 246-811-290 Health equity training standards. (1) Beginning 
January 1, 2024, a substance use disorder professional must complete 
training in health equity as part of their continuing competency pro- 
gram. The substance use disorder professional must complete at least 
two hours of health equity training every four years. The training may 
be in-person or virtual but must meet the course requirements in WAC 
246-12-830, including strategies to reduce implicit bias and assess 
the provider's ability to apply health equity concepts into practice. 
(2) The hours spent completing training in health equity educa- 
tion count towards the 28 total hours of continuing education. 
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DEPARTMENT OF 
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2023, 
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WSR 23-23-045 


2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The Washington department of fish and wildlife (WDFW) is 
proposing rule amendments to implement RCW 77.32.090, which authorizes 
WDFW to adopt rules for the issuance of electronic licenses, permits, 
tags, stamps, and catch record cards. 

The purpose of the proposal is to amend rules to allow for the 
use of electronic recreational hunting and fishing licenses through 
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AMENDATORY SECTION (Amending WSR 17-05-112, filed 2/15/17, effective 
3/18/17) 


WAC 220-220-010 Definitions. Unless otherwise provided, the 
following definitions apply to this chapter: 

(1) "Blind" means no vision or vision with corrective lenses so 
defective as to prevent the performance of ordinary activities for 
which eyesight is essential. 

(2) "License year" is defined as April lst through the following 
March 31st. 


(3) ( (4 + LAJ LAJ H $ LAJ 
same—meaning,—and +efer+o—alit_ticeenses—_issrediunder RCW 77,32 450 
through}, 32.490- 

+4+)) "Veteran" means a veteran of the United States Armed 
Forces. 


foer—a_transferrable vehicle —_ese—_permit-)) (4) "Department-authorized 


internet hunter reporting system" is the department's electronic plat- 

form for hunting license verification or reporting. 
(5) "Department-authorized mobile application" is a department 

electronic utility for mobile communications including data transfer 


with the department. 

(6) "Display" of a fish and wildlife lands vehicle use permit 
means the permit is visible from the outside of the vehicle. 

(7) "Electronic catch record card" is an electronic representa- 


tion of an individual's catch record card and part of a harvest re- 
porting system for fishing and accessible through an individual's mo- 
bile device located on a department-authorized mobile application. 

(8) "Electronic harvest record card" is an electronic representa- 
tion of an individual's harvest record card and part of a harvest re- 
porting system for hunting and accessible through an individual's mo- 
bile device located on a department-authorized mobile application. 

(9) "Electronic license" is an electronic representation of an 

individual's hunting or fishing license accessible through an individ- 
ual's mobile device located on a department-authorized mobile applica- 
tion. 


(10) "Paper catch record card" is a physical document that repre- 
sents an individual's catch record card and part of a harvest report- 
ing system for recreational fishing. 
(11) "Paper harvest record card" is a physical document issued by 
the department that represents an individual's harvest record card and 
part of a harvest reporting system for recreational hunting. 


(12) "Paper license" is a physical document that represents an 
individual's hunting or fishing license. 
(13) “Personal use license" and "recreational license" have the 


same meaning, and refer to all licenses issued under RCW 77.32.450 
through 77.32.520. 
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AMENDATORY SECTION (Amending WSR 18-21-059, filed 10/9/18, effective 
11/9/18) 


WAC 220-220-020 Recreational license. A recreational license is 
a valid internet ((e*e-tetephene)) transaction number, a valid elec- 
tronic license, or a valid paper license issued by the department ((e= 
avahd Heense)) under chapter 77.32 RCW. 

With the exception of razor clam licenses and one-day charter 
boat or guide operator stamp licenses, to be valid, a recreational li- 
cense must be physically signed or digitally attested to by the licen- 
see through the department-authorized mobile application, must contain 
the licensee's personal identification information, and, if a catch 
record card is required, must be accompanied by a valid catch record 
card. 


To be valid, a razor clam license must be physically signed or 
digitally attested to by the licensee through the department-author- 
ized mobile application. 
When a catch record card is not required for use with a one-day 
charter boat or guide operator stamp license, the stamp license is 
valid only if the issue date is written in ink on the stamp and the 
stamp is signed by the licensee. When a catch record card is required 
for use with a one-day charter boat or guide operator stamp license, 
the license is valid only if the issue date is written in ink on the 
stamp, the stamp is affixed to the catch record card, the catch record 
card is signed by the licensee, and the catch record card contains the 
licensee's completed personal identification information. 


OTS-4912.1 


AMENDATORY SECTION (Amending WSR 18-21-059, filed 10/9/18, effective 
11/9/18) 


WAC 220-310-010 Description of catch record cards and required 
information. (1) The department shall ((prepare—ard—distribute—a)) 
issue a paper catch record card or provide access to an electronic 
catch record card for the following species: 

(a) Anadromous salmon (salmon); 

(b) Dungeness crab taken from Catch Record Card Area 4 east of 
the Bonilla-Tatoosh line and Catch Record Card Areas 5-13; 

(c) Halibut; 

(d) Steelhead; and 

(e) Sturgeon. 

(2) Each paper catch record card shall contain ( (spaee—fer)) the 
following identifying information: 

(a) Name of fisher; 

(b) Home address((+)) or mailing address ((£fer—a—ceateh—record 


) City, state, and zip code; 

) Date of issuance; 

) When the paper catch record card is issued with a one-day 
charter boat or guide operator stamp license, the catch record card 
shall contain space for that stamp. 
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(3) Each paper or electronic catch record card shall contain 
((spece)) fields for the following information: 

(a) Month of catch; 

(b) Day of catch; 

(c) 


c) Location of catch by Marine Area, River, or Lake Code; 
(d) A species code for salmon and sturgeon and a marked or un- 
marked space for salmon; 


(e) A space for designating the type of vessel from which halibut 
was taken, either charter ("c") or private ("p"); 

(£) ((&—speace—=£e*£)) The length of sturgeon; 

(g9) ((Fe*)) A tally or count of Dungeness crab ((+ 


++}—FRe—_type—eof_erab_‘fisheryas—deseribec onthe _bungerness—_erab 
eateh +ecoerd ecard 

+4+}—Fheteotat rab retained by Ashery ype j j 7 

HHA tahy ma ek_fer—each e_rab)) retained. 


AMENDATORY SECTION (Amending WSR 18-21-059, filed 10/9/18, effective 
11/9/18) 


WAC 220-310-020 Catch record cards. It is unlawful for any per- 
son to fail to comply with the catch record requirements as provided 
for in this section: 

(1) An angler must obtain and have in ( (H+s—exHer—persenct) ) 
their physical possession a valid and appropriate paper or electronic 
Puget Sound Dungeness crab catch record card as described in WAC 
220-310-010 to fish for or possess for personal use any Dungeness crab 
in Catch Record Card Area 4 east of the Bonilla-Tatoosh Line, and in 
Catch Record Card Areas 5-13. 

(2) An angler must obtain and have in ( (H+s—ex-Her-persencat) ) 
their physical possession a valid and appropriate paper or electronic 
catch record card as described in WAC 220-310-010 to fish for or pos- 
sess for personal use any anadromous salmon, sturgeon, halibut, or 
steelhead except a catch record card is not required for: 

(a) Commercially caught salmon retained for personal use, as pro- 
vided in WAC 220-354-030, and commercially caught sturgeon retained 
for personal use, as provided in WAC 220-353-110; and 

(b) Landlocked steelhead or for salmon in waters designated as 
"landlocked salmon rules apply" in WAC 220-312-010 through 
220-312-060. 

(3) ( (GRtess the catch record card is issued by the automated Hi- 


1 1 1 


cord—are-)) A paper or electronic catch record card remains valid as 
long as there is one or more unfilled spaces available for the species 
being fished for, except: 

(a) A paper or electronic catch record card remains valid for 
catch-and-release sturgeon fishing when the sturgeon portion of the 
card is full in the mainstem Columbia River downstream from where the 
river forms the common boundary between Oregon and Washington. 

(b) It is unlawful to use a second or subsequent paper or elec- 
tronic catch record card to retain halibut ((+)) or sturgeon ( (7eme 
steethead)) after the first card is full. 

(4) The fee for a paper or electronic catch record card for hali- 
but is ( (f4+ve-dettess)) $5 when purchased with an annual saltwater 
fishing license, an annual combination fishing license, or an annual 
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or a paper or electronic 


t with a temporary combination fishing li- 


three consecutive days, 


or with 


a ONE 


day charter boat or guide operator stamp license, or with a youth li- 
cense. 

(5) Immediately upon catching and possessing a salmon, steelhead, 
sturgeon, Dungeness crab, or halibut, anglers must enter ( (7+ +5:,) ) 
in the appropriate ((spaee)) field on the paper or electronic catch 
record card, the place, date of catch, and species ( (teateh —ype}.—Feer 


cy 


1 


)) 


Anglers in physical possession of a paper catch record card must enter 


a 


ll required information in 


ink. Anglers in physical possession of an 


e 


lectronic catch record card must enter all required information 


through the department- 


auth 


orized mobile application. 


(a) Sturgeon anglers must also record the length of the fish; 

(b) Halibut anglers must also record the vessel type; 

(c) Salmon anglers must also indicate whether or not the fish was 
marked by having a clipped adipose fin; 


(d) 


Puget Sound Dungen 
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AMENDATORY SECTION (Amending WSR 17-05-112, filed 2/15/17, effective 
3/18/17) 


WAC 220-413-020 Tagging requirements. (1) It is unlawful for a 
person who kills a big game animal or turkey to fail to immediately 


: )) vali- 
date their tag (unless the tagging requirement is specifically exemp- 
ted by the fish and wildlife commission). There are two methods of 
tagging big game animals and turkey, paper tagging and electronic tag- 


ging. 


(a) A paper tag is validated by cutting out and completely remov- 
ing the designated notches corresponding to the day and month of the 
kill for that species and immediately attaching the notched tag to the 
carcass of the big game animal or turkey. 

(b) An electronic tag is validated by following the prompts in 
the authorized mobile application and writing the confirmation number 
and date of harvest in ink on material that can withstand the elements 
and immediately attaching that to the carcass of the big game animal 
or turkey. 
(2) The tag must remain attached to the carcass while it is being 
transported and must remain with the wildlife during the period of re- 
tention of the edible parts. 


AMENDATORY SECTION (Amending WSR 18-11-061, filed 5/11/18, effective 
6/11/18) 


WAC 220-413-100 Mandatory report of hunting activity. (1) All 
hunters purchasing a hunting license must report their hunting activi- 
ty for deer, elk, bear, or turkey. 

(a) Hunters must report hunting activity, for each tag and permit 
acquired, by January 31 or within 10 days after the close of an eligi- 
ble hunt, whichever date is later. 

(b) Reports must be made using the department's ( (desieqrnatedau- 

5 Ten] , ; 1} £ ; 
hunter—reperting system) ) authorized internet hunter reporting system, 
department-authorized mobile application, or by telephone. 

(c) A hunter who fails to report hunting activity, for each tag 
and permit acquired, by the reporting deadline is in violation of re- 
porting requirements. 

(d) Compliance will be credited for each transport tag and permit 
acquired. 

(2) As an incentive for prompt reporting, all hunters who report 
by midnight January 10 or within 10 days after the last day of their 
permit hunt will be entered into a drawing for special deer and elk 
incentive permits. To be eligible for the drawing, hunters must report 
their hunting activity for each transport tag and permit acquired. 

(3) A hunter who fails to report hunting activity by the report- 
ing deadline for deer, elk, bear, or turkey tags and permits acquired 
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the previous year will be required to pay a $10 administrative fee at 
the time a new license that includes deer, elk, bear, or turkey tags 
is issued. 

(4) All hunters who purchase a paper or electronic migratory bird 
authorization must report their hunting activity for each paper or 
electronic harvest record card issued. 

(a) Hunters must report harvest information from band-tailed pi- 
geon harvest record cards by September 30 following the season for 
which the harvest card was issued. Hunters must report harvest infor- 
mation from brant, sea duck, snow goose, and SW Canada goose (Goose 
Management Area 2 Coast and Inland) harvest record cards by March 20 
following the season for which the harvest card was issued. 

(b) Hunters must report migratory bird hunting activity at the 
department's ( (desternated)) authorized internet hunter reporting sys- 
tem internet site listed on the harvest record card, on the depart- 
ment-authorized mobile application or by mailing all harvest record 
cards to the department at: P.O. Box 43141, Olympia, WA 98504. 

(c) Any hunter who fails to report, for each harvest record card 
acquired, by the reporting deadlines is in violation of reporting re- 
quirements. 

(d) Compliance will be credited for each harvest record card ac- 
quired. 

(5) A hunter who fails to report hunting activity by the report- 
ing deadlines for band-tailed pigeon, brant, sea duck, snow goose, or 
SW Canada goose harvest record card acquired in the previous hunting 
season must pay a ((#en-dettes)) $10 administrative fee at the time a 
new migratory bird authorization and harvest record card is issued. 

(6) A hunter may only be required to pay a maximum of one ( (ten 
dettesr)) $10 administrative fee for all game species reporting viola- 
tions during a license year. 


OTS-4914.1 


AMENDATORY SECTION (Amending WSR 23-11-118, filed 5/22/23, effective 
6/22/23) 


WAC 220-416-060 2023-2024 Migratory gamebird seasons and regula- 
tions. All migratory waterfowl, coot, snipe, mourning dove and band- 
tailed pigeon are closed to harvest unless season dates are specified 
in this section. Hunters must comply with the bag, possession, and 
season limits described in this section. Failure to do so constitutes 
a violation of RCW 77.15.245, 77.15.400, or 77.15.430, depending on 
the species hunted and the circumstances of the violation. 

DUCKS 


Statewide: Oct. 14-22, 2023, and Oct. 25, 2023 - Jan. 28, 2024; except 
scaup season closed Oct. 14 - Nov. 3, 2023. 


Special youth hunting days open only to hunters 15 years of age or un- 
der (must be accompanied by an adult at least 18 years old who is not 
hunting): Sept. 23, 2023, and Feb. 3, 2024, in Western Washington 
(West Zone); Sept. 30, 2023, and Feb. 3, 2024, in Eastern Washington 
(East Zone). 


Certified on 11/30/2023 [ 39 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-045 


Special veterans and active military personnel hunting day open only 
to hunters as defined in Section 3 of 16 U.S. Code Sec. 704 as amended 
by the John D. Dingell, Jr. Conservation, Management, and Recreation 
Act. Active duty military includes members of the National Guard and 
Reserves on active duty (other than for training). Veterans must have 
served in the active military, naval, or air service, and discharged 
or released under Honorable conditions: Feb. 3, 2024, in Western Wash- 
ington (West Zone) and Eastern Washington (East Zone). Hunters must 
have one of the following, or a copy of, during the hunt: DD214, Vet- 
eran Benefit Card, Retired Active Military I.D., or Active Duty I.D. 
card. 


Daily Bag Limit: 7 ducks, to include not more than 2 hen mallard, 1 
pintail, 2 scaup, 2 canvasback, and 2 redhead statewide; and to in- 
clude not more than 2 scoter, 2 long-tailed duck, and 2 goldeneye in 
Western Washington. 


Possession Limit for Regular Season: 21 ducks, to include not more 
than 6 hen mallard, 3 pintail, 6 scaup, 6 canvasback, and 6 redhead 
statewide; and to include not more than 6 scoter, 6 long-tailed duck, 
and 6 goldeneye in Western Washington. 


Possession Limit for Youth, Veterans and Active Military Personnel 
Hunting Days: Same as Daily Bag Limit. 


Harlequin Duck: Season closed statewide. 
AUTHORIZATION AND HARVEST RECORD CARD REQUIRED TO HUNT SEA DUCKS 


junters must physically possess a special 2023-2024 paper or electron- 
hunting authorization and harvest record card for sea ducks when 
nting scoter, long- Palea, duck, and goldeneye in ne corn Wes geo: 


H- T 


oa Ey 
VX 


#+sh—end itd +fe—_ WBE) ) Tamar cei i faGing < a sea duck into 
Possess lan, hunters must nee ( (48 +5 hein formation required 


RA A ae E on é eee) record canes Hunters Pogue to 
physically possess a paper harvest record card must enter all required 
information in ink. Hunters reguired to physically possess an elec- 
tronic harvest record card must enter all required information through 
the licensing mobile application. 


coor (Mudhen) 


Same areas and dates (including youth, veterans and active military 
personnel hunting days) as the duck season. 


Daily Bag Limit: 25 coots. 


Possession Limit: 75 coots. 

Possession Limit for Youth, Veterans and Active Military Personnel 
Hunting Days: Dame as Daily Bag Limit. 

SNIPE 


Same areas and dates (except youth, veterans and active military per- 
sonnel hunting days) as the duck season. 


Daily Bag Limit: 8 snipe. 


Possession Limit: 24 snipe. 


GEESE (except Brant) 
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Special youth hunting days open only to hunters 15 years of age or un- 
der (must be accompanied by an adult at least 18 years old who is not 
hunting): Sept. 23, 2023, and Feb. 3, 2024, in Western Washington 
(West Zone); Sept. 30, 2023, and Feb. 3, 2024, in Eastern Washington 
(East Zone). 


Special veterans and active military personnel hunting day open only 
to hunters as defined in Section 3 of 16 U.S. Code Sec. 704 as amended 
by the John D. Dingell, Jr. Conservation, Management, and Recreation 
Act. Active duty military includes members of the National Guard and 
Reserves on active duty (other than for training). Veterans must have 
served in the active military, naval, or air service, and discharged 
or released under Honorable conditions: Feb. 3, 2024, in Western Wash- 
ington (West Zone) and Eastern Washington (East Zone). Hunters must 
have one of the following, or a copy of, during the hunt: DD214, Vet- 
eran Benefit Card, Retired Active Military I.D., or Active Duty I.D. 
card. 


Daily Bag Limit for September dates: 4 Canada geese and 10 white-fron- 
ted geese. 


Daily Bag Limit for February date: 4 Canada geese (except dusky Canada 
geese which are closed to harvest), 10 white-fronted geese, and 10 
white geese (snow, Ross', blue phase), except in Goose Management Area 
2 Coast and Inland where the bag limit for Canada geese is reduced to 
3 and dusky Canada geese remain closed to harvest. 


Possession Limit for Youth, Veterans and Active Military Personnel 
Hunting Days: Same as Daily Bag Limit. 


Western Washington Goose Seasons 


Goose Management Area 1: Skagit and Whatcom counties, and that portion 
of Snohomish County west of Interstate 5. 


September Canada Goose Season 
Sept. 2-7, 2023. 
Daily Bag Limit: 5 Canada geese. 


Possession Limit: 15 Canada geese. 


Regular Season 


Oct. 14 - Nov. 26, and Dec. 9, 2023 - Jan. 28, 2024, for Canada and 
white-fronted geese (except brant). 
Oct. 14 - Nov. 26, and Dec. 9, 2023 - Jan. 28, 2024, and Feb. 10-20, 


2024, for snow, Ross', and blue geese (collectively referred to as 
white geese). During Feb. 10-20, 2024, in Skagit, Whatcom and Snohom- 
ish counties, specified WDFW lands including Fir Island Farm Game Re- 
serve, Island Unit, Johnson DeBay's Slough Swan Reserve and Hunt Unit, 
Leque Island Unit, Samish Unit, Samish River Unit, South Padilla Bay 
Unit, and Skagit Headquarters Unit of the Skagit Wildlife Area, and 
all units of the Whatcom Wildlife Area are closed to goose hunting in 
Goose Management Area 1. 


Daily Bag Limit: 4 Canada geese (except dusky Canada geese which are 
closed to harvest), 10 white-fronted geese, and 10 white geese (snow, 
Ross', blue phase). During Feb. 10-20, 2024: 20 white geese. 
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Possession Limit: 12 Canada geese (except dusky Canada geese which are 
closed to harvest), 30 white-fronted geese, and 30 white geese (snow, 
Ross', blue phase). During Feb. 10-20, 2024: 60 white geese. 


AUTHORIZATION AND HARVEST RECORD CARD REQUIRED TO HUNT SNOW GEESE 


Hunters must physically possess a special 2023-2024 paper or electron- 


ic migratory bird hunting authorization and harvest record card for 
snow geese when hunting snow, Ross', and blue geese in Goose Manage- 
ment Area 


DMD =e 


( (A hunter whe has ncst previcusty possessed a Siow Goose 
state—department_e£_ ish and awit +fe—_{WBEW—) ) Immediately after tak- 
ing a snow, Ross', or blue goose into possession, hunters must record 
( (Hank the information fequited within the designated spaces previ-— 
ded_en—_the hasvest reeordeard)) all required information on the har- 
vest record card. Hunters required to physically possess a paper har- 
vest record card must enter all required information in ink. Hunters 
required to physically possess an electronic harvest record card must 
enter all required information through the licensing mobile applica- 
tion. 


SKAGIT COUNTY AND WHATCOM COUNTY SPECIAL RESTRICTIONS 


It is unlawful to discharge a firearm for the purpose of hunting wa- 
terfowl within 100 feet of any paved public road on Fir Island in Ska- 
git County or to discharge a firearm for the purpose of hunting snow 
geese within 100 feet of any paved public road in other areas of Ska- 
git County or Whatcom County. 


While hunting snow geese, if a hunter is convicted of (a) trespass; 

(b) shooting from, across, or along the maintained part of any public 
highway; (c) discharging a firearm for the purpose of hunting water- 
fowl within 100 feet of any paved public road on Fir Island in Skagit 
County or discharging a firearm within 100 feet of any paved public 
road for the purpose of hunting snow geese in other areas of Skagit 
County or Whatcom County; or (d) exceeding the daily bag limit for 
geese, authorization will be invalidated for the remainder of the cur- 
rent snow goose season and an authorization will not be issued for the 
subsequent snow goose season. 


Goose Management Area 2 - Coast: Pacific County and the portion of 
Grays Harbor County west of highway 101. 


September Canada Goose Season 
Sept. 2-10, 2023. 


Daily Bag Limit: 5 Canada geese, except 15 Canada geese in Pacific 
County. 


Possession Limit: 15 Canada geese, except 45 Canada geese in Pacific 
County. 


Regular Season 


Open in all areas from 30 minutes after the start of official hunting 
hours to 30 minutes before th nd of official hunting hours, 7 days 
per week during Oct. 14-29, 2023; Saturdays, Sundays, and Wednesdays 
only, Nov. 1 - Dec. 3, 2023, and Dec. 20, 2023 - Jan. 21, 2024, and 
Feb. 10-21, 2024. During Feb. 10-21, 2024, U.S. Fish and Wildlife 
Service National Wildlife Refuges (NWRs) and WDFW Wildlife Areas are 
closed to goose hunting in Goose Management Area 2 - Coast. 
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Bag Limits for Goose Management Area 2 - Coast: 


Daily Bag Limit: 3 Canada geese (except dusky Canada geese which are 
closed to harvest), 10 white-fronted geese, and 10 white geese (snow, 
Ross', blue). 


Possession Limit: 9 Canada geese (except dusky Canada geese which are 
closed to harvest), 30 white-fronted geese, and 30 white geese (snow, 
Ross', blue). 


Dusky Canada geese: SEASON CLOSED. 


Goose Management Area 2 - Inland: Clark, Cowlitz, Wahkiakum counties 
and the portion of Grays Harbor County east of highway 101. 


September Canada Goose Season 
Sept. 2-10, 2023. 
Daily Bag Limit: 5 Canada geese. 


Possession Limit: 15 Canada geese. 
Regular Season 


Open in all areas except Ridgefield NWR from 30 minutes after the 
start of official hunting hours to 30 minutes before th nd of offi- 
cial hunting hours, 7 days per week during Oct. 14-29, 2023; Satur- 
days, Sundays, and Wednesdays only, Nov. 22, 2023 - Jan. 14, 2024, and 
Feb. 10 - Mar. 6, 2024. During Feb. 10 - Mar. 6, 2024, U.S. Fish and 
Wildlife Service National Wildlife Refuges (NWRs) and WDFW Wildlife 
Areas are closed to goose hunting in Goose Management Area 2 - Inland. 
Ridgefield NWR open from 30 minutes after the start of official hunt- 
ing hours to 30 minutes before th nd of official hunting hours, 
Tuesdays, Thursdays, and Saturdays only, Oct. 14-29, 2023, and Nov. 
22, 2023 - Jan. 13, 2024. 


Bag Limits for Goose Management Area 2 - Inland: 


Daily Bag Limit: 3 Canada geese (except dusky Canada geese which are 
closed to harvest), 10 white-fronted geese, and 10 white geese (snow, 
Ross', blue). 


Possession Limit: 9 Canada geese (except dusky Canada geese which are 
closed to harvest), 30 white-fronted geese, and 30 white geese (snow, 
Ross', blue). 


Dusky Canada geese: SEASON CLOSED. 


Special Provisions for Goose Management Area 2 Coast and Inland Regu- 
lar Season only: 


A dusky Canada goose is defined as a dark-breasted (as shown in the 
Munsell color chart 10 YR, 5 or less) Canada goose with a culmen 
(bill) length of 40-50 mm. 


Hunters must physically possess a valid special 2023-2024 paper or 
electronic migratory bird hunting authorization and harvest record 
card for geese when hunting all goose species in Goose Management Area 
2 Coast and Inland. New hunters and those who did not maintain a valid 
2022-2023 authorization must review goose identification training ma- 
terials and score a minimum of 80% on a goose identification test to 
receive authorization. Hunters who fail a test must wait 28 days be- 
fore retesting, and will not be issued a reciprocal authorization un- 
til that time. Immediately after taking a goose into possession, hunt- 
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ers must record ((4 

)) all required informa- 
tion on the harvest record card. Hunters required to physically pos- 
sess a paper harvest record card must enter all required information 
in ink. Hunters required to physically possess an electronic harvest 
record card must enter all required information through the licensing 
mobile application. 


It is unlawful for hunters in Goose Management Area 2 Coast and Inland 
to fail to comply with the directions of authorized department person- 
nel related to the collection of goose subspecies information pursuant 
to RCW 77.12.071. A person who prevents department personnel from col- 
lecting samples of tissue or other bodily parts is subject to prosecu- 
tion under RCW 77.15.360 Unlawful interfering in department operations 
—Penalty. If a hunter takes a dusky Canada goose or does not comply 
with requirements listed above regarding WDFW collection of subspecies 
information, authorization will be invalidated by the department and 
the hunter will not be able to hunt geese in Goose Management Area 2 
Coast and Inland for the remainder of the season. It is unlawful to 
fail to comply with all provisions listed above for Goose Management 
Area 2 Coast and Inland. Taking one dusky Canada goose is punishable 
as an infraction under RCW 77.15.160 (5) (b). Other violations of Area 
2 goose hunting rules are punishable as an infraction under RCW 
77.15.160 (2) (e) or as a misdemeanor or gross misdemeanor under RCW 
77.15.400 unlawful hunting of wild birds, depending on the circumstan- 
ces of the violation. 


Goose Management Area 3 


Includes all parts of Western Washington not included in Goose Manage- 
ment Areas 1 and 2. 


September Canada Goose Season 
Sept. 2-7, 2023. 
Daily Bag Limit: 5 Canada geese. 


Possession Limit: 15 Canada geese. 


Regular Season 
Oct. 14-26, 2023, and Nov. 4, 2023 - Jan. 28, 2024. 


Daily Bag Limit: 4 Canada geese (except dusky Canada geese which are 
closed to harvest), 10 white-fronted geese, and 10 white geese (snow, 
Ross', blue). 


Possession Limit: 12 Canada geese (except dusky Canada geese which are 
closed to harvest), 30 white-fronted geese, and 30 white geese (snow, 
Ross', blue). 


Eastern Washington Goose Seasons 

September Canada Goose Season (Eastern Washington) 
Sept. 2-3, 2023. 

Daily Bag Limit: 5 Canada geese. 


Possession Limit: 10 Canada geese. 


Goose Management Area 4 
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Adams, Benton, Chelan, Douglas, Franklin, Grant, Kittitas, Lincoln, 
Okanogan, Spokane, and Walla Walla counties. 


Saturdays, Sundays, and Wednesdays only during Oct. 14, 2023 - Jan. 

21, 2024; additionally, to accommodate opportunity during recognized 
holiday periods, the 2023-2024 season will include: Nov. 10, 23, and 
24, 2023; Dec. 25, 26, 28, and 29, 2023, and Jan. 1 and 15, 2024; and 
every day Jan. 22-28, 2024, for Canada geese and white-fronted geese. 


Saturdays, Sundays, and Wednesdays only during Oct. 14-22, 2023, and 
Nov. 10, 2023 - Jan. 21, 2024; additionally, to accommodate opportuni- 
ty during recognized holiday periods, the 2022-2023 season will in- 
clude: Nov. 10, 23, and 24, 2023; Dec. 25, 26, 28, and 29, 2023, and 
Jan. 1 and 15, 2024; and every day Jan. 22-28, 2024, and Feb. 17 - 
Mar. 3, 2024, for snow, Ross', and blue phase geese (collectively re- 
ferred to as white geese). 


Goose Management Area 5 


Includes all parts of Eastern Washington not included in Goose Manage- 
ment Area 4. 


Oct. 14-30, 2023, and every day from Nov. 4, 2022 - Jan. 28, 2024. 


Bag Limits for all Eastern Washington Goose Management Areas during 
regular seasons: 


Daily Bag Limit: 4 Canada geese, 10 white-fronted geese, and 10 white 
geese (snow, Ross', blue). During Feb. 17 - Mar. 3, 2024, in GMA4: 20 
white geese. 


Possession Limit: 12 Canada geese, 30 white-fronted geese, and 30 
white geese (snow, Ross', blue). During Feb. 17 - Mar. 3, 2024, in 
GMA4: 60 white geese. 


BRANT 


Will remain closed in Skagit County, including during the youth, vet- 
eran, and active military date, and may only open under the following 
conditions on specified dates. 


If the 2023-2024 brant population in Skagit County is below 3,000 (as 
determined by aerial survey), the brant season in Skagit County will 
remain closed. 


If the 2023-2024 brant population in Skagit County is 3,000-6,000 (as 
determined by aerial survey), the brant season in Skagit County will 
be open on the following dates: Jan. 20, 24, and 27, 2024, and during 
the Feb. 3, 2024, youth, veterans, and active military date. 


If the 2022-2023 brant population in Skagit County is greater than 
6,000 (as determined by aerial survey), the brant season in Skagit 
County will be open on the following dates: Jan. 13, 14, 17, 20, 21, 
24, 27, and 28, 2024, and during the Feb. 3, 2024, youth, veterans, 
and active military date. 


Open in Clallam and Whatcom counties only on the following dates: Jan. 
20, 24, and 27, 2024. 


Open in Pacific County only on the following dates: Jan. 6, 7, 9, 11, 
13, 14, 16, 18, 20, 21, 23, 25, 27, and 28, 2024, but may be adjusted 
pending the most recent 3-year running average results of the Pacific 
flyway winter brant survey. 
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Special youth, open to hunters 15 years of age or under (must be ac- 
companied by an adult at least 18 years old who is not hunting), vet- 
erans and active military personnel hunting day, open to hunters as 
defined in Section 3 of 16 U.S. Code Sec. 704 as amended by the John 
D. Dingell, Jr. Conservation, Management, and Recreation Act. Active 
duty military includes members of the National Guard and Reserves on 
active duty (other than for training). Veterans must have served in 
the active military, naval, or air service, and discharged or released 
under Honorable conditions: Feb. 3, 2024. Hunters must have one of the 
following, or a copy of, during the hunt: DD214, Veteran Benefit Card, 
Retired Active Military I.D., or Active Duty I.D. card. 


AUTHORIZATION AND HARVEST RECORD CARD REQUIRED TO HUNT BRANT 


Hunters must physically possess a special 2023-2024 paper or electron- 
ic migratory bird hunting authorization and harvest record card for 


brant wee ane rag brant. ((A-Rente+s-whe has rot _previcust;eessessed 
dagten_state department of fieh and wildlife (WDEW}) ) Immediately af- 


ter bak tug a brant into Pesce tol: hunters must record ( (4R +7 he 


vest record ecard) ) ait required information on the harvest record 


card. Hunters required to physically possess a paper harvest record 

card must enter all required information in ink. Hunters required to 
physically possess an electronic harvest record card must enter all 

required information through the licensing mobile application. 


Bag Limits for Clallam, Skagit, Pacific and Whatcom counties: 


Daily Bag Limit: 2 brant. 


Possession Limit: 6 brant. 
Special youth, veterans and active military personnel hunting day. 


Daily Bag and Possession Limit: 2 brant. 


SWANS 
Season closed statewide. 
MOURNING DOVE 


Sept. 1 - Oct. 30, 2023, statewide. 


Daily Bag Limit: 15 mourning doves. 
Possession Limit: 45 mourning doves. 
BAND-TAILED PIGEON 

Sept. 16-24, 2023, statewide. 

Daily Bag Limit: 2 band-tailed pigeons. 


Possession Limit: 6 band-tailed pigeons. 
AUTHORIZATION AND HARVEST RECORD CARD REQUIRED TO HUNT BAND-TAILED PIGEONS 


Hunters must physically possess a special 2023-2024 paper or electron- 
ic migratory bird hunting authorization and harvest record card for 
ae ee pigeons ohen Aneng Bana: PEREA Kron, ( (Aee 


anda 64 + fe {WBE ) ) Tedia ay Lee Sarna. a a hands ed pigeon 
into possession, hunters must record ( (4h +4 he ++ formation recqiired 
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x g graotedqg—sea Ero Fe deatd)) all 
required information on the harvest record card. Hunters required to 
physically possess a paper harvest record card must enter all required 
information in ink. Hunters reguired to physically possess an elec- 
tronic harvest record card must enter all required information through 
the licensing mobile application. 


FALCONRY SEASONS 
DUCKS, COOTS, SNIPE, GEESE, AND MOURNING DOVES (EXCEPT BRANT) (Falconry) 


Same season dates for each species in each area as listed above. 


Daily Bag Limit: 3, straight or mixed bag, including ducks, coots, 
snipe, geese, and mourning doves during established seasons. 
Possession Limit: 3 times the daily bag limit. 


DUCKS, COOTS, CANADA GEESE, WHITE-FRONTED GEESE, WHITE GEESE AND BRANT 

(Extended Falconry) 

Sept. 23, 2023, and Feb. 3, 2024, in Western Washington (West Zone). 
Sept. 30, 2023, and Feb. 3, 2024, in Eastern Washington (East Zone). 


Daily Bag Limit: 3, straight or mixed bag, including allowable species 
specified under youth, veterans and active military personnel dates. 


Possession Limit: Same as the Daily Bag Limit. 
MOURNING Dove (Extended Falconry) 
Octo 30 S"Dec. LOr 2023 


Daily Bag Limit: 3, straight or mixed bag, including ducks, coots, 
snipe, and geese during established seasons. 


Possession Limit: 3 times the daily bag limit. 


HIP REQUIREMENTS: 


All hunters of migratory game birds (duck, goose, coot, snipe, mourn- 
ing dove, and band-tailed pigeon) age 16 and over are required to com- 
plete a harvest information program (HIP) survey at a license dealer 
and possess a Washington migratory bird permit as evidence of compli- 
ance with this requirement when hunting migratory game birds. Youth 
hunters are required to complete a HIP survey and possess a Washington 
migratory bird permit (free for youth) as evidence of compliance with 
this requirement when hunting migratory game birds. 
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AMENDATORY SECTION (Amending WSR 12-19-100, filed 9/19/12, effective 
10/20/12) 


WAC 284-17-265 Sales of annuities—((imsuranee)) Producer train- 
ing. (1) A person may not sell, solicit, or negotiate the sale of an 
annuity product unless he or she is ( (appeepetetetly)) licensed as ((an 
insuranee)) a producer with the life insurance line of authority and 


has successfully completed the annuity suitability training, which in- 
cludes the best interest standards, that meets the requirements of 
this section. 

(2) (a) After ( (Marek 29,2012, peice e)) January 1, 2024, before 
selling, soliciting, or negotiating the sale of annuity products, all 
( (aHSueenee)) producers must complete a one-time, ( (feue-hevs)) four 


credit annuity suitability training course, which includes the best 
interest standards, approved by the commissioner and provided by 
((aw)) a state approved insurance education provider ( (apereved i> 
this—state)), that meets the requirements in this section. 

(b) ( (FRseurance preodrecers—whe hbheidaiifetasirance_tine—_e#—au- 


, 4 h29 2042, me ee 13 ae 
plete the _equirements—_ofthis_seetion by September 29 2H )) If a 


person has completed an annuity suitability training course before 
January 1, 2024, but that course did not include the best interest 


standards, then the person must complet ither the four credit course 
in (a) of this section, or an additional one-hour (or credit) course 


approved by the commissioner and provided by a state approved insur- 
ance education provider, which meets the reguirements in this section, 


within six months after January 1, 2024. 

(c) Persons who obtain a life insurance line of authority on or 
after ( (Marek 29,20!) ) January 1, 2024, may not sell, solicit, or 
negotiate the sale of an annuity product until the annuity suitability 


training course, with best interest standards, has been completed. 

(3) (a) The annuity suitability training required under this sec- 
tion shall include information on the following topics: 
(i) The types of annuities and various classifications of annui- 


ties; 
(ii) Identification of the parties to an annuity; 
(iii) How fixed, variable, and indexed annuity contract provi- 
sions affect consumers; 
(iv) The application of income taxation of qualified and nonqua- 
lified annuities; 
(v) The primary uses of annuities; ((a¥eé) ) 
(vi) Appropriate sales practices, replacement, and disclosure re- 
quirements; and 
(vii) Best interest standards. 
(b) The training required in this section must be sufficient to 
qualify for at least four continuing education credits. 
(c) The training required in this section may be completed by ei- 
ther classroom instruction ((6*)), self-study, or webinar in accord- 
ance with WAC ( (284-+/-226 +hrewugh 284-417-256) ) 284-17-210 through 
284-17-286. 
(d) The ( (+#se*earnce)) producer education required by this section 
must not include training that is issuer or company product specific 
or includes any sales or marketing information and materials. 
(e) Approved providers offering the annuity suitability education 
required by this section must administer the course, issue certifi- 
cates of completion, report completed training to the commissioner, 


Certified on 11/30/2023 [ 49 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-049 


and maintain records as required by WAC 284-17-270 through 
( (284-4+7-346)) 284-17-312. 

(4) (a) Resident ( (+#seearce)) producers that complete the re- 
quired training of this section and which are approved in this state 
may count those credits toward fulfillment of their Washington ((€#) ) 
continuing education requirement. 

(b) A resident or nonresident producer completing the required 
annuity suitability training of this section, which includes the best 
interest standards, in another state ( (whiter 4Keas—adeptecd +heanettity 
stitabit++;reqtirement)) shall be deemed as satisfying this state's 
requirement. A resident producer completing the required training of 
this section, before January 1, 2024, in another state will not re- 
ceive Washington continuing educa ion credit, unless the provider and 


course are approved by Washington. 


(5) Each insurer must verify that ((aRimsurance)) a producer has 
completed the annuity suitability training ((e€eusse)), with best in- 
terest standards, required in this section before allowing the produc- 
er to sell an annuity product for that insurer. An insurer may satisfy 
its responsibility under this section by obtaining certificates of 
completion of the training course ((or—ebteihisg));, reports provided 
by commissioner-sponsored database systems or vendors, or reports from 


a reasonably reliable commercial database vendor that has a reporting 
arrangement with approved insurance education providers. 


(6) ((Insurance—producers—who—have—completed-the—annuity subta- 


to—Mereh—2 9 -HA4 are _deemecd_tobhave—_satisttied the seit neg reqiire= 
ments—of—this—seetion,)) For purposes of this section, "producer" has 
the meaning set forth in RCW 48.23.015, unless the context clearly re- 
quires otherwise. 
(7) A producer shall not solicit the sale of an annuity product 
unless the producer has adequate knowledge of the product to recommend 
the annuity and the producer is in compliance with the insurer's 
standards for product training. This reguirement is in addition to and 
not in lieu of the annuity suitability training, with best interest 
standards, required by this section. 


OTS-4933.1 


AMENDATORY SECTION (Amending WSR 12-06-019, filed 2/28/12, effective 
3/30/12) 


WAC 284-23-390 Duties of insurers and ((insuranee)) producers. 
(1) For purposes of this section, "producer" has the meaning set forth 
in RCW 48.23.015, unless the context clearly requires otherwise. 

(2) For purposes of cate section, ( (sH 


Certified on 11/30/2023 [50> 3] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-049 


Certified on 11/30/2023 i’ 5a. fy WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-049 


++) ) "consumer profile information" has the meaning set forth in 


RCW 48.23.015. 

(3) In addition to the requirements in RCW 48.23.015((+4+)) an 
insurer must: 

(a) Establish and maintain reasonable procedures to inform its 
( (4Rseeance)) producers of the requirements of this regulation and 
shall incorporate the requirements of this regulation into relevant 
( (aHSueenee)) producer training manuals; 

(b) Establish and maintain standards for ( (+#se*eanece)) producer 
product training and must establish and maintain reasonable procedures 
to require its ((+#®serarce)) producers to comply with the requirements 
of WAC 284-17-265; 

(c) Provide product-specific training and training materials 
which explain all material features of its annuity products to its 
( (+HSueaenee)) producers; 

(d) Establish and maintain procedures for the review of each rec- 
ommendation ((p¥+ex-te)) before issuance of an annuity that are de- 
Signed to ensure ((##e#)) there is a reasonable basis to determine 
that ( (a‘ecommendation—_+s—stitabte—Sreh)) the recommended annuity 
would effectively address the particular consumer's financial situa- 
tion, insurance needs, and financial objectives. The review procedures 
may apply a screening system for the purpose of identifying selected 
transactions for additional review and may be accomplished electroni- 
cally or through other means including, but not limited to, physical 
review. ((Steh—as)) The electronic or other system may be designed to 
require additional review only of those transactions identified for 
additional review by the selection criteria; 

(e) Establish and maintain reasonable procedures to detect recom- 
mendations that are not ((SsH+tabte)) in compliance with RCW 48.23.015 
(3), (4), and (6), and subsection (6) of this section. This may in- 
clude, but is not limited to, confirmation of ( (€ensumer—seitabitéty) ) 
the consumer's consumer profile information, systematic customer sur- 
veys, producer and consumer interviews, confirmation letters, producer 
statements or attestations, and programs of internal monitoring. Noth- 
ing in this subsection ((+8e})) prevents an insurer from complying 
with this subsection ((+8e})) by applying sampling procedures, or by 
confirming ( (st+teabitiy)) the consumer profile information or other 
required information under this section after issuance or delivery of 
the annuity; ( (ae) ) 

(£) Establish and maintain reasonable procedures to assess, be- 
fore or upon issuance or delivery of an annuity, whether a producer 
has provided to the consumer the information required to be provided 
under this section; 

(q) Establish and maintain reasonable procedures to identify and 
address suspicious consumer refusals to provide consumer profile in- 
formation; 
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Establish and maintain reasonable procedures to identify and 


eliminate any sales contests, 


sales quotas, 


bonuses, 


and noncash com- 


pensation that 


t are based on the sales of specific annuities within a 


limited period of 


tim 


The requirements of 


this subsection 


(3) (h) are 


not intended 


to prohibi 


the receipt of hea 


lth insurance, 


office rent, 


É 


tirem 


t benefits, 


n 


or other employee benefits by em- 


office support, 
loyees as long as those benefits are not 


p 


based upon the volume of 


sales of a specific ann 


j 


U 


ty within a limited period of time; 


and 


cl 


d i 


uding 
details 
rmin 


th 


wit 


h appropriate testin 


ss of 


found, 


from contract 
of procedures) 


ject to sanci 


section. 
(b) An insurer's supervision syst 
contractual performance under this subsection. This 
not limited to, the following: 
(i) Monitoring and, as appropriate, conducting 
that the contracted function is properly performed; 
(ii) Annually obtaining a certification from a 
has responsibility for the contracted function that 


reasonable basis to represent, 


Cee) (4) 


(a) Not 


required u 


is properly performed. 


( (49}-An—_tastrarnee_preoedieer—_shatt ret) ) 


quired to include in its syst 


n 


hing in 


alties pursuant 
trac 


g, 


the supervision syst 
and corrective action taken or recommended, 
this subsection rest 


ting for performance of a function 


(i) Annually provide a written report to senior management, 
to the senior manager responsible for audit 
the review, 
ffectiv 


reaso 


(inc 


in- 
functions, which 

nably designed to 

em, the exceptions 
if any. 

ricts an insurer 
luding maintenance 


nder RCW 48.23.015( (+44) ) 
responsible for taking appropriate correc 
tions and pen 
regardless of whether the insurer con 
tion and regardless of th 


to RCW 48.23.015( (+6})) 
ts for performance of a func- 
e insurer's compliance with 


(5). An insurer is 


tive action and may be sub- 


(7) 


(b) of this sub- 


tem must include supervision of 


includes, but is 
audits to assure 
and 


senior manager who 


and does represent, 


(5) An 


the manager has a 
that the function 


insurer is not re- 


tem of supervision: 


(a) 


A producer's recommendation 


s to co 


ns 


umers of products other 


than the annuities offered by the in 


surer; 


or 


(b) 


Consideration of or comparison to opt 


tions available 


to the 


producer or compensatio 


n relating 


to those opt 


tions other than 


annui- 


ties or other products 


offered by th 


e insurer. 


(6) Neither an insurer nor a producer may dissuade, or attempt to 
dissuade, a consumer from: 

(a) Truthfully responding to an insurer's request for confirma- 
tion of ( (stebi #)) the consumer profile information; 

(bo) Filing a complaint; or 

(c) Cooperating with the investigation of a complaint. 

(7) Appendices A, B, and C, related to the disclosure and docu- 
mentation obligations referenced in RCW 48.23.015 are those provided 
by the National Association of Insurance Commissioner's Suitability in 
Annuity Transactions Model Regulation (#275), as published on the com- 


missioner's website. 


AMENDATORY SECTION 


(Ame 


1422411) 


WAC 284-23-410 Definition of replacement. 


nding WSR 11-01-159, 


filed 12/22/10, 


effective 


"Replacement" means 


any transaction in which new life insurance or a new annuity is to be 


purchased, 
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ance producer, or to the proposing insurer if there is no insurance 
producer, that by reason of ((sveH)) the transaction, existing life 
insurance or annuity has been or is to be: 

(1) Lapsed, forfeited, surrendered, or partially surrendered, as- 
Signed to the replacing insurer, or otherwise terminated; 

(2) Converted to reduced paid-up insurance, continued as extended 
term insurance, or otherwise reduced in value by the use of nonforfei- 
ture benefits or other policy values; 

(3) Amended so as to effect either a reduction in benefits or in 
the term for which coverage would otherwise remain in force or for 
which benefits would be paid; 

(4) Reissued with any reduction in cash value; or 

(5) Used in a financed purchase or pledged as collateral or sub- 
jected to borrowing, whether in a single loan or under a schedule of 
borrowing over a period of time for amounts in the aggregat xceeding 
( ($wenty-five)) 25 percent of the loan value set forth in the policy. 
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AMENDATORY SECTION (Amending WSR 22-19-094, filed 9/21/22, effective 
10/22/22) 


WAC 388-436-0050 Determining financial need and benefit amount 
for CEAP. (1) To be eligible for the consolidated emergency assis- 
tance program (CEAP), the assistance unit's nonexcluded income, minus 
allowable deductions, must be less than or equal to 90 percent of the 
temporary assistance for needy families (TANF) payment standard. The 
net income limit for CEAP assistance units is: 


Assistance unit members Net income limit 
1 (($375)) $405 
(475) 513 
((589)) 636 
((694)) 749 
((F99)) 863 
((998)) 981 
((45049)) 1,132 
((4469)) 1,253 
(4244) 1,376 
10 or more ((4,385)) 1.496 


(2) The assistance unit's allowable amount of need is the lesser 


OMANI NHN BPW WN 


of: 


(a) The TANF payment standard, based on assistance unit size, as 
specified under WAC 388-478-0020; or 

(b) The assistance unit's actual emergent need, not to exceed 
maximum allowable amounts, for the following items: 


Need item: Maximum allowable amount by assistance unit size: 


10 
1 2 3 4 5 6 7 8 9 Mor 
Food (6353) (2) (639) ($469) (S539) (S62) (699) (7B) (864) (($939)) 
$273 $348 $429 $507 $582 $661 $755 $835 $933 $1,014 
Shelter (398) (G9) (488) (6) (65) (44) (663) (2) — (45948)) (589) 
333 421 524 618 710 804 932 1,028 1,132 1,230 
Clothing (66) 5) (66)) ((66)) (6) ((89)) 6) (ED) (G24) (EBD) 
39 49 60 a! 82 96 106 121 137 150 
Minor medical care (244) CB) (639) (69) (458) (61) (603) — ((665)) (36)) ((800)) 
231 295 365 429 495 557. 651 718 795 864 
Utilities (495) (2) (663) (49H) (228) (253) (92) (G22) (654) (685) 
113 143 176 206 238 273 315 348 382 416 
Household maintenance (7) (OD) (EÐ) (H (E63) (85) GH) (@35)) (655) (C7) 
82 105 131 151 176 200 231 254 275 299 
Job related transportation (4) (628) (6A) (Ð) (688) (5009) (H5) (E2389) (546) (45539) 
450 570 706 833 959 1,090 258 1,392 1,529 1,662 
Child related transportation ((447)) (623) (6A (FAR) es (5009) (ESD (E239) (H6) (45539) 
450 570 706 833 959 1,090 258 1,392 1,529 1,662 


(3) The assistance unit's CEAP payment is determined by computing 
the difference between the allowable amount of need, as determined un- 
der subsection (2) of this section, and the total of: 

(a) The assistance unit's net income, as determined under subsec- 
tion (1) of this section and WAC 388-436-0045; 

(b) Cash on hand, if not already counted as income; and 

(c) The value of other nonexcluded resources available to the as- 
sistance unit. 
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(4) The assistance unit is not eligible for CEAP if the amount of 
income and resources, as determined in subsection (3) of this section, 
is equal to or exceeds its allowable amount of need. 


AMENDATORY SECTION (Amending WSR 21-21-054, filed 10/15/21, effective 
11715721) 


WAC 388-478-0020 Payment standards for TANF, SFA, and RCA. The 
maximum monthly payment standards for temporary assistance for needy 
families (TANF), state family assistance (SFA), and refugee cash as- 
sistance (RCA) assistance units are: 


Assistance Payment Assistance Payment 
unit size standard unit size standard 
1 ($444) 6 (($4,009)) 
$450 $1,090 

2 ((528)) A ((4465)) 
570 258 

3 ((654)) 8 ((4,289)) 
706 392 

4 ((FA)) 9 ((4446)) 
833 1,529 

5 ((888)) 10 or more ((4,539)) 
959 2 


Ne: 


AMENDATORY SECTION (Amending WSR 21-21-054, filed 10/15/21, effective 
LSA 2 1) 


WAC 388-478-0027 What is the payment standard for pregnant women 
assistance (PWA)? The payment standard for a PWA cash assistance unit 
is: 


Assistance Unit Size Payment Standard 
1 ($447) $450 


AMENDATORY SECTION (Amending WSR 23-01-057, filed 12/14/22, effective 
1/14/23) 


WAC 388-478-0033 What are the payment standards for aged, blind, 
or disabled (ABD) cash assistance? (1) The maximum monthly payment 
standards for aged, blind, or disabled (ABD) cash assistance program 
assistance units are: 


Assistance Unit Size Payment Standard 
1 (SHD) $450 
2 (($528)) 570 


(2) ABD clothing, personal maintenance, and necessary incidentals 
(CPI) payment standards are listed in WAC 388-478-0006. 
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AMENDATORY SECTION (Amending WSR 21-21-054, filed 10/15/21, effective 
11715721) 


WAC 388-478-0035 What are the maximum earned income limits for 
TANF, SFA, PWA, and RCA? To be eligible for temporary assistance for 
needy families (TANF), state family assistance (SFA), refugee cash as- 
sistance (RCA), or ((@)) pregnant women assistance (PWA), a family's 
gross earned income must be below the following levels: 


Maximum Maximum 
Number earned Number of monthly 
of family income family earned income 
members level members level 
1 (($834)) 6 (($2,048)) 
$900 $2,180 
2 ((5956)) 7 ((3330)) 
1,140 516 
3 ((4388)) 8 ((2,578)) 
1,412 2784 
4 ((5542)) 9 ((3832)) 
5 (5776)) 10 or more ((35978)) 
1,918 4 


pa edie Od eet 
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WSR 23-23-057 
PERMANENT RULES 
HEALTH CARE AUTHORITY 


Filed November 8, 2023, 9:34 a.m., effective December 9, 2023] 


rpose: 


Date of Rule: Thirty-one days after filing. 


The agency is amending WAC 182-504-0035 to allow for 


telephonic eligibility renewals, and WAC 182-504-0015, 182-504-0035, 
0 to provide continuous enrollment in medicaid through 
age five for certain children. 


and 182-505-021 


Ci 
182-504 


5187). 
Ad 
2023. 


Changes Other than Editing from Proposed to 


tation of Rules Affected by this Order: 
182-504-0035, and 182-505-0210. 
RCW 41.05.021, 41.05.160. 


-0015, 


Statutory Authority for Adoption: 
Other Authority: Section 211(36), chapter 475, Laws of 2023 (ESSB 


Amending WAC 


opted under notice filed as WSR 23-20-051 on September 28, 


Adopted Version: 


Proposed/Adopted | 


WAC Subsection 


Reason 


WAC 182-504-0015(6) 


Proposed (6) If you are a child under age six receiving apple health 
for kids without a premium, your coverage ends the last 
day of the month of your sixth birthday. 

Adopted (6) If you are a child under age six receiving apple health 


for kids without a premium, your certification period 
ends the last day of the month of your sixth birthday. 


The agency replaced "coverage" 
with "certification period." The 
latter term is more consistent with 
the rest of the rule and more 
accurate given the child may 
continue to be covered under 
another program. 


WAC 182-504-0015(7) 


Proposed 


(7) If you are eligible for newborn coverage, your 
coverage continues through the last day of the month of 
your first birthday. Apple health for kids coverage begins 
automatically on the first day of the month after your 
newborn coverage ends and ends the last day of the 
month of your sixth birthday. 


Adopted 


(7) If you are eligible for newborn coverage, your 
coverage continues through the last day of the month of 
your first birthday. Apple health for kids coverage begins 
automatically on the first day of the month after your 
newborn coverage ends and the certification period ends 
the last day of the month of your sixth birthday. 


The agency added "the certification 
period" to the second sentence. It is 
more consistent with the rest of the 
tule and more accurate to say that 
the certification period, rather than 
coverage, ends the last day of the 
month of the sixth birthday. 


ute: Ne 
Amended 


Amended 3, Repealed 0. 
Jumber of Sections Adopted at the Request of a Nongovernmental 


Nu 
Entity: 
Nu 
Amended 
Nu 
Reform 
Nu 
Amended 
O; or O 
Da 


Number of Sections Adopted in 


Order to Comply with Federal Stat- 


w 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
0, Repealed 0; or Recently Enacted State Statutes: New 0, 


New 0, 


Amended 0, Repealed 0 


0, Repealed 0; Pilot Rule Making: New 0, 


ther Alt 
te Adopt 


ternative Rule Making: New 0, 
ted: November 8, 2023. 


mber of Sections Adopted on the Agency's own Initiative: New 0, 
0, Repealed 0. 

mber of Sections Adopted in Order to Clarify, Streamline, or 

Agency Procedures: New 0, Amended 3, Repealed 0. 

mber of Sections Adopted using Negotiated Rule Making: New 0, 


Amended 0, Repealed 


Amended 3, Repealed 0. 


Wendy Barcus 
Rules Coordinator 
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AMENDATORY SECTION (Amending WSR 22-21-072, filed 10/13/22, effective 
11/13/22) 


WAC 182-504-0015 Washington apple health—Certification periods 
for categorically needy programs. (1) A certification period is the 
period of time we determine that you are eligible for a categorically 
needy (CN) Washington apple health program. Unless otherwise stated in 
this section, the certification period begins on the first day of the 
month of application and continues through the end of the last month 
of the certification period. 

(2) ((Fesx-e)) Newborn ( (e+igibte—feoraeppte featth,—theeertifieca- 
tien peried)) coverage begins on the child's date of birth and contin- 
ues through the end of the month of the child's first birthday. 

(3) If you are eligible for apple health based on pregnancy, the 
certification period continues through the last day of the month the 
pregnancy ends. After-pregnancy coverage begins the first day of the 
month, following the end of the pregnancy, and ends the last day of 
the 12th month from the time after-pregnancy coverage began. 

(4) If you are newly eligible for apple health coverage and had a 
pregnancy end within the last 12 months, your certification period for 
after-pregnancy coverage: 

(a) Begins the first day of the month you are eligible; and 

(b) Ends the last day of the 12th month following the end of your 
pregnancy. 

(5) If you are eligible for the refugee program, the certifica- 
tion period ends at the end of the 12th month following your date of 
entry to the United States. 

(6) If you are a child under age six receiving apple health for 
kids without a premium, your certification period ends the last day of 
the month of your sixth birthday. 
(7) If you are eligible for newborn coverage, your coverage con- 
tinues through the last day of the month of your first birthday. Apple 
health for kids coverage begins automatically on the first day of the 
month after your newborn coverage ends and the certification period 
ends the last day of the month of your sixth birthday. 

(8) For all other CN coverage, the certification period is 12 
months. 
((€4)) (9) If you are a child, eligibility is continuous 
throughout the certification period regardless of a change in circum- 
stances, unless a required premium (described in WAC 182-505-0225) is 

not paid for three consecutive months, or you: 

(a) Turn age 19; 

(b) Move out-of-state; or 

(c) Die. 

((+8+)) (10) When you turn 19, the certification period ends af- 
ter the redetermination process described in WAC 182-504-0125 is com- 
pleted, even if the 12-month period is not over, unless: 

(a) You are receiving inpatient services (described in WAC 
182-514-0230) on the last day of the month you turn 19; 

(b) The inpatient stay continues into the following month or 
months; and 

(c) You remain eligible except for turning age 19. 
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((494+)) (11) A retroactive certification period is described in 
WAC 182-504-0005. 

( (+46+)) (12) Coverage under premium-based programs included in 
apple health for kids as described in chapter 182-505 WAC begins no 
sooner than the month after creditable coverag nds. 


AMENDATORY SECTION (Amending WSR 14-16-052, filed 7/29/14, effective 
8/29/14) 


WAC 182-504-0035 Washington apple health—Renewals. (1) For all 
Washington apple health (WAH) programs, the following applies: 

(a) You are required to complete a renewal of eligibility at 
least every ((#wetve)) 12 months with the following exceptions: 

(i) If you are eligible for WAH medically needy with spenddown, 
then you must complete a new application at the end of each three- or 
six-month base period; 

(ii) If you are eligible for WAH alien emergency medical, then 
you are certified for a specific period of time to cover emergency in- 
patient hospitalization costs only (see WAC 182-507-0115(8)); ((e#)) 

(iii) If you are eligible for WAH refug coverage, you must com- 
plete a renewal of eligibility after ((e+ehe)) 12 months; or 

(iv) If you are a child on apple health for kids without premi- 
ums, your first renewal is due the month of your sixth birthday. 

(b) You may complete renewals online, by phone, or by paper ap- 
plication that you mail or fax to us (the agency or its designee). 

(c) If your WAH is renewed, we decide the certification period 
according to WAC 182-504-0015. 


(d) We review all eligibility factors subject to change during 
the renewal process. 
(e) We redetermin ligibility as described in WAC 182-504-0125 


and send you written notice as described in WAC 182-518-0005 before 
WAH is terminated. 

(£) If you need help meeting the requirements of this section, we 
provide equal access services as described in WAC 182-503-0120. 

(2) For programs based on modified adjusted gross income (MAGT) 
as described in WAC 182-503-0510: 

(a) Sixty days prior to the end of the certification period: 

(1) When information from electronic sources shows income is rea- 
sonably compatible (as defined in WAC 182-500-0095), we administra- 
tively renew your coverage (as defined in WAC 182-500-0010) for a new 
certification period and send you a notice of renewal with the infor- 
mation used. You are required to inform us if any of the information 
we used is wrong. 

(ii) If we are unable to complete an administrative renewal (as 
defined in WAC 182-500-0010), you must give us a signed renewal in or- 
der for us to decide if you will continue to get WAH coverage beyond 
the current certification period. 

(iii) We follow the requirements described in WAC 182-518-0015 to 
request any additional information needed to complete the renewal 
process or to terminate coverage for failure to renew. 

(b) If your WAH coverage is terminated because you did not renew, 
you have ((#iRety)) 90 days from the termination date to give us a 
completed renewal. If we decide you are still eligible to get WAH cov- 
erage, we will restore your WAH without a gap in coverage. 


Certified on 11/30/2023 [ 61 ] WSR Issue 23-23 - Permanent 


(3) 


For non-MAGI based programs 
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Washington State Register, 
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to the end of the certification period, 
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www.washingtonconnect 


tion.org, or mailing or delivering to the depart- 


ment of social 


and health services a signed renewal 


form with the in- 


formation required by WAC 


182-503-0005. 


(b) 


(c) 


formation 
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coverage 
To comple 


for fail 
te your renewal, 


requirements in WAC 182-518-001 
information needed to complet 
Lure to renew. 


5 to request any 
process or to 


the renewal 


you must give us all the other in- 


requested on the application 


that is needed to determine 


your eligibility. 


{d) 
£y) ) 
If still eligible, we wil 
(4) If we determin 
WAH coverage, we: 
(a) Consider your el 


(b) 


information 


(i) 


(ii) 


premium tax credits 
reductions 


(5) 


If you are terminated for failure to renew, 
30 days from the termination date 
ll restore your WAH without a gap 
that you are not eligible for ren 
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in coverage. 
ewal of your 
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coverage 
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If you disagree with our decision, 


u request a hearing with 
on the renewal denial letter and an 
HCA review judge decides our decision was wrong 


information 


that is necessary to determine you 
Other WAH programs; 
With respect to qualified health plans, 
(as defined in WAC 
(as defined in WAC 182-500-0020). 
We reconsider our decision 
without a new application 


and 


r eligibility for: 


health insurance 
-0045) and cost-sharing 


182-500 


that you are not eligible for WAH 


from you when: 


30 days 


that we need to decide if you are 
of the date on the termination no- 


in ((f#iRet¥)) 90 days of the date 
administrative law judge (ALJ) or 
(per chapter 182-526 


you can ask for a hearing. 


If we decided that you are not eligible for renewal because we do not 
have enough information, 


the ALJ will consider the information we al- 
ready have and anymore information you give us. 


The ALJ does not con- 


sider the previous absence of information or failure to respond in de- 
termining if you are eligible. 


OTS-4721. 
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WAC 182-505-0210 Eligibility for children. 
bility. For purposes of this section, 


(Amending WSR 17-12-018, 
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(a) Be a Washington state resident under WAC 182-503-0520 and 
182-503-0525; 

(b) Provide a Social Security number under WAC 182-503-0515, un- 
less exempt; and 

(c) Meet program-specific requirements. 

(2) Deemed eligibility groups. A child is automatically eligible 
for coverage without an application if the child meets the program- 
specific requirements in (a) through (c) of this subsection. 

(a) Newborn coverage. A child under age one is eligible for cate- 
gorically needy (CN) coverage if the birth parent was eligible for 
Washington apple health on the date of delivery: 

(i) Including a retroactive eligibility determination; or 

(ii) By meeting a medically needy (MN) spenddown liability with 
expenses incurred by the date of the newborn's birth: 


( (HeH) ) 
income (SSI) recipients. A chil 
cally eligible for CN coverage under WAC 


ld who 


is elig 


ib] 


182 


-5] 


(b) Washington apple health for supplemental security 
e for SSI is au 
0-0001. 


tomati- 


(c) Foster care coverage. A child age ((twerty)) 20 and younger 


is eligible for CN coverage under WAC 182-505-021 
in foster care or receives subsidized adoption services. 
t of the foster care program, 
Continuous eligibility for children under age six. 


who age ou 
(3) 


see WAC 


182-505-0211 


ll when the ch 


For 


ild is 

children 
(3). 
Children 


are eligible for Washington apple health continuous eligibil 


ity for 


children u 


nder age six when they: 


(a) Have household income at or below 215 percent of the federal 
poverty level at the time of application; or 

(b) Received coverage under subsection (5) of this section and 
are no longer eligible for deemed coverage under subsection (5) (b) or 
(c) of this section. 

(4) MAGI-based eligibility groups. A child age ((eite@hteer)) 18 


and younger is eligible for CN coverage based on modified adj 


gross inco 


(a) 


me (MAGI): 


the standard in WAC 182-505-0100 


(6) (a); 


usted 


At no cost when the child's countable income does not exceed 


(b) With payment of a premium when the child's countable income 
does not exceed the standard in WAC 182-505-0100 (6) (b), and the child 
meets additional eligibility criteria in WAC 182-505-0215; 

(c) Under chapter 182-514 WAC, if the child needs long-term care 
services because the child resides or is expected to reside in an in- 
stitution, as defined in WAC 182-500-0050, for ( (#hi*t¥)) 30 days or 
longer. An institutionalized child is eligible for coverage under th 
medically needy program if income exceeds the CN income standard for a 
person in an institution (special income level); 

(d) Under WAC 182-505-0117, if a child is pregnant. 


((+4+)) (5) Non-MAGI-based children's programs. The agency deter- 


mines eligibility for the: 

(a) Medically needy (MN) 
and 182-519-0100. A child age ( (et+ehEeeRr) ) 
if the child: 

(i) Is not 
((4+3+)) (4) of this section; 

(ii) Meets citizenship or immigrat 
182-503-0535 (2) (a), (b), (c), or (d); and 

(iii) Meets any spenddown liabili 
182-519-0110. 

(b) SSI-related program. A child age 
is eligible for CN or MN SSI-rel 
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(i) SSI-related eligibility under chapter 182-512 WAC; 

(ii) Citizenship or immigration requirements under WAC 
182-503-0535 (2) (a), (b), (c), or (d); and 

(iii) Any MN spenddown liability under WAC 182-519-0110. 

(c) SSI-related long-term care program. 

(i) A child age ((e+gRtee|n)) 18 and younger is eligible for home 
and community based (HCB) waiver programs under chapter 182-515 WAC if 
the child meets: 

(A) SSI-related eligibility under chapter 182-512 WAC; 

(B) Citizenship or immigration requirements under WAC 
182-503-0535 (2) (a), (b), (c), or (d); and 

(C) Program-specific age and functional requirements under chap- 
ters 388-106 and 388-845 WAC. 

(ii) A child age ((e+e@Rteen)) 18 and younger who resides or is 
expected to reside in a medical institution as defined in WAC 
182-500-0050 is eligible for institutional medical under chapter 
182-513 WAC if the child meets: 

(A) Citizenship or immigration requirements under WAC 
182-503-0535 (2) (a), (b), (c), or (d); 

(B) Blindness or disability criteria under WAC 182-512-0050; and 

(C) Nursing facility level of care under chapter 388-106 WAC. 

((+5+)) (6) Alien emergency medical program. A child age ( (¢wen- 
€¥)) 20 and younger who does not meet the eligibility requirements for 
a program described under subsections (2) through ((+4+)) (5) of this 
section is eligible for the alien emergency medical (AEM) program if 
the child meets: 

(a) The eligibility requirements of WAC 182-507-0110; and 

(b) MN spenddown liability, if any, under WAC 182-519-0110. 

((+6+)) (7) Other provisions. 

(a) A child residing in an institution for mental disease (IMD) 
as defined in WAC 182-500-0050(1) is not eligible for inpatient hospi- 
tal services, unless the child is unconditionally discharged from the 
IMD before receiving the services. 

(b) A child incarcerated in a public institution as defined in 
WAC 182-500-0050(4) is only eligible for inpatient hospital services. 
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WSR 23-23-058 
PERMANENT RULES 


HEALTH CARE AUTHORITY 
[Filed November 8, 2023, 10:12 a.m., effective December 9, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The health care authority (HCA) is amending these rules 
to align with Section 11405 of the Inflation Reduction Act of 2022 
(P.L. 117-169). This legislation requires states to cover adult vac- 
cines recommended by the Advisory Committee on Immunization Practices. 
HCA is also adding clarity and providing more detail on program re- 
quirements for how fee-for-service drugs must be billed to HCA for 
providers subject to the 340b program requirements. 

Citation of Rules Affected by this Order: Amending WAC 
182-531-0150 and 182-531-0950. 
Statutory Authority for Adoption: RCW 41.05.021, 41.05.160. 
Other Authority: Section 11405 of the Inflation Reduction Act of 
2022 (P.L. 117-169). 
Adopted under notice filed as WSR 23-20-047 on September 27, 


2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 2, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 2, Repealed 0. 
Date Adopted: November 8, 2023. 


Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 22-07-105, filed 3/23/22, effective 
4/23/22) 


WAC 182-531-0150 Noncovered physician-related and health care 
professional services—General and administrative. (1) The medicaid 
agency evaluates a request for noncovered services in this chapter un- 
der WAC 182-501-0160. In addition to noncovered services found in WAC 
182-501-0070, except as provided in subsection (2) of this section, 
the agency does not cover: 

(a) Acupuncture, massage, or massage therapy; 

(b) Any service specifically excluded by statute; 

(c) Care, testing, or treatment of infertility or sexual dysfunc- 
tion. This includes procedures for donor ovum, donor sperm, gestation- 
al carrier, and reversal of vasectomy or tubal ligation; 

(d) Hysterectomy performed solely for the purpose of steriliza- 


tion; 
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(e) Cosmetic treatment or surgery, except as provided in WAC 
182-531-0100 (4) (x); 

(f) Experimental or investigational services, procedures, treat 
ments, devices, drugs, or application of associated services, except 
when the individual factors of an individual client's condition just 
fy a determination of medical necessity under WAC 182-501-0165; 

(g) Hair transplantation; 

(h) Marital counseling or sex therapy; 

(i) More costly services when the medicaid agency determines that 
less costly, equally effective services are available; 

(Jj) Vision-related services as follows: 

(i) Services for cosmetic purposes only; 

(ii) Group vision screening for eyeglasses; and 

(iii) Refractive surgery of any type that changes th ye's re- 
fractive error. The intent of the refractive surgery procedure is to 
reduce or eliminate the need for eyeglass or contact lens correction. 
This refractive surgery does not include intraocular lens implantation 
following cataract surgery ((+))¢ 

(k) Payment for body parts, including organs, tissues, bones and 
blood, except as allowed in WAC 182-531-1750; 

(1) Physician-supplied medication, except those drugs which the 
client cannot self-administer and therefore are administered by the 
physician in the physician's office; 

(m) Physical examinations or routine checkups, except as provided 
in WAC 182-531-0100; 

(n) Foot care, unless the client meets criteria and conditions 
outlined in WAC 182-531-1300, as follows: 

(i) Routine foot care including, but not limited to: 

(A) Treatment of tinea pedis; 

(B) Cutting or removing warts, corns and calluses; and 

(C) Trimming, cutting, clipping, or debriding of nails. 

(ii) Nonroutine foot care including, but not limited to, treat- 
ment of: 


ccc 


(A) Flat feet; 

(B) High arches (cavus foot); 

(C) Onychomycosis; 

(D) Bunions and tailor's bunion (hallux valgus); 

(E) Hallux malleus; 

(F) Equinus deformity of foot, acquired; 

(G) Cavovarus deformity, acquired; 

(H) Adult acquired flatfoot (metatarsus adductus or pes planus); 
(I) Hallux limitus. 


(iii) Any other service performed in the absence of localized 
illness, injury, or symptoms involving the foot; 

(o) Except as provided in WAC 182-531-1600, weight reduction and 
control services, procedures, treatments, devices, drugs, products, 
gym memberships, equipment for the purpose of weight reduction, or the 
application of associated services; 

(p) Nonmedical equipment; 

(q) Nonemergent admissions and associated services to out-of- 
state hospitals or noncontracted hospitals in contract areas; and 

(r) ( (Veeeimes—recommended or reciired _ fer the _—sele_purpeseoFf 
1 1 phi 5 ees a 

, ; , 
A: seca erg ee ee Soe Son en PEE E 
adutts—end chi tdren_in the Gaited states;—and 

(s}-)) Early elective deliveries: as defined in WAC 132-500-0030. 
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(2) The medicaid agency covers excluded services listed in (1) of 
this subsection if those services are mandated under and provided to a 
client who is eligible for one of the following: 

(a) The EPSDT program; 

(b) A Washington apple health program for qualified medicare ben- 
eficiaries (QMBs); or 

(c) A waiver program. 


AMENDATORY SECTION (Amending WSR 17-21-040, filed 10/12/17, effective 
11/12/17) 


WAC 182-531-0950 Office and other outpatient physician-related 
services. (1) The medicaid agency pays eligible providers for the 
following: 

(a) Two calls per month for routine medical conditions for a cli- 
ent residing in a nursing facility; and 

(b) One call per noninstitutionalized client, per day, for an in- 
dividual physician, except for valid call-backs to the emergency room 
per WAC 182-531-0500. 

(2) The provider must provide justification based on medical ne- 
cessity at the time of billing for visits in excess of subsection (1) 
of this section and oo the requirements in WAC 182-501-0169. 

(3) See the agency' s physician- related services/health care pro- 
fessional services billing instructions for procedures that are inclu- 
ded in the office call and that cannot be billed separately. 

(4) Using selected diagnosis codes, the agency reimburses the 
provider at the appropriate level of physician office call for history 
and physical procedures in conjunction with dental surgery services 
performed in an outpatient setting. 

(5) The agency may reimburse providers for injection procedures 
and/or injectable drug products only when: 
(a) The injectable drug is administered during an office visit; 


and 


(bo) The injectable drug used is from office stock and which was 
purchased by the provider from a pharmacy, drug manufacturer, or drug 
wholesaler. 

(6) The agency does not reimburse a prescribing provider for a 
drug when a pharmacist dispenses the drug. 

(7) The agency does not reimburse the prescribing provider for an 
immunization when the immunization material is received from the de- 
partment of health; the agency does reimburse an administrative fee. 

(8) The agency reimburses immunizations as follows: 

(a) For immunizations that are not part of the vaccines for chil- 
dren program through the department of health, the agency reimburses 
for the immunization: 

(i) At the medicare Part B drug file price; or 

(ii) When a medicare Part B price is not available, the agency 
uses the ((peimt-cef-sate)) actual acquisition cost (((POS)) AAC) rate 
effective July lst of each year; or 

(iii) Invoice cost. 

(b) The agency reimburses a separate administration fee for these 
immunizations. 

(c) Covered immunizations are listed in the professional adminis- 
tered drugs ( (and physician +etated/prefessionat serriees)) fee sched- 
ule((s)). 


Certified on 11/30/2023 [ 67 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-058 


( (ta)Refex—_to WAC _1+82-53+-0450—+44 H+) £6 + -+veeecines—_+eecoemmended 
i i j =) ) 

(9) The agency reimburses therapeutic and diagnostic injections 
subject to certain limitations as follows: 
(a) The agency does not pay separately for the administration of 
intra-arterial and intravenous therapeutic or diagnostic injections 
provided in conjunction with intravenous infusion therapy services. 
The agency does pay separately for the administration of these injec- 
tions when they are provided on the same day as an E&M service. Th 
agency does not pay separately an administrative fee for injectables 
when both E&M and infusion therapy services are provided on the same 
day. The agency reimburses separately for the drug (s). 
(b) The agency does not pay separately for subcutaneous or intra- 
muscular administration of antibiotic injections provided on the same 
day as an E&M service. If the injection is the only service provided, 
the agency pays an administrative fee. The agency reimburses separate- 
ly for the drug. 

(c) The agency reimburses injectable drugs at actual acquisition 
cost. The provider must document the name, strength, and dosage of the 
drug and retain that information in the client's file. The provider 
must provide an invoice when requested by the agency. This subsection 
does not apply to drugs used for chemotherapy; see subsection (11) in 
this section for chemotherapy drugs. 
(d) The provider must submit a manufacturer's invoice to document 
the name, strength, and dosage on the claim form when billing the 
agency for the following drugs: 

(i) Classified drugs where the billed charge to the agency is 
over ( (eRnethoeusand,—ene bundered delitess)) $1,100; and 

(ii) Unclassified drugs where the billed charge to the agency is 
over ( (ene hundred dettess)) $100. This does not apply to unclassified 
antineoplastic drugs. 

(10) The agency reimburses allergen immunotherapy only as fol- 


lows: 


(a) Antigen/antigen preparation codes are reimbursed per dose. 

(b) When a single client is expected to use all the doses ina 
multiple dose vial, the provider may bill the total number of doses in 
the vial at the time the first dose from the vial is used. When re- 
maining doses of a multiple dose vial are injected at subsequent 
times, the agency reimburses the injection service (administration 
fee) only. 
(c) When a multiple dose vial is used for more than one client, 
the provider must bill the total number of doses provided to each cli- 
ent out of the multiple dose vial. 

(d) The agency covers the antigen, the antigen preparation, and 
an administration fee. 

(e) The agency reimburses a provider separately for an E&M serv- 
ice if there is a diagnosis for conditions unrelated to allergen immu- 
notherapy. 

(£) The agency reimburses for RAST testing when the physician has 
written documentation in the client's record indicating that previous 
skin testing failed and was negative. 

(11) The agency reimburses for chemotherapy drugs: 

(a) Administered in the physician's office only when: 

(i) The physician personally supervises the E&M services furnish- 
ed by office medical staff; and 

(ii) The medical record reflects the physician's active partici- 
pation in or management of course of treatment. 
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(b) At established maximum allowable fees that are based on medi- 
care Part B pricing, or ((POS)) AAC, maximum allowable cost (MAC), or 


invoice cost; 


(c) For unclassified antineoplastic drugs, the provider must sub- 


mit the followin 


g information on the claim form: 


(i) The name of the drug used; 


(ii) The do 


sage and strength used; and 


(iii) The National Drug Code (NDC). 


(12) Notwit 
reserves the opt 
drug based on th 


hstanding the provisions of this section, the agency 
ion of determining drug pricing for any particular 
best evidence available to the agency, or other good 


and sufficient reasons (e.g., fairness/equity, budget), regarding the 


actual acquisiti 


on cost, after discounts and promotions, paid by typi- 


cal providers nationally or in Washington state. 
(13) The agency may request an invoice as necessary. 
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WSR 23-23-067 
PERMANENT RULES 


DEPARTMENT OF REVENUE 
[Filed November 9, 2023, 9:11 a.m., effective December 10, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 458-19-030 and 458-19-035 
to incorporate 2023 legislation, HB 1303, and HB 1527. HB 1303 clari- 
fies how the levy limit is calculated for taxing districts that have 
been consolidated. HB 1527 authorizes taxing districts that have been 
consolidated or annexed to include increases in assessed values due to 
the creation of certain tax increment finance areas. 
Citation of Rules Affected by this Order: Amending WAC 458-19-030 
Levy limit—Consolidation of districts and 458-19-035 Levy limit—An- 
nexation. 

Statutory Authority for Adoption: RCW 84.08.010, 84.08.070, and 
84.55.060. 

Adopted under notice filed as WSR 23-18-081 on September 5, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 9, 2023. 


Atif Aziz 
Rules Coordinator 


OTS-4901.2 


AMENDATORY SECTION (Amending WSR 15-03-087, filed 1/21/15, effective 
2/21/15) 


WAC 458-19-030 Levy limit—Consolidation of districts. (1) In- 
troduction. This rule describes the method used to calculate the first 
levy for a taxing district created by the consolidation of similar 
taxing districts in accordance with RCW 84.55.020. 

(2) Calculation of the first levy of a consolidated taxing dis- 
trict. The first regular property tax levy made by a taxing district, 
created by the consolidation of two or more similar taxing districts, 
cannot exceed: 

(a) The sum of the product of the limit factor multiplied by the 
( (Righest)) amount of regular property taxes ( (te,6ei+;tevied 'yeaech 

E + 14 ur ' , j Biel 
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taxes—weretevied)) each component taxing district could have levied 
under RCW 84.55.092; plus 

(b) The sum of each of the amounts calculated by multiplying the 
regular property tax levy rate of each of the component districts for 
the preceding year by the increase in assessed value in each component 
district resulting from: 

(i) New construction; 


(ii) Improvements to property; 

(iii) Increases in the assessed value of state assessed property; 
( (and) ) 

(iv) Increases in assessed value due to the construction of wind 
turbine, solar, biomass, and geothermal facilities, if such facilities 
generat lectricity and the property is not included elsewhere under 


( (ehaptes—84-55)) RCW 84.55.020 for purposes of providing an addition- 
al dollar amount. The property may be classified as real or personal 
property; and 

(v) Increases in assessed value of real property, as defined in 
RCW 39.114.010, within an increment area as designated by any local 
government under RCW 39.114.020 if the increase is not included else- 
where under RCW 84.55.020. This subsection (2) (b) (v) does not apply 
töz 


(A) Levies by the state; 
(B) Levies by a port district for purposes of making required 
payments of principal and interest on general indebtedness; and 

(C) Levies by a public utility district for purposes of making 
required payments of principal and interest on general indebtedness. 

(3) Example. Taxing district "A" and taxing district "B" consoli- 
date, becoming one taxing district. The highest amount of regular 
property taxes ((+ewfehbyev+ed—by)) district "A" ( (deingthe—ehree 
most—reeent yeasts) ) could have levied under RCW 84.55.092 is $100,000. 
The highest amount of regular property taxes ( (teweH;tevied +4) ) 
district "B" ( (dveimg the three mest +ecent years) ) could have levied 
under RCW 84.55.092 is $150,000. The increase in assessed value due to 


( (ReEw-ConsSteHettien,—imprevements—_te—_preperty,_mereases—_in theas= 


ethermat factHities)) amounts from subsection (2) (b)(i) through (v) of 
this rule in district "A" since the year prior to consolidation was 
$600,000. The increase in assessed value due to ( (Rew ecoernsteueties-; 
3 ; , , ; E 


7 7 )) 
amounts from subsection (2) (b)(i) through (v) of this rule in district 
"B" since the year prior to consolidation was $900,000. The regular 
property tax rate for district "A" in the year prior to consolidation 
was $0.50 per $1,000 of assessed value. The regular property tax rate 
for district "B" in the year prior to consolidation was $0.45 per 
$1,000 of assessed value. Assume the limit factor for this example is 
101((%)) percent because it is the lesser of ( (eRe —Herndeecdone)) 101 
percent and ( (ene—hundeed)) 100 percent plus the rate of inflation. 
The maximum amount of regular property taxes that can be levied in the 
year of consolidation, for taxes payable the following year, by the 
new consolidated taxing district is calculated as follows: 


Highest regular levy 
District "A" - $100,000 
District "B" - 150,000 
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Highest regular levy 


Total - $250,000 x 1.01 = $252,500 

Increases in assessed value multiplied by levy rate: 
District "A" - $600,000 x $0.50 + $1,000 = $300 
District "B" - $900,000 x $0.45 + $1,000 = $405 


$705 


Maximum regular property taxes that can be levied in the year of 
consolidation, payable in the year following consolidation: 


$252,500 + $705 = $253,205 


AMENDATORY SECTION (Amending WSR 15-03-087, filed 1/21/15, effective 
2/21/15) 


WAC 458-19-035 Levy limit—Annexation. (1) Introduction. One 
taxing district may annex territory or another dissimilar taxing dis- 
trict from outside the annexing taxing district's boundary. This rule 
sets forth the method used to calculate the first regular property tax 
levy made after a taxing district has annexed territory or a dissimi- 
lar taxing district in accordance with RCW 84.55.030 and 84.55.110. 
This rule also explains what occurs when the department of natural re- 
sources (DNR) discontinues forest fire patrol assessments on parcels 
of forest land. 

(2) Increase in territory due to annexation. The first regular 
property tax levy of a taxing district after it annexes territory ora 
dissimilar taxing district cannot exceed the amount calculated as fol- 
lows: 


(a) Multiply the highest amount of regular property taxes that 
could have been lawfully levied since 1985 for 1986 collection, of the 
annexing district as though no annexation had occurred, by the limit 
factor as defined in RCW 84.55.005 and WAC 458-19-005; 

(b) Multiply the regular property tax levy rate of the annexing 
district for the preceding year by the increase in assessed value in 
the annexing district resulting from: 

(i) New construction; 


(ii) Improvements to property; 

(iii) Increases in the assessed value of state assessed property; 
( (and) ) 

(iv) Increases in assessed value due to the construction of wind 
turbine, solar, biomass, and geothermal] facilities, if such facilities 
generat lectricity and the property is not included elsewhere under 


chapter 84.55 RCW for purposes of providing an additional dollar 
amount. The property may be classified as real or personal property; 
and 


Increases in assessed value of real propert as defined in 


RCW 39.114.010, within an increment area as designated by any local 


government in RCW 39.114.020 if the increase is not included elsewher 
under RCW 84.55.030. This subsection (2) (b) (v) does not apply to: 


A) Levies by the state; 
B) Levies by a port district for purposes of making required 


payments of principal and interest on general indebtedness; and 
C) Levies by a public utility district for purposes of makin 


required payments of principal and interest on general indebtedness. 
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(c) Multiply the current year assessed value of the annexed ter- 
ritory or district by the levy rate that would have been used for the 
current year by the annexing district had there been no annexation. To 
calculate the levy rate that would have been used for the current year 
by the annexing district, divide the regular levy limit of the annex- 
ing district by the current assessed value of the annexing district, 
excluding the annexed area. 

(d) Add together the ( (¥esutt—ef -eacheof the -ecatertetions—_set 
£exet#)) amounts from each calculation in subsection (2) (a), (b), and 
(c) of this rule to determine the maximum amount of the first regular 
levy of a taxing district after annexation. 

(3) Example. ( (Feoltewin¢gis—an_exampteeof he eatertetions _pte- 
-)) Taxing district "A" annexes 
a portion of taxing district "B" that takes effect before August lst 
in ((2044)) 2026. The highest amount of regular property taxes that 
could have been levied by district "A" since 1985 for 1986 collection 
is $100,000. The increase in assessed value from ( (26+3-+.2¢644)) 2025 
to 2026 in district "A" due to ( (Hew censteuection,—imprevements— te 
preperty,mereases_in theassessecd vahie—_ef state assessed property 

D ; ) 5 ; ; E ind 
bine,—_setaxr,biomass,—and geethermat feciitities)) amounts from subsec- 
tion (2) (b)(i) through (v) of this rule is $700,000. The levy rate for 
district "A" for ((2%)) 2025 was $0.50 per $1,000 of assessed value. 
The ((2044)) 2026 levy rate for district "A," had there been no annex- 
ation, would have been $0.48 per $1,000 of assessed value. The 
((2044)) 2026 assessed value of the portion of taxing district "B" 
that was annexed by taxing district "A" is $5,000,000, which includes 
( (=He—vatlie—eof Hew censterection,—imprevements_ te preperty,_imereases 
inthe—assessed vahie—_ef state assessed preperty,—_and_inereases—_ias— 
sessed valie—dtie—_to—_the—_eenstereticon _o£atind urbine,setes,bieomess; 

)) amounts from subsection (2) (b) (i) through 
(v) of this rule. Assume the levy limit for this example is 101((*%)) 
percent because it is the lesser of ((eRe—Hundrec-orne)) 101 percent 
and ((erne—hundred)) 100 percent plus the rate of inflation. The first 
regular levy by taxing district "A" after annexation cannot exceed the 
amount calculated as follows: 


District "A" highest levy since 1985 - $100,000 

x 1.01 

$101,000 

A.V. of new construction* in district "A" - $700,000 

District "A" levy rate for ((2643)) 2025 - x 0.50 

$350,000 

Divide by $1,000 - + 1,000 

Levy amount for new construction - $350 

((2044)) 2026 A.V. of annexed portion of 

district "B" - $5,000,000 
District "A" levy rate that would have been 

used in ((204+4)) 2026, absent annexation - JR 

$2,400,000 

Divide by $1,000 - + 1,000 

Levy amount for annexed part of district "B" - $2,400 

$101,000 

350 

+ 2,400 
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Maximum levy amount for district "A" after $103,750 
annexation - 
* For purposes of this example, "new construction" ((atse)) in- 


cludes ( (+mprevements_teo—-preperty,_inereases_in theassessed vahie—of 
į D ; 1 5 ; 
€ies)) amounts from subsection (2) (b)(i) through (v) of this rule. 

(4) Loss of territory due to annexation. When a taxing district 
loses a portion of its territory as a result of annexation to another 
district, the levy limit for the taxing district that loses part of 
its territory is calculated by multiplying the highest amount that 
could have been lawfully levied by that taxing district since 1985 for 
1986 collection by the limit factor as defined in RCW 84.55.005 and 
WAC 458-19-005. However, only the increase in assessed value from the 


preceding year, attributable to ( (Rew censteretien,—imprevements— te 


)) amounts from subsec- 


hon (2) (b He ) through (v) of this rule that occurred in the remaining 
territory of the taxing district is added to the amount determined, to 


calculate the levy limit. Except for voter approval of an excess levy, 
the levy rate cannot exceed the statutory dollar rate limit for that 
type of taxing district. 
(5) Forest fire patrol protection assessments discontinued by DNR 

- Effect. If an owner of forest land within a forest protection zone 
neglects or fails to provide adequate fire protection as required by 
RCW 76.04.600, DNR will provide this protection and impose an annual 
assessment on each parcel of forest land in accordance with RCW 
76.04.610. When DNR discontinues the forest fire patrol assessment by 
dissolving the forest protection assessment areas and an existing fire 
district assumes protection services and property tax levying authori- 
ty for this unimproved land within its existing boundaries, the as- 
sessed value of the fire district will increase and effectively be an 
annexation for property tax purposes. In order to be included in the 
assessed value of the fire district, all details of the dissolution 
and annexation must be completed and the county assessor's office must 

n 

S 


receive formal notice from the fire district and DNR prior to August 
Ist of the assessment year. This notice must specify the forest fire 
patrol assessment areas being dissolved, the fire district(s) assuming 
the levying and fire protection responsibilities, and the forest land 
impacted by the change. 
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WSR 23-23-077 
PERMANENT RULES 
DEPARTMENT OF HEALTH 


(Board of Naturopathy) 
[Filed November 13, 2023, 10:26 a.m., effective December 14, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Naturopathic nonsurgical cosmetic rules, administration 
of Botox injections. Amending WAC 246-836-210 Authority to use, pre- 
scribe, dispense and order and new WAC 246-836-212 Botulinum toxin 
nonsurgical cosmetic procedures. The board of naturopathy (board) has 
adopted new rules that promote patient safety by identifying Botulinum 
Toxin (Botox) as a legend approved drug, clarifying procedures that 
are within the scope of practice of naturopathic medicine, setting 
training requirements, and establishing minimum standards for the per- 
formance of nonsurgical cosmetic procedures by naturopathic physicians 
licensed in Washington state. The adopted rules also amend WAC 
246-836-210 by removing the current exclusion for the use of Botox for 
cosmetic purposes. 

Citation of Rules Affected by this Order: New WAC 246-836-212; 
and amending WAC 246-836-210. 

Statutory Authority for Adoption: RCW 18.36A.160. 

Adopted under notice filed as WSR 23-14-122 on July 5, 2023. 

A final cost-benefit analysis is available by contacting Rachel 
Phipps, P.O. Box 47852, Olympia, WA 98504-7852, phone 564-233-1277, 
fax 360-236-2901, TTY 711, email naturopathy@doh.wa.gov. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 1, 
Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 1, Amended 1, Repealed 0. 
Date Adopted: November 13, 2023. 


Krystal Richardson, ND 
Chair, Board of Naturopathy 


OTS-4228.2 


AMENDATORY SECTION (Amending WSR 12-13-104, filed 6/20/12, effective 
7/21/12) 


WAC 246-836-210 Authority to use, prescribe, dispense and order. 
(1) Naturopathic medical practice includes the prescription, adminis- 
tration, dispensing, and use of: 

(a) Nutrition and food science, physical modalities, minor office 
procedures, homeopathy, hygiene, and immunizations/vaccinations; 
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(b) Contraceptive devices; 

(c) Nonlegend medicines including vitamins, minerals, botanical 
medicines, homeopathic medicines, and hormones; 

(d) Legend drugs as defined under RCW 69.41.010 with the excep- 
tion of (( 1 44m 1 mam n am ha A Be 
tex,—Vistabet,byspert,eoxNetrebtee}and)) inert substances used for 
cosmetic purposes; and 

(e) Codeine and testosterone products that are contained within 
Schedules III, IV, and V in chapters 69.50 RCW and ( (246-887)) 246-945 
WAC. 


O Q O on nO ong O A 


Ti © © © y COW Ci © G Oo DO 


(2) In accordance with RCW 69.41.010((+4+43})) (4), all prescrip- 
tions must be hand-printed, typewritten, or generated electronically. 

(3) Prior to being allowed to administer, prescribe, dispense, or 
order controlled substances, a naturopathic physician must meet the 
requirements in WAC 246-836-211 and have obtained the appropriate reg- 
istration issued by the Federal Drug Enforcement Administration. 

(4) Naturopathic physicians may not treat malignancies except in 
collaboration with a practitioner licensed under chapter 18.57 or 
18.71 RCW. 


NEW SECTION 


WAC 246-836-212 Botulinum toxin nonsurgical cosmetic procedures. 
(1) Prior to utilizing botulinum toxin (commonly known as, among other 
names, Botox, Vistabel, Dysport, or Neurobloc) for nonsurgical cosmet- 
ic procedures, a naturopathic physician shall establish a physician/ 
patient relationship which includes, but is not limited to: 
Taking a history; 
Performing an appropriate physical examination; 
Making an appropriate diagnosis; 
Recommending appropriate treatment; 
Obtaining the patient's informed consent; 
Providing instructions for emergency and follow-up care; and 
Preparing an appropriate medical record. 
The naturopathic physician is responsible for: 
The safety of the patient; 
Performing the nonsurgical cosmetic procedure in accordance 
with standard medical practice; and 

(c) Ensuring that each treatment is documented in the patient's 
medical record. 
(3) Prior to being allowed to prescribe and administer botulinum 
toxins for cosmetic purposes, naturopathic physicians must be appro- 
priately trained in aesthetic injectable techniques. Such training 
must be a combination of hands-on training and training in pharmacolo- 
gy that pertains to aesthetics and must also include: 


T 


TMNQAMAANADS 


~ 
<~ 


(a) Criteria for the selection and treatment of patients; 

b) Indications and contraindications for each procedure; 

(c) Preprocedural and postprocedural care; 

(d) Recognition and acute management of potential complications; 


and 
(e) Infectious disease control. 
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PERMANENT RULES 
DEPARTMENT OF HEALTH 


WSR 23-23-078 


Board of Osteopathic Medicine and Surgery) 
10:36 a.m., effective December 14, 


2023] 


Thirty-one days after filing. 


Health equity continuing competency 


training for osteo- 


pathic physicians. New WAC 246-853-075 Health equity continuing educa- 


tion 
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(chapter 2 
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tinuing education 
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Board of Osteopathic Medicine and Surgery 
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NEW SECTION 


WAC 246-853-075 Health equity continuing education training re- 
quirements. (1) An osteopathic physician must complete two hours of 
health equity continuing education training every four years as de- 
scribed in WAC 246-12-800 through 246-12-830. 

(2) The two hours of health equity continuing education an osteo- 
pathic physician completes count toward meeting applicable continuing 
education requirements. 
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WSR 23-23-081 
PERMANENT RULES 
OFFICE OF THE 


INSURANCE COMMISSIONER 
[Insurance Commissioner Matter R 2023-01—Filed November 13, 2023, 2:44 p.m., effective December 14, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The commissioner is adopting rules to amend current 
rules to align with SHB 1266 (chapter 27, Laws of 2023), which created 
a new section in chapter 48.02 RCW, and amended RCW 48.15.103, 
48.17.170, 48.17.450, and 48.17.475. In doing so, it will clarify for 
insurance producers which address of record the commissioner will uti- 
lize when communicating with them. 
Citation of Rules Affected by this Order: Amending WAC 284-17-005 
and 284-17-065. 

Statutory Authority for Adoption: RCW 48.02.060 and 48.17.005. 

Adopted under notice filed as WSR 23-20-123 on October 4, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 13, 2023. 


Mike Kreidler 


Insurance Commissioner 


OTS-4825.1 


AMENDATORY SECTION (Amending WSR 11-04-067, filed 1/28/11, effective 
2/28/11) 


WAC 284-17-005 Address of record. (1) The address of record 
used by the commissioner will be: 

(a) ( (Fex-diseipiinaryerders;)) The last U.S. mailing address 
provided by the person or business entity to the commissioner ( (+ 

4p) For ah other matters, the last cma address- provided _by—éeh 
persen_or business entity tothe commissioner —Fhis wih beth Had 
address—tisted_in_the_maitingaddeess_secticon of the commissioner's 
Jicensing_datebase_tdatabase}.))for all notices, orders, or written 
communication, including any notification of investigation, notifica- 


tion of audit and findings resulting from such audit, or written com- 
munication pursuant to RCW 48.17.475 (2) (c)(ii). 

(b) The last email address of record, listed in the mailing ad- 
dress section of the commissioner's licensing database, may only be 


used, if: 
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(i) The communication is not required to be sent to the person's 
mailing address pursuant to RCW 48.17.450(2) or 48.15.103(4); 

(ii) The person has affirmatively consented to receive communica- 
tions from the commissioner by email; and 

(iii) The email from the commissioner does not require a re- 
sponse. 


NOTE: However, if a response is required by the commissioner, then the email must comply with the requirements of RCW 48.17.475 (2)(b) or 
48.15.103 (8)(b), whichever is applicable, before it is sent. 


(2) Licensees must advise the commissioner of any change of ad- 
dress within ( (##+*+¥)) 30 days after a change of address. This in- 
cludes any change in the person's residence, mailing, business or 
email address. Failure to advise the commissioner of a change of ad- 
dress may subject a licensee to disciplinary action under RCW 
48.17.530 and 48.17.560. 


AMENDATORY SECTION (Amending WSR 11-04-067, filed 1/28/11, effective 
2/28/11) 


WAC 284-17-065 Required email address for licensing transac- 
tions. (1) Each applicant, individual or business entity licensee, 
insurance education provider, and insurer must provide the commission- 
er with a valid email address. ( (As—previded in WAC 234-4+7-065—+4++5}-- 
the—emait add+ess—wit}_be+theeofficiatecontactaddress_feoralteeommu- 
j j j j j z)) The following do not need to 
comply with the provisions of RCW 48.17.450(3) and 48.15.103(3) (af- 
firmative consent and require a response): 

(a) Email communication sent to an applicant before the issuance 
of license; or 

(b) Auto-generated email communication regarding license applica- 
tions or license renewal processes. 

(2) Each applicant, individual or business entity licensee, in- 
surance education provider, and insurer must notify the commissioner 
of any change to their email address within ((Łħ+=+y)) 30 days after 
the change. 

(3) This section applies to an insurer when appointing, terminat- 
ing, or renewing the appointment of a licensee. 
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WSR 23-23-082 
PERMANENT RULES 
DEPARTMENT OF 


CHILDREN, YOUTH, AND FAMILIES 
[Filed November 13, 2023, 2:59 p.m., effective December 14, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department of children, youth, and families is 
amending these rules to extend the homeless grace period and to open 
the care up to more providers. 

Citation of Rules Affected by this Order: Amending WAC 
110-15-0023 and 110-15-0024. 

Statutory Authority for Adoption: Chapters 43.215 and 43.216 RCW. 

Adopted under notice filed as WSR 23-18-042 on August 30, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 2, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 13, 2023. 


Brenda Villarreal 


Rules Coordinator 


OTS-4717.1 


AMENDATORY SECTION (Amending WSR 20-15-161, filed 7/22/20, effective 
8/22/20) 


WAC 110-15-0023 Homeless grace period (HGP). (1) A homeless 
grace period (HGP) is established as described in this section. 


(2) ( (BC¥E may _grant—a consumer experiencing homelessness—a 
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+4+)) A family experiencing homelessness at the time the consumer 
applies for child care subsidy is eligible for HGP under this section 
when: 

(a) They meet all eligibility requirements described in WAC 
110-15-0005, except for WAC 110-15-0005 (1) (d) and (f); and 

(b) Their household income is under 85 percent of the state me- 
dian income (SMI). 

(3) Consumers approved by DCYF for HGP are eligible to receive: 

(a) A ( (4welve)) 12-month certification period; 

(b) A copayment waiver; and 

(c) An authorization for full-time care as described in WAC 
110-15-0190. 


seribedijin—_waci6-4+5-40403- 

+++)) (4) Consumers approved under HGP are not subject to over- 
payment unless the consumer obtained benefits by failing to report ac- 
curate information that resulted in an error in determining the con- 
sumer's eligibility for HGP. 


AMENDATORY SECTION (Amending WSR 19-12-058, filed 5/31/19, effective 
7/1/19) 


WAC 110-15-0024 Categorical eligibility for families receiving 
child protective, child welfare, or family assessment response serv- 
ices. (1) Families with children who have received child protective 
services as defined and used by chapters 26.44 and 74.13 RCW, child 
welfare services as defined and used by chapter 74.13 RCW, or services 
through a family assessment response, as defined and used by chapter 
26.44 RCW in the six months previous to application or reapplication 
for working connections child care (WCCC) benefits are eligible for 
WCCC benefits for a ((#wetve)) 12-month period if, in addition the: 

(a) Consumer is a Washington state resident; 

(b) Family has been referred for child care as part of the fami- 
ly's case management as defined by RCW 74.13.020; and 

(c) Child or children are residing with a biological parent or 
guardian. 

(2) Families eligible for WCCC under this section will: 

(a) Have no copayment; 

(b) Be authorized for full-time child care regardless of partici- 
pation in an approved activity; and 

(c) Be eligible to have benefits paid only to a ( (++eensed,—eee- 
tified,—ereentracted ehilid-eare)) provider that meets the require- 
ments in WAC 110-15-0125. 
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WSR 23-23-083 
PERMANENT RULES 
DEPARTMENT OF 


CHILDREN, YOUTH, AND FAMILIES 
[Filed November 13, 2023, 3:02 p.m., effective December 14, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department of children, youth, and families is 
amending this rule to increase the nonstandard hours bonus to $135 per 
the governor's 2023 budget. 

Citation of Rules Affected by this Order: Amending WAC 
110-15-0249. 
Statutory Authority for Adoption: RCW 74.04.050. 

Other Authority: RCW 74.04.050. 

Adopted under notice filed as WSR 23-18-040 on August 30, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 13, 2023. 


Brenda Villarreal 
Rules Coordinator 


OTS-4719.1 


AMENDATORY SECTION (Amending WSR 22-05-007, filed 2/3/22, effective 
3/6/22) 


WAC 110-15-0249 Nonstandard hours bonus. (1) Consumers' provid- 
ers may receive a nonstandard hours bonus (NSHB) payments per child 
per month for care provided if: 

(a) The providers are licensed or certified; 

(bo) They provide at least 30 hours of nonstandard hours care dur- 
ing one month; and 

(c) The total cost of the state's NSHB payments do not exceed the 
amount appropriated for this purpose by the legislature for the cur- 
rent fiscal year. 

(2) Nonstandard hours are defined as: 

(a) Before 6 a.m. or after 6 p.m.; 

(bo) Any hours on Saturdays and Sundays; and 

(c) Any hours on legal holidays, as defined in RCW 1.16.050. 

(3) 

(a) 


NSHB amounts are: 


( (AH4Re+¥)) One hundred thirty-five dollars for family homes; 
and 
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(b) ( (Severnsy-ftve)) One hundred thirty-five dollars for centers. 
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WSR 23-23-084 
PERMANENT RULES 
DEPARTMENT OF 


CHILDREN, YOUTH, AND FAMILIES 
[Filed November 13, 2023, 3:04 p.m., effective December 14, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department of children, youth, and families is 
amending these rules to increase child care center and licensed family 
home provider rates to the 85th percentile of the current market and 
increasing family friends and neighbor rates to $3.85 effective July 
1, 2023, and delay implementation for another increase to $4.00 on Ju- 
ly 1, 2024. 
Citation of Rules Affected by this Order: Amending WAC 
110-15-0200, 110-15-0205, and 110-15-0240. 

Statutory Authority for Adoption: RCW 74.04.050. 

Other Authority: E2SSB 5237; and chapter 199, Laws of 2021. 
Adopted under notice filed as WSR 23-18-041 on August 30, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 3, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 3, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 13, 2023. 


Brenda Villarreal 
Rules Coordinator 


OTS-4718.2 


AMENDATORY SECTION (Amending WSR 22-16-081, filed 8/1/22, effective 
9/1/22) 


WAC 110-15-0200 Daily child care rates—Licensed or certified 
child care centers and DCYF contracted seasonal day camps. (1) Base 
rate. Effective July 1, ((2822)) 2023, the child care subsidy rates 
paid to licensed or certified child care centers or DCYF contracted 
seasonal day camps are: 


Preschool 
(30 mos. - 6 yrs not School-age 
Infants Toddlers attending kindergarten (5 - 12 yrs attending 
(Birth - 11 mos.) (12 - 29 mos.) or school) kindergarten or school) 
Region 1 Full-Day (($48-02)) $62.05  (($43-50)) $56.14 (($39-67)) $53.18 (($39AS)) $53.36 
Half-Day (($24-64)) $31.03 (($2475)) $28.07 (($49-84)) $26.59 (($49-S8)) $26.68 
Spokane County Full-Day $68.54 (($55-37)) $56.59 $52.14 (($40-59)) $49.00 
Half-Day $34.27 (($2469)) $28.30 $26.07 (($2039)) $24.50 
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Preschool 
(30 mos. - 6 yrs not School-age 
Infants Toddlers attending kindergarten (5 - 12 yrs attending 
(Birth - 11 mos.) (12 - 29 mos.) or school) kindergarten or school) 
Region 2 Full-Day  (($55-68)) $59.09 (($42-44)) $49.09  (($4234)) $44.77 (($34-74)) $32.73 
Half-Day ($2784) $29.55 (($24.22)) $24.55  (($27)) $22.39 (($45-87)) $16.37 
Region 3 Full-Day $88.58 (($79-36)) $80.36  (($66-89)) $72.50 (($50-62)) $65.45 
Half-Day $44.29 (($39-68)) $40.18 (($33-45)) $36.25 (($25-34)) $32.73 
Region 4 Full-Day (($H405)) $113.64 (($92.28)) $101.59 ($83.34) $85.68 (($52.20)) $90.64 
Half-Day  (($55-53)) $56.82 (($46-44)) $50.80 (($44-66)) $42.84 (($26-40)) $45.32 
Region 5 Full-Day $72.56 (($62-80)) $64.00 $55.77 (($40-60)) $54.18 
Half-Day $36.28 (($34.40)) $32.00 $27.89 (($20-30)) $27.09 
Region 6 Full-Day (($6642)) $77.00 (($59-46)) $67.50  (($5452)) $57.73 (($44,66)) $50.23 
Half-Day — (($33-06)) $38.50 (($29-58)) $33.75  (($27.26)) $28.87 (($20-83)) $25.12 
(a) Centers in Clark County are paid Region 3 rates. 
(b) Centers in Benton, Walla Walla, and Whitman counties are paid 
Region 6 rates. 
(2) WAC 110-300-0005 and 110-300-0356 allow providers to care for 
children from birth up to and including the end of their eligibility 


period after their 13th birthday. 

(3) Providers must obtain child-specific and time-limited excep- 
tions from DCYF to provide care for children outside the age listed on 
the center's license. 

(4) If providers are granted an exception to care for a child who 
is 13 years old or older at application or reapplication: 

(a) The payment rate is the same as subsection (1) of this sec- 
tion, and the five through 12 year age range column is used for com- 
parison; and 

(b) The children must m 
bed in WAC 110-15-0220. 


t the special needs requirement descri- 


AMENDATORY SECTION 
3/6/22) 


(Amending WSR 22-05-007, filed 2/3/22, effective 


WAC 110-15-0205 Daily child care rates—Licensed or certified 
family home child care providers. (1) Monthly unit. DCYF authorizes 
care as monthly units as described in WAC 110-15-0190, the calculation 
of which is based on the full-day, partial-day, and half-day rates in 
subsection (2) of this section. 

(2) Effective July 1, ( (20% 
certified family home providers' 
child care subsidy rates: 


)) 2023, DCYF calculates licensed or 
monthly units based on the following 


Preschool School-age 
Enhanced (30 mos. - 6 yrs not (5 - 12 yrs attending 
Infants Toddlers Toddlers attending kindergarten kindergarten or 

(Birth - 11 mos.) (12 - 17 mos.) (18 - 29 mos.) or school) school) 

((Region Fl-Ðay $4000 $4000 $35.00 $32.00 $3000 
Half Day. $20-00 $2000 $4450 $1600 $45.00 

Partial Day $30.00 $30.00 $26.25 $2400 $2250 
Spokane Full Day $42.00 $42.00 $4000 $3700 $3600 
County Half-Day $24.00 $24.00 $20-00 $1850 $48.60 
Partial Day $3450 $3450 $30-00 $2755 $2700 
Region2 Full Day $45.00 $45.00 $3750 $35.00 $32.00 
Half Day. $2250 $2250 $1845 $4450 $1600 

Partial Day $3375 $3375 $2843 $26.25. $24.00 
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Enhanced (30 mos. - 6 yrs not 
Infants Toddlers Toddlers attending kindergarten 
(Birth - 11 mos.) (12 - 17 mos.) (18 - 29 mos.) or school) 
Regions Full Day $55.00 $5500 $48-86 $48-00 
Half-Day $2750 $2750 $24.43 $24.00 
Region 4 Full Day $6848 $6848 $63-64 $59.09. 
Half-Day $34.09 $34.09 $34.82 $2955. 
Region 5 Full Day $48.86 $48.86 $4200 $3909. 
Half-Day $24.43 $24.43 $24.00 $49.55. 
Regien6 Full Day $45.00 $45.00 $4348 $38.00 
Hal-Day $2250 $2250 $2459 $49.00 
Partial Day $33-5 $33-5 $3239 $28.59 
Region 1 Full-Day $49.23 $49.23 $47.09 $40.00 
Half-Day $24.62 $24.62 $23.55 $20.00 
Partial-Day $36.92 $36.92 $35.32 $30.00 
Spokane Full-Day $48.00 $48.00 $48.00 $45.00 
County Half-Day $24.00 $24.00 $24.00 $22.50 
Partial-Day $36.00 $36.00 $36.00 $33.75 
Region 2 Full-Day $66.00 $66.00 $59.09 $48.00 
Half-Day $33.00 $33.00 $29.55 $24.00 
Partial-Day $49.50 $49.50 $44.32 $36.00 
Region 3 Full-Day $65.00 $65.00 $59.09 $54.18 
Half-Day $32.50 $32.50 $29.55 $27.09 
Partial-Day $48.75 $48.75 $44.32 $40.64 
Region 4 Full-Day $81.82 $81.82 $75.00 $68.95 
Half-Day $40.91 $40.91 $37.50 $34.48 
Partial-Day $61.37 $61.37 $56.25 $51.71 
Region 5 Full-Day $59.09 $59.09 $59.09 $49.23 
Half-Day $29.55 $29.55 $29.55 $24.62 
Partial-Day $44.32 $44.32 $44.32 $36.92 
Region 6 Full-Day $59.09 $59.09 $55.00 $53.00 
Half-Day $29.55 $29.55 $27.50 $26.50 
Partial-Day $44.32 $44.32 $41.25 $39.75 
(3) The monthly unit for family home providers in all 


for all ages will include a partial-day rate that is 75 percent of 


full-day rate when: 


(a) 
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School-age 
(5 - 12 yrs attending 
kindergarten or 
school) 


regions and 


Providers provide child care services for a child d 


the 


uring a 


morning session and an afternoon session. A morning session begins at 


any time after 12:00 a.m. 
sion begins at any time after 
The child is absent from care in 
and 
Family home providers are not en 


(b) 
preschool; 
(c) 


full-day rate. 


(4) 


(5) 


Monthly units for school 
the months of 
ties and the chil 


School 


Ju 


12:00 p.m. 


ly and August based on 


age children will 


July and August when: 


(a) 
thly unit; 
(b) 
thly unit; 


mon 


mon 


Certified on 11/30/2023 


Or 


They are authorized for a full- 


They are authorized for a part- 


[ 87 ] 


th 


be auth 


and ends before 12:00 p.m. An afternoon ses- 


00 a.m.; 
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time, 


time, 
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Are scheduled for child care with a single provider at least 


10 hours per mont 


The cons 


10 hours per mon 


Monthly 


U 


U 


th; 


and 


mer participates in an approved activity at least 


th. 
nits will 


The month 
thorized care. 


ly unit 
Supplemental 


c amount 


be prorated for partial months of authori- 


is averaged over all months of au- 
payments will not be made for calendar 


months with more than the average number of care days. 


(8) 


consumers for 
or changes in 


(9) 
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period after 
(10) 
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(a) 
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(12) 
home rate regard] 


t 


th 


thei 


ception listed in subsection 


(13) 


DCYF cannot pay family home 


special n 


ds requirement as descri- 


DCYF pays family home child care providers at the licensed 
less of 


r relation to the children (with the ex- 
(13) of this section). 


child care providers to provide 


care for children in their care if the provider is: 


(a) 
(b) 
partner; 


(c) 


AMENDATORY SECTION 


The child's biological, 
The child's guardian or the guardian's spouse or 


or 


adoptive or step-parent; 
live-in 


Another adult acting in loco parentis or that adult's spouse 
or live-in partner. 


3/6/22) 


(Amending WSR 22-05-007, 


filed 2/3/22, effective 


WAC 110-15-0240 Child care subsidy rates—In-home/relative pro- 


viders. (1) Base rate. When consumers employ in-home/relative provid- 
ers, DCYF pays (($2-65)) $3.85 per hour per child. Beginning July 1, 
((2622)) 2024, the maximum child care subsidy rate is (($3-68)) $4.00 
per hour per child. 

(2) DCYF may pay above the maximum hourly rate for children who 
have special needs pursuant to WAC 110-15-0235. 

(3) DCYF makes the WCCC payment directly to consumers' eligible 
providers. 

(4) When applicable, DCYF pays the employer's share of the fol- 
lowing: 

(a) Social Security and medicare taxes (FICA) up to the wage lim- 
it; 

(bo) Federal Unemployment Taxes (FUTA); and 

(c) State unemployment taxes (SUTA). 
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(5) For in-home/relative providers who receive less than the wage 
base limit per family in a calendar year, DCYF refunds all withheld 
taxes to them. 
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(3) At any stage prior to commencement of the hearing the depart- 
ment may reassign a matter to a different hearings examiner. 

(4) Pursuant to RCW 46.20.308, any commercial driver's license 
(CDL) holder that requests an administrative hearing to contest a sus- 
pension or revocation of their personal driver's license (PDL) and 
that hearing results in a verdict sustaining the suspension or revoca- 
tion of the PDL, shall also receive an administrative review of the 
CDL disqualification under RCW 46.25.090. The administrative review 
shall be conducted no later than five business days after the final 
order is entered resolving the administrative sanction on the PDL. The 
sanctions, suspension, revocation, and/or disqualification of both the 
PDL and CDL for the same incident shall run concurrently. 
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AMENDATORY SECTION (Amending WSR 20-20-074, filed 10/2/20, effective 
11/2/20) 


WAC 192-500-035 Interested parties. (1) In all determinations, 
cases, and appeals adjudicated under Title 50A RCW the employment se- 
curity department is an "interested party." 
(2) Other interested parties in paid family or medical leave de- 
terminations related to the state plan, complaints under chapter 
50A.40 RCW, and appeals include: 
(a) The employee or former employee; and 
(b) An employer or former employer of that 
quired to provide information to the department 
mination or appeal in question. 

(3) Other interested parties in paid family or medical leave de- 
terminations related to an approved voluntary plan include: 

(a) The employer or former employer; and 

(b) An employee or former employee. 

(4) The department may designate an employee or employer as an 
interested party in other determinations made by the department. 

(5) For the purposes of RCW 50A.25.040(3), an employer from whom 
leave is being taken is considered an interested party. 


employee that is re- 
related to the deter- 


OTS-4930.1 


AMENDATORY SECTION (Amending WSR 20-20-073, filed 10/2/20, effective 
11/2/20) 


WAC 192-510-090 How will the department determine the premium 
rate for each calendar year? (1) For calendar years 2021 ( (and there- 
after)), 2022, and 2023, the total premium rate shall be based on the 
family and medical leave insurance account balance ratio as of Septem- 
ber 30th of the previous year. 

((+24)) (a) The commissioner shall calculate the account balance 
ratio by dividing the balance of the family and medical leave insur- 
ance account by total covered wages paid by employers and those elect- 
ing coverage. 

( (438+)) (b) For the purposes of this section, "total covered wa- 
ges" is defined as the total amount of wages paid to employees that 
are subject to the paid family and medical leave premium from July 1st 
of the previous calendar year to June 30th of the current calendar 
year as reported by employers. 

(2) For calendar years 2024 and thereafter, the total premium 
rate shall be based on the calculation specified in RCW 50A.10.030. 

(3) For the purposes of the calculation described in subsection 
(2) of this section, a small business grant paid to an employer as 
specified by chapter 50A.24 RCW shall be considered a benefit paid. 


OTS-4931.1 
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AMENDATORY SECTION (Amending WSR 20-01-087, filed 12/12/19, effective 
1/12/20) 


WAC 192-810-010 Definitions. (1) The definitions set forth in 
RCW 42.56.010 and WAC 192-02-020 apply to this chapter unless the con- 
text clearly ( (¥eqéres)) indicates otherwise. 

(2) ( (*Pubtie records officer" means_thedepartmentat empteyee 


+4+)) An employer's "own records" as used in RCW 50A.25.040 means 
records and information provided to the department by the employer or 
the employer's predecessor in interest. 


AMENDATORY SECTION (Amending WSR 21-04-067, filed 1/29/21, effective 
3/1/21) 


WAC 192-810-030 How do individuals and entities request records 
from the department? (1) The department will manage ((@ł+)) records 
requests ( (eensisten+t—with +he—previsieons_ef chapter a 56RS#)) as 
outlined in chapter 192-02 WAC. 


(2) ( (Requests—fer public records shalt be submitted te the pus— 


43}+)) If an individual requests records or information concerning 
that individual held by the department under RCW 50A.25.040, those re- 
cords must be released only to the requesting individual. 
((+4+)) (8) If an individual submits a records request and asks 
that the requested records be sent to a third party directly, the in- 
dividual must follow the provisions of RCW 50A.25.040. 


REPEALER 


The following section of the Washington Administrative Code is 
repealed: 


WAC 192-810-020 Purpose. 
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AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-008 Implementation. The International Building Code 
adopted under chapter 51-50 WAC shall become effective in all counties 
and cities of this state on ((@4 ~+2023)) March 15, 2024. 


AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-0303 Section 303—Assembly Group A. 


303.4 Assembly Group A-3. Group A-3 occupancy includes assembly uses 
intended for worship, recreation or amusement and other assembly uses 
not classified elsewhere in Group A including, but not limited to: 
e Amusement arcades; 

e Art galleries more than 3,000 square feet (279 m2) ; 
* Bowling alleys; 

e Community halls; 

e Courtrooms; 


Dance halls (not including food or drink consumption) ; 
Exhibition halls; 
Funeral parlors; 

e Greenhouses for the conservation and exhibition of plants that 
provide public access; 

e Gymnasiums (without spectator seating); 
Indoor swimming pools (without spectator seating); 
Indoor tennis courts (without spectator seating); 
Lecture halls; 
Libraries; 
Museums; 
Places of religious worship; 
Pool and billiard parlors; 
Waiting areas in transportation terminals. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0403 Section 403—High-rise buildings. 


403.4.8.3 Standby power loads. The following are classified as standby 
power loads: 

1. Ventilation and automatic fire detection equipment for smoke- 
proof enclosures. 

2. Elevators. 
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3. Where elevators are provided in a high-rise building for ac- 
cessible means of egress, fire service access or occupant self-evacua- 
tion, the standby power system shall also comply with Sections 1009.4, 
3007 or 3008, as applicable. 

4. Sump pumps required by ASME A17.1 serving pit drains at 
bottom of elevator hoistways of fire service access or occupant 
ation elevators. 


the 
evacu- 


403.5.4 Smokeproof enclosures. Every required interior exit stairway 
serving floors more than 75 feet (22,860 mm) above the lowest level of 
fire department vehicle access shall be a smokeproof enclosure in ac- 
cordance with Sections 909.20 and 1023.12. Where interior exit stair- 
ways and ramps are pressurized in accordance with Section 909.20.5, 
the smoke control pressurization system shall comply with the require- 
ments specified in Section 909.6.3. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0412 Section 412—Aircraft-related occupancies. 


412.2.2.1 Stairways. Stairways in airport traffic control towers shall 
be in accordance with Section 1011. Exit stairways shall be smokeproof 
enclosures complying with one of the alternatives provided in Section 
909.20. Where interior exit stairways and ramps are pressurized in ac- 
cordance with Section 909.20.5, the smoke control pressurization sys- 
tem shall comply with the requirements specified in Section 909.6.3. 
EXCEPTION: Stairways in airport traffic control towers are not required to comply with Section 1011.12. 


[F] 412.7.3 Means of egress. The means of egress from heliports, heli- 
pads and helistops shall comply with the provisions of Chapter 10. 
Landing areas located on buildings or structures shall have two or 
more exits or access to exits. For landing areas less than 60 feet in 


length or less than 2,000 square feet (186 m*) in area, the second 
means of egress is permitted to be a fire escape, alternating tread 
device or ladder leading to the floor below. On Group I-2 roofs with 
heliports or helipads and helistops, rooftop structures enclosing exit 
stair enclosures or elevator shafts shall be enclosed with fire barri- 
ers and opening protectives that match the rating of their respectiv 
shaft enclosures below. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0430 Section 430—Recycled materials. 


((430)) 430.1 Recyclable materials, compost, and solid waste storage. 
Space shall be provided for the storage of recycled materials, com- 
post, and solid waste for all new buildings. 
EXCEPTION: Group R-3 and Group U Occupancies. 

The storage area shall be designed to meet the needs of the occu- 
pancy, efficiency of pickup, and be available to occupants and haul- 
ers. 
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AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0504 Section 504—Building height and number of sto- 
ries. 
Table 504.3 


Allowable Building Height in Feet Above Grade Plane? 


Type of Construction 
Paice Hee See Type I Typell | Type M Type IV Type V 
Footnotes A B A B A B A B C HT A B 
A, B, E, F, M, S, NSP UL | 160 | 65 55 65 55 65 65 65 65 50 40 
y S UL | 180 85 75 85 75 270 | 180 85 85 70 60 
H-1, H-2, H-3, NSo-d UL | 160 | 65 55 65 55 120 | 90 65 65 50 40 
H-5 
S 
H-4 Nsed UL | 160 | 65 55 65 55 65 65 65 65 50 40 
S UL | 180 85 75 85 75 140 | 100 85 85 70 60 
I-1 Condition 1, NS4e UL | 160 | 65 55 65 55 65 65 65 65 50 40 
I S UL | 180 85 75 85 75 180 | 120 85 85 70 60 
I-1 Condition 2, NSGef UL | 160 | 65 55 65 55 65 65 65 65 50 40 
i si UL | 180 | 85 
I-4 NS48 UL | 160 | 65 55 65 55 65 65 65 65 50 40 
S UL | 180 85 75 85 75 180 | 120 85 85 70 60 
Rh Nsd UL | 160 | 65 55 65 55 65 65 65 65 50 40 
S13D 60 60 60 60 60 60 60 60 60 60 50 40 
S13R 60 60 60 60 60 60 60 60 60 60 60 60 
S UL | 180 | 85 75 85 75 270 | 180 85 85 70 60 
For SI: 1 foot = 304.8 mm. 
UL = Unlimited; NS = Buildings not equipped throughout with an automatic sprinkler system; S = Buildings equipped throughout with an automatic sprinkler 


system installed in accordance with Section 903.3.1.1; S13R = Buildings equipped throughout with an automatic sprinkler system installed in accordance with 
Section 903.3.1.2; S13D = Buildings equipped throughout with an automatic sprinkler system installed in accordance with Section 903.3.1.3. 
a See Chapters 4 and 5 for specific exceptions to the allowable height in this chapter. 
b See Section 903.2 for the minimum thresholds for protection by an automatic sprinkler system for specific occupancies. 
¢ New Group H occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.5. 
d The NS value is only for use in evaluation of existing building height in accordance with the International Existing Building Code. 
e New Group I-1 and I-3 occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.6. For new Group 
I-1 occupancies Condition 1, see Exception 1 of Section 903.2.6. 
f New and existing Group I-2 occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.6 and Section 
1103.5 of the International Fire Code. 
g For new Group I-4 occupancies, see Exceptions 2 and 3 of Section 903.2.6. 
h New Group R occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.8. 
i I-l, Condition 2 Assisted living facilities licensed in accordance with chapter 388-78A WAC and residential treatment facilities as licensed by 
Washington state under chapter 246-337 WAC shall be permitted to use the allowable height above grade plane for Group R-2 occupancies. 


Table 504.4 
Allowable Number of Stories Above Grade Plane?’? 


Type of Construction 
Peron aera See Type I Typell | Type M Type IV Type V 
Footnotes | A B A B A B A B C | HT] A B 
A-1 NS UL | 5 3 2 3 2 3 3 3 3 2 1 
S UL | 6 4 3 4 3 9 6 4 4 3 2 
A-2 NS UL | 11 3 2 3 2 3 3 3 3 2 1 
S UL | 12 4 3 4 3 18 | 12 6 4 3 2 
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Type of Construction 
Brice aaa See Type I Typell | Type M Type IV Type V 
Footnotes A B A B A B A B C HT A B 
R-34 Nsd UL 11 4 4 4 4 4 4 4 4 3 3 
S13D 4 4 3 3 
S13R 4 4 4 4 
S UL 12 5 5 5 5 18 12 5 5 4 4 
R-4h Ns4d UL 11 4 3 2 
S13D 4 4 3 2 
S13R 4 4 4 3 
S UL 12 5 5 5 5 18 12 5 5 4 3 
S-1 NS UL 11 4 2 3 2 4 4 4 4 3 1 
S UL 12 5 4 4 4 10 7 5 5 4 2 
S-2 NS UL 11 5 3 4 3 4 4 4 5 4 2 
S UL 12 6 4 5 4 12 8 5 6 5 3 
U NS UL 5 4 2 3 2 4 4 4 4 2 1 
S UL 6 5 3 4 3 9 6 5 5 3 2 
UL = Unlimited; NP = Not permitted; NS = Buildings not equipped throughout with an automatic sprinkler system; S = Buildings equipped throughout with 
an automatic sprinkler system installed in accordance with Section 903.3.1.1; S13R = Buildings equipped throughout with an automatic sprinkler system 


installed in accordance with Section 903.3.1.2; S13D = Buildings equipped throughout with an automatic sprinkler system installed in accordance with 


Section 903.3.1.3. 
a See Chapters 4 and 5 for 


specific exceptions to the allowable height in this chapter. 


b See Section 903.2 for the minimum thresholds for protection by an automatic sprinkler system for specific occupancies. 

¢ New Group H occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.5. 
d 

e 


The NS value is only for 


use in evaluation of existing building height in accordance with the International Existing Building Code. 


New Group I-1 and I-3 occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.6. For new Group 
I-1 occupancies Condition 1, see Exception 1 of Section 903.2.6. 


f New and existing Group 


I-2 occupancies are required to be protected by an automatic sprinkler system in accordance with Section 903.2.6 and Section 


1103.5 of the International Fire Code. 
g For new Group I-4 occupancies, see Exceptions 2 and 3 of Section 903.2.6. 


h New Group R occupanci 


es are required to be protected by an automatic sprinkler system in accordance with Section 903.2.8. 


i Group I-1, Condition 2 Assisted living facilities licensed in accordance with chapter 388-78A WAC and residential treatment facilities as licensed by 
Washington state under chapter 246-337 WAC shall be permitted to use the allowable number of stories for Group R-2 occupancies. 


504.4.1 Stair enclosure pressurization increase. For Group R-1l, R-2, 
and I-1 Condition 2 Assisted living facilities licensed under chapter 


388-78A WAC and residential treatment facilities as licensed by Wash- 
ington state under chapter 246-337 WAC located in buildings of Type VA 
construction equipped throughout with an approved automatic sprinkler 
system in accordance with Section 903.3.1.1, the maximum number of 
stories permitted in Section 504.4 may be increased by one provided 
the interior exit stairways and ramps are pressurized in accordance 
with Sections 909.6.3 and 909.20. Legally required standby power shall 


be provided in 


accordance with Sections 909.11 and 2702.17 for build- 


ings constructed in compliance with this section and be connected to 


stairway shaft 


pressurization equipment, elevators and lifts used for 


accessible means of egress (if provided), elevator hoistway pressuri- 
zation equipment (if provided) and other life safety equipment as de- 


this section, 


termined by the authority having jurisdiction. For the purposes of 
legally required standby power shall comply with 2020 


NEC Section 70] 


|.12, options (C), (D), (E), (F), (H) or (J) or subse- 


quent revised section number(s). 


Certified on 11/30/2023 [ 100 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-102 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0505 Section 0505—Mezzanines and equipment platforms. 


505.1 General. Mezzanines shall comply with Section 505.2. Equipment 
platforms shall comply with Section 505.3. 


EXCEPTION: Lofts in Group R occupancy dwelling units and sleeping units shall be permitted to comply with Section ((42043)) 420.14, subject to 
the limitations in Section ((420434)) 420.14.1. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0509 Section 509—Incidental uses. 


Table ((509)) 509.1 
Incidental Uses 


Separation and/or 
Room or Area Protection 


Dry type transformers over | 1 hour or provide 

112.5 kVA and required to | automatic sprinkler system 
be in a fire resistant room 
per NEC (NFPA 70) 


Section 450.21 (B)! 
1 Dry type transformers rated over 35,000 volts and oil-insulated 


transformers shall be installed in a transformer vault complying with 
NFPA 70. 


(Remainder of table unchanged) 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0705 Section 705—Exterior walls. 


705.2 Projections. Cornices, roof and eave overhangs, projecting 
floors above, exterior balconies and similar projections extending be- 
yond the exterior wall shall conform to the requirements of this sec- 
tion and Section 1405. Exterior egress balconies and exterior exit 
stairways and ramps shall comply with Sections 1021 and 1027, respec- 
tively. Projections shall not extend any closer to the line used to 
determine the fire separation distance than shown in Table 705.2. 


EXCEPTIONS: 1. Buildings on the same lot and considered as portions of one building in accordance with Section 705.3 are not required to comply 
with this section for projections between the buildings. 
2. Projecting floors complying with Section 705.2.4 are not required to comply with the projection limitations of Table 705.2. 


705.2.5 Projecting floors. Where the fire separation distance ona 
lower floor is greater than the fire separation distance on the floor 
immediately above, the projecting floor shall have not less than the 
fire-resistance rating as the exterior wall above based on Table 602. 
The fire-resistant rating of the horizontal portion shall be continu- 
ous to the lower vertical wall. 


Table 705.5 
Fire-Resistance Rating Requirements for Exterior Walls Based on Fire 
Separation Distance?’?/9/J 
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Occupancy Group 
Fire Separation Type of Occupancy Group Occupancy Group A, B, E, F-2, I, R’, 
Distance = X (feet) Construction H° F-1, M, S-1f S-2, U” 

X<5Þ All 3 2 1 
5<X<10 IA, IVA 3 2 1 
Others 2 1 1 
10<X <30 IA, IB, IVA, IVB 2 1 1° 
IIB, VB 1 0 0 
Others 1 1 1¢ 
X= 30 All 0 0 0 


For SI: 1 foot = 304.8 mm. 


a Load-bearing exterior walls shall also comply with the fire-resistance rating requirements of Table 601. 
See Section 706.1.1 for party walls. 


b 
¢ Open parking garages complying with Section 406 shall not be required to have a fire-resistance rating. 
d 


The fire-resistance rating of an exterior wall is determined based upon the fire separation distance of the exterior wall and the story in which 


the wall is located. 


mh Oo 


For special requirements for Group H occupancies, see Section 415.6. 
For special requirements for Group S aircraft hangars, see Section 412.3.1. 


g Where Table 705.8 permits nonbearing exterior walls with unlimited area of unprotected openings, the required fire-resistance rating for the 


exterior walls is 0 hours. 


h For a building containing only a Group U occupancy private garage or carport, the exterior wall shall not be required to have a fire-resistance 
rating where the fire separation distance is 5 feet (1523 mm) or greater. 
i Fora Group R-3 building of Type II-B or Type V-B construction, the exterior wall shall not be required to have a fire-resistance rating where 
the fire separation distance is 5 feet (1523 mm) or greater. 
j Ina mixed occupancy building containing Group R-3 and Group U private garage, the exterior wall fire-resistance rating shall be as required 


for Group R-3. 


Table 705.8 


Maximum Area of Exterior Wall Openings Based on Fire Separation Dis- 


tance and Degree of Opening Protection? 
Fire Separation Distance (feet) Degree of Opening Protection Allowable Area? 
Unprotected, Nonsprinklered (UP, NS) Not Permitted 
0 to less than 3>-<-k Unprotected, Sprinklered (UP, S)' Not Permitted‘ 
Protected (P) Not Permitted% 
Unprotected, Nonsprinklered (UP, NS) Not Permitted(()) 
3 to less than 54° Unprotected, Sprinklered (UP, S)! 15% 
Protected (P) 15% 
Unprotected, Nonsprinklered (UP, NS) 10%" 
5 to less than 10°44 Unprotected, Sprinklered (UP, S)' 25% 
Protected (P) 25% 
Unprotected, Nonsprinklered (UP, NS) 15%h 
10 to less than 15°68 Unprotected, Sprinklered (UP, S)' 45% 
Protected (P) 45% 
Unprotected, Nonsprinklered (UP, NS) 25% 
15 to less than 20484 Unprotected, Sprinklered (UP, S)' 75% 
Protected (P) 75% 
Unprotected, Nonsprinklered (UP, NS) 45% 
20 to less than 2584 Unprotected, Sprinklered (UP, S)' No Limit 
Protected (P) No Limit 
Unprotected, Nonsprinklered (UP, NS) 70% 
25 to less than 30/84 Unprotected, Sprinklered (UP, S)' No Limit 
Protected (P) No Limit 
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Fire Separation Distance (feet) Degree of Opening Protection Allowable Area? 
Unprotected, Nonsprinklered (UP, NS) No Limit 
30 or greater Unprotected, Sprinklered (UP, S)! No Limit 
Protected (P) No Limit 


For SI: 1 foot = 304.8 mm. 
UP, NS = Unprotected openings in buildings not equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1. 
UP, S = Unprotected openings in buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1. 
P = Openings protected with an opening protective assembly in accordance with Section 705.8.2. 
a Values indicated are the percentage of the area of the exterior wall, per story. 


For the requirements for fire walls of buildings with differing heights, see Section 706.6. 1. 

For openings in a fire wall for buildings on the same lot, see Section 706.8. 

The maximum percentage of unprotected and protected openings shall be 25 percent for Group R-3 occupancies. 

Unprotected openings shall not be permitted for openings with a fire separation distance of less than 15 feet for Group H-2 and H-3 occupancies. 
The area of unprotected and protected openings shall not be limited for Group R-3 occupancies, with a fire separation distance of 5 feet or greater. 
The area of openings in an open parking structure with a fire separation distance of 10 feet or greater shall not be limited. 

Includes buildings accessory to Group R-3. 

Not applicable to Group H-1, H-2, and H-3 occupancies. 


The area of openings in a building containing only a Group U occupancy private garage or carport with a fire separation distance of 5 feet or greater 
shall not be limited. 

For openings between S-2 parking garage and Group R-2 building, see Section 705.3, Exception 2. 

1 Ina mixed occupancy building containing Group R-3 and Group U private garage, the maximum area of exterior openings shall be as required for 
Group R-3. 


Se oS Ge Hh © ao o 
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AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0722 ( (Seectien—722Cateultated fire resistanee-)) Re- 
served. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0903 Section 903—Automatic sprinkler systems. 


903.2.1.3 Group A-3. An automatic sprinkler system shall be provided 
throughout stories containing Group A-3 occupancies and throughout all 
stories from the Group A-3 occupancy to and including the levels of 
exit discharge serving that occupancy where one of the following con- 
ditions exists: 


1. The fire area exceeds 12,000 square feet (1115 m*) . 

2. The fire area has an occupant load of 300 or more. 

3. The fire area is located on a floor other than a level of exit 
discharge serving such occupancies. 
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EXCEPTION: For fixed guideway transit and passenger rail system stations, an automatic sprinkler system shall be provided in accordance with 
Section ((3H4)) 3116. 


903.2.1.6 Assembly occupancies on roofs. Where an occupied roof has an 
assembly occupancy with an occupant load exceeding 100 for Group A-2, 
and 300 for other Group A occupancies, the building shall be equipped 
with an automatic sprinkler system in accordance with Section 
B0'3' Sie Lal “Oe: 9035-35 the 2%. 


EXCEPTION: Open parking garages of Type I or Type II construction. 


903.2.1.8 Nightclub. An automatic sprinkler system shall be provided 
throughout Group A-2 nightclubs as defined in this code. 


903.2.3 Group E. An automatic sprinkler system shall be provided for 
fire areas containing Group E occupancies where the fire area has an 
occupant load of 51 or more, calculated in accordance with Table 
1004.5. 


EXCEPTIONS: 1. Portable school classrooms with an occupant load of 50 or less calculated in accordance with Table 1004.5, provided that the 
aggregate area of any cluster of portable school classrooms does not exceed 6,000 square feet (557 m°); and clusters of portable school 
classrooms shall be separated as required by the building code; or 
2. Portable school classrooms with an occupant load from 51 through 98, calculated in accordance with Table 1004.5, and provided 
with two means of direct independent exterior egress from each classroom in accordance with Chapter 10, and one exit from each class 
room shall be accessible, provided that the aggregate area of any cluster of portable classrooms does not exceed 6,000 square feet (557 
m2); and clusters of portable school classrooms shall be separated as required by the building code; or 
3. Fire areas containing day care and preschool facilities with a total occupant load of 100 or less located at the level of exit discharge 
where every room in which care is provided has not fewer than one exit discharge door. 


903.2.6 Group I. An automatic sprinkler system shall be provided 
throughout buildings with a Group I fire area. 


EXCEPTIONS: 1. An automatic sprinkler system installed in accordance with Section 903.3.1.2 shall be permitted in Group I-1 Condition | facilities. 
2. Where new construction house 16 persons receiving care, an automatic sprinkler system installed in accordance with Section 
903.3.1.2 shall be permitted for Group I-1, Condition 2, assisted living facilities licensed under chapter 388-78A WAC and residential 
treatment facilities licensed under chapter 246-337 WAC. 

3. An automatic sprinkler system installed in accordance with Section 903.3.1.2 shall be permitted in additions to existing buildings 
where both of the following situations are true: 

3.1. The addition is made to a building previously approved as Group LC or Group R-2 that houses either an assisted living facility 
licensed under chapter 388-78A WAC or residential treatment facility licensed under chapter 246-337 WAC. 

3.2. The addition contains spaces for 16 or fewer persons receiving care. 


903.2.6.1 Group I-4. An automatic sprinkler system shall be provided 
in fire areas containing Group I-4 occupancies where the fire area has 
an occupant load of 51 or more, calculated in accordance with Table 
1004.5. 


EXCEPTIONS: 1. An automatic sprinkler system is not required for Group I-4 day care facilities with a total occupant load of 100 or less, and located at 
the level of exit discharge and where every room where care is provided has not fewer than one exterior exit door. 
2. In buildings where Group I-4 day care is provided on levels other than the level of exit discharge, an automatic sprinkler system in 
accordance with Section 903.3.1.1 shall be installed on the entire floor where care is provided, all floors between the level of care and 
the level of exit discharge and all floors below the level of exit discharge other than areas classified as an open parking garage. 


903.2.8 Group R. An automatic fire sprinkler system installed in ac- 
cordance with Section 903.3 shall be provided throughout all buildings 
with a Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 
1. The Group R fire area is no more than 500 square feet and is used for recreational use only. 
2. The Group R fire area is only one story. 
3. The Group R fire area does not include a basement. 
4. The Group R fire area is no closer than 30 feet from another structure. 
5. Cooking is not allowed within the Group R fire area. 
6. The Group R fire area has an occupant load of no more than 8. 
7. A hand held (portable) fire extinguisher is in every Group R fire area. 


903.2.11 Specific building areas and hazards. In all occupancies other 
than Group U, an automatic sprinkler system shall be installed for 
building design or hazards in the locations set forth in Sections 
9082 1. deh rough 903723 Tis Py 


903.2.11.1.3 Basements. Where any portion of a basement is located 
more than 75 feet (22,860 mm) from openings required by Section 
903.2.11.1, or where new walls, partitions or other similar obstruc- 
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tions are installed that increase the exit access travel distance to 
more than 75 feet, the basement shall be equipped throughout with an 
approved automatic sprinkler system. 


903.2.11.7 Relocatable buildings within buildings. Relocatable build- 
ings or structures located within a building with an approved fire 
sprinkler system shall be provided with fire sprinkler protection 
within the occupiable space of the building and the space underneath 
the relocatable building. 


EXCEPTIONS: 1. Sprinkler protection is not required underneath the building when the space is separated from the adjacent space by construction 
resisting the passage of smoke and heat and combustible storage will not be located there. 
2. If the building or structure does not have a roof or ceiling obstructing the overhead sprinklers. 
3. Construction trailers and temporary offices used during new building construction prior to occupancy. 
4. Movable shopping mall kiosks with a roof or canopy dimension of less than 4 feet on the smallest side. 


903.3.1.2 NFPA 13R sprinkler systems. Automatic sprinkler systems in 
Group R occupancies up to and including four stories in height in 
buildings not exceeding 60 feet (18,288 mm) in height above grade 
plane shall be permitted to be installed throughout in accordance with 
NFPA 13R. 

The number of stories of Group R occupancies constructed in ac- 
cordance with Sections 510.2 and 510.4 shall be measured from the hor- 
izontal assembly creating separate buildings. 


903.3.5.3 Underground portions of fire protection system water supply 
piping. The installation or modification of an underground water main, 
public or private, supplying a water-based fire protection system 
shall be in accordance with NFPA 24 and chapter 18.160 RCW. Piping and 
appurtenances downstream of the first control valve on the lateral or 
service line from the distribution main to one-foot above finished 
floor shall be approved by the fire code official. Such underground 
piping shall be installed by a fire sprinkler system contractor li- 
censed in accordance with chapter 18.160 RCW and holding either a Lev- 
el U or a Level 3 license. For underground piping supplying systems 
installed in accordance with Section 903.3.1.2, a Level 2, 3, or U li- 
censed contractor is acceptable. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-0907 Section 907—Fire alarm and detection systems. 


[F] 907.2.3 Group E. Group E occupancies shall be provided with a man- 
ual fire alarm system that initiates the occupant notification signal 
utilizing one of the following: 

1. An emergency voice/alarm communication system meeting the re- 
quirements of Section 907.5.2.2 and installed in accordance with Sec- 
tion 907.6; or 

2. A system developed as part of a safe school plan adopted in 
accordance with RCW 28A.320.125 or developed as part of an emergency 
response system consistent with the provisions of RCW 28A.320.126. The 
system must achieve all of the following performance standards: 

2.1 The ability to broadcast voice messages or customized an- 
nouncements; 

2.2 Includes a feature for multiple sounds, including sounds to 
initiate a lock down; 
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The ability to deliver messages to the interior of a build- 
outside of a building as designated pursuant to the safe 
and to personnel; 

ability for two-way communications; 

ability for individual room calling; 

e ability for a manual override; 


stallation in accordance with NFPA 72; 


’ 
e 
e 


of battery 


200) 


Provide 15 minutes of battery backup for alarm and 24 hours 


backup for standby; and 
cludes a program for annual inspection 


in 


and maintenance in 


accordance with NFPA 72. 


EXCEPTIONS: 


[F] 907.2 
systems o 
shall be 


[F] 907.2 
initiates 
voice/ala 
907.5.2.2 
stalled 1 
smoke det 
nected to 


1. A manual fire alarm system shall not be required in Group E occupancies with an occupant load of 50 or less. 

2. Emergency voice/alarm communication systems meeting the requirements of Section 907.5.2.2 and installed in accordance with 
Section 907.6 shall not be required in Group E occupancies with occupant loads of 100 or less, such as individual portable school 
classroom buildings; provided that activation of the manual fire alarm system initiates an approved occupant notification signal in 
accordance with Section 907.5. 

3. Where an existing approved alarm system is in place, an emergency voice/alarm system is not required in any portion of an existing 
Group E building undergoing any one of the following repairs, alteration or addition: 

3.1 Alteration or repair to an existing building including, without limitation, alterations to rooms and systems, and/or corridor 
configurations, not exceeding 35 percent of the fire area of the building (or the fire area undergoing the alteration or repair if the 
building is comprised of two or more fire areas); or 

3.2 An addition to an existing building, not exceeding 35 percent of the fire area of the building (or the fire area to which the addition is 
made if the building is comprised of two or more fire areas). 

4. Manual fire alarm boxes shall not be required in Group E occupancies where all of the following apply: 

4.1 Interior corridors are protected by smoke detectors. 

4.2 Auditoriums, cafeterias, gymnasiums and similar areas are protected by heat detectors or other approved detection devices. 

4.3 Shops and laboratories involving dust or vapors are protected by heat detectors or other approved detection devices. 

4.4 Manual activation is provided from a normally occupied location. 

5. Manual fire alarm boxes shall not be required in Group E occupancies where all of the following apply: 

5.1 The building is equipped throughout with an approved automatic sprinkler system installed in accordance with Section 903.3.1.1. 
5.2 The emergency voice/alarm communication system will activate on sprinkler waterflow. 

5.3 Manual activation is provided from a normally occupied location. 


.3.1 Sprinkler systems or detection. When automatic sprinkler 
r smoke detectors are installed, such systems or detectors 
connected to the building fire alarm system. 


.6. 
th 


that 
utilizing an emergency 


4 Group I-4 occupancies. A manual fire alarm system 

e occupant notification signal 
rm communication system meeting the requirements of Section 
and installed in accordance with Section 907.6 shall be in- 

n Group I-4 occupancies. When automatic sprinkler systems or 

ectors are installed, such systems or detectors shall be con- 
the building fire alarm system. 


EXCEPTIONS: 1. A manual fire alarm system is not required in Group I-4 occupancies with an occupant load of 50 or less. 
2. Emergency voice alarm communication systems meeting the requirements of Section 907.5.2.2 and installed in accordance with 
Section 907.6 shall not be required in Group I-4 occupancies with occupant loads of 100 or less, provided that activation of the manual 
fire alarm system initiates an approved occupant notification signal in accordance with Section 907.5. 
907.2.11.1 Group R-1. Single- or multiple-station smoke alarms shall 
be installed in all of the following locations in Group R-1: 
1. In sleeping areas. 
2. In each loft constructed in accordance with Section 420.14. 
3. In every room in the path of the means of egress from the 
sleeping area to the door leading from the sleeping unit. 
4. In each story within the sleeping unit, including basements. 
For sleeping units with split levels and without an intervening door 
between the adjacent levels, a smoke alarm installed on the upper lev- 


el shall 
level is 


907.2.11. 
smoke ala 
R-4, and 
tions: 
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the ceiling or wall outside of each separate sleeping area 


1. On 
in the immediat 
22 ED 
3. In 
4. In each s 


not including crawl spaces and uninhabi 


dwelling un 


tween the adjacent 


shall 
level 


[F] 907.5.2.1.2 Maximum sound pressure. 
produced by combining 
tification appliances operating 


ble no 
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vicinity of bedrooms. 
each room used for sleeping purposes. 
each loft constructed in accordance with Section 420.14. 
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907.9 Reserved. 


averag 
noise is greater than 95 dBA, 
l be provided in accordan 
arm notification appliances shall not be required. 
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sound 
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ssur 
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leve] 
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ce with NFPA 72 and audible 
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t exceed 110 dBA at the 
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[F] 907.10 NICET: National Institute for Certification in Engineering 


Technologie 
907.10.1 Sc 


S. 


ope. 


alarm systems. 


907.10.2 Design review. All construction documen 


by a NICET 


III 


professional 


shal 


] 


tion. 


907.10.3 Testing/maintenance. 
programing not defined as 


tem has b 


signed, 


2018.) 


All inspection, 
"electrical construc 


19.28 RCW shall be completed by a NICET II 


July 1, 201 


AMENDATORY SECTION 
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WAC 51-50-1004 
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The reviewing 


This section shall apply to new and existing fire 
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(PE) 


Py cor a 
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(Amending WSR 22-13-094, 
and 9/25/23, 


Table 1004.5 
Maximum Floor Area Allowance Per Oc- 


23-12-103, 
effective 3/15/24) 


Section 1004—Occupant load. 


and 2 


cupant 
OCCUPANT 
LOAD 
FUNCTION OF SPACE FACTOR? 
Accessory storage areas, mechanical 300 gross 
equipment room 
Agricultural building 300 gross 
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OCCUPANT 
LOAD 
FUNCTION OF SPACE FACTOR? 
Aircraft hangars 500 gross 
Airport terminal 
Baggage claim 20 gross 
Baggage handling 300 gross 
Concourse 100 gross 
Waiting areas 15 gross 
Assembly 
Gaming floors (keno, slots, etc.) 11 gross 
Exhibit gallery and museum 30 net 
Billiard table/game table area 50 gross 
Assembly with fixed seats See Section 
1004.6 
Assembly without fixed seats 
Concentrated (chairs only - not fixed) 7 net 
Standing space 5 net 
Unconcentrated (tables and chairs) 15 net 
Bowling centers, allow 5 persons for 
each lane including 15 feet of runway, 
and for additional areas 7 net 
Business areas 
Concentrated business use areas 150 gross 
(See Section 
1004.8) 
Courtrooms - Other than fixed seating 
areas 40 net 
Day care 35 net 
Dormitories 50 gross 
Educational 
Classroom area 20 net 
Shops and other vocational room areas | 50 net 
Exercise rooms 50 gross 
Fixed guideway transit and passenger 100 gross 
rail systems (See Section 
Platform ((3H4)) 
Concourse/lobby 3116) 
Group H-5 fabrication and 200 gross 
manufacturing areas 
Industrial areas 100 gross 
Institutional areas 
Inpatient treatment areas 240 gross 
Outpatient areas 100 gross 
Sleeping areas 120 gross 
Kitchens, commercial 200 gross 
Library 
Reading rooms 50 net 
Stack area 100 gross 
Locker rooms 50 gross 
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OCCUPANT 
LOAD 
FUNCTION OF SPACE FACTOR? 
Mall buildings - Covered and open See Section 
402.8.2 
Mercantile 60 gross 
Storage, stock, shipping areas 300 gross 
Parking garages 200 gross 
Residential 200 gross 
Skating rinks, swimming pools 
Rink and pool 50 gross 
Decks 15 gross 
Stages and platforms 15 net 
Warehouses 500 gross 


a Floor area in square feet per occupant. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-1006 Section 1006—Number of exits and exit access 
doorways. 
Table 1006.2.1 


Spaces with One Exit or Exit Access Doorway 


MAXIMUM COMMON PATH OF EGRESS TRAVEL DISTANCE (feet) 
Without Sprinkler System (feet) 
MAXIMUM OCCUPANT oseupany Eoad With Sprinkler 

OCCUPANCY LOAD OF SPACE OL < 30 OL (@)) = 30 System (feet) 
AS, EŁ M 758 
B 1008 
F 100° 
H-1, H-2, H-3 25b 
H-4, H-5 75b 
I-1, 1-24, 1-4 75((b)) a 
1-3 100? 
R-1 752 
R-2 1254 
R-3° 12548 
R-4¢ 12538 
sf 100? 
U 75? 


For SI: 1 foot = 304.8 mm. 
NP = Not Permitted. 
a Buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1 or 903.3.1.2. See Section 903 for occupancies 
where automatic sprinkler systems are permitted in accordance with Section 903.3.1.2. 
Group H occupancies equipped throughout with an automatic sprinkler system in accordance with Section 903.2.5. 


b 
¢ For a room or space used for assembly purposes having fixed seating, see Section 1029.8. 
d For the travel distance limitations in Group I-2, see Section 407.4. 

e The common path of egress travel distance shall only apply in a Group R-3 occupancy located in a mixed occupancy building. 
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f The length of common path of egress travel distance in a Group S-2 open parking garage shall be not more than 100 feet. 

g For the travel distance limitations in Groups R-3 and R-4 equipped throughout with an automatic sprinkler system in accordance with Section 
903.3.1.3, see Section 1006.2.2.6. 

h Day care facilities, rooms or spaces where care is provided for more than 10 children that are 2 1/2 years of age or less, shall have access to not less 
than two exits or exit access doorways. 


1006.2.1 Egress based on occupant load and common path of egress trav- 
el distance. Two exits or exit access doorways from any space shall be 
provided where the design occupant load or the common path of egress 
travel distance exceeds the values listed in Table 1006.2.1. The cumu- 
lative occupant load from adjacent rooms, areas or spaces shall be de- 
termined in accordance with Section 1004.2. 


EXCEPTIONS: 1. The number of exits from foyers, lobbies, vestibules or similar spaces need not be based on cumulative occupant loads for areas 
discharging through such spaces, but the capacity of the exits from such spaces shall be based on applicable cumulative occupant loads. 
2. Care suites in Group I-2 occupancies complying with Section 407.4. 
3. Unoccupied mechanical rooms and penthouses are not required to comply with the common path of egress travel distance 
measurement. 
4. The common path of travel for fixed transit and passenger rail system stations shall be in accordance with Section 3116. 


1006.2.1.1 Three or more exits or exit access doorways. Three exits or 
exit access doorways shall be provided from any space with an occupant 
load of 501 to 1,000. Four exits or exit access doorways shall be pro- 
vided from any space with an occupant load greater than 1,000. 


EXCEPTION: The number of required exits for fixed transit and passenger rail systems may be reduced by one at open stations. 


1006.3.4 Single exits. A single exit or access to a single exit shall 
be permitted from any story or occupied roof where one of the follow- 
ing conditions exists: 
The occupant load, number of dwelling units and exit access 
travel distance within the portion of the building served by the sin- 
gle exit do not exceed the values in Table 1006.3.4(1) or 1006.3.4(2). 
2. Rooms, areas and spaces complying with Section 1006.2.1 with 
exits that discharge directly to the exterior at the level of exit 
discharge, are permitted to have one exit or access to a single exit. 
3. Parking garages where vehicles are mechanically parked shall 
be permitted to have one exit or access to a single exit. 
4. Groups R-3 and R-4 occupancies shall be permitted to have one 
exit or access to a single exit. 
5. Individual single-story or multistory dwelling units shall be 
permitted to have a single exit or access to a single exit from the 
dwelling unit provided that both of the following criteria are met: 
5.1. The dwelling unit complies with Section 1006.2.1 as a space 
with one means of egress. 
5.2. Either the exit from the dwelling unit discharges directly 
to the exterior at the level of exit discharge, or the exit access 
outside the dwelling unit's entrance door provides access to not less 
than two approved independent exits. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-1101 Section 1101—General. 


1101.2 Design. Buildings and facilities shall be designed and con- 
structed to be accessible in accordance with this code and ICC A117.1, 
except those portions of ICC A117.1 amended by this section. 


1101.2.1 Reserved. 
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1101.2.2 (ICC A117.1 Section 404.2.8) Door-opening force. Fire doors 
and doors or gates required to be equipped with panic hardware, break 
away features or other factors requiring higher opening force for 
safety reasons shall have the minimum opening force allowable in scop- 
ing provisions adopted by the appropriate administrative authority. 
For other doors or gates, the force for pushing or pulling open doors 
or gates shall be as follows: 


1. Interior hinged door: 5.0 pounds (22.2 N) maximum 
2. Interior sliding or folding doors: 5.0 pounds (22.2 N) maximum 
3. Exterior hinged, sliding or folding door: 10 pounds (44.4 N) 


maximum. 


EXCEPTION: The force required to retract latch bolts or disengage other devices that hold the door or gate in a closed position shall not apply to panic 
hardware, delayed egress devices or fire-rated hardware. 


1101.2.3 Reserved. 


1101.2.4 (ICC ANSI A117.1 603.6) Operable parts. Operable parts on 
drying equipment, towel or cleansing product dispensers, and disposal 
fixtures shall comply with Table 603.6. 


1101.2.5 (ICC A117.1 Section 604.6) Flush controls. Flush controls 
shall be hand operated or automatic. Hand operated flush controls 
shall comply with Section 309, except the maximum height above the 
floor shall be 44 inches. Flush controls shall be located on the open 
side of the water closet. 


EXCEPTION: In ambulatory accessible compartments complying with Section 604.10, flush controls shall be permitted to be located on either side of 
the water closet. 


1101.2.6 (ICC A117.1 Section 703.6.3.1) International Symbol of Acces- 
sibility. Where the International Symbol of Accessibility is required, 
it shall be proportioned complying with ICC Al17.1 Figure 703.6.3.1. 
All interior and exterior signs depicting the International Symbol of 
Accessibility shall be white on a blue background. 


1101.2.7 (ICC A117.1 Section 502.2) Vehicle space size. Car and van 
parking spaces shall be 96 inches (2440 mm) minimum in width. 


1101.2.8 (ICC A117.1 Section 502.4.2) Access aisle width. Access 
aisles serving car parking spaces shall be 60 inches (1525 mm) minimum 
in width. Access aisles serving van parking spaces shall be 96 inches 
(2440 mm) minimum in width. 


1101.2.9 (ICC A117.1 Section 502.7) Identification. Accessible parking 
spaces shall be indicated by a vertical sign. The signs shall include 
the International Symbol of Accessibility complying with section 
703.6.3.1. Such symbol shall be white on a blue background. Signs 
identifying van parking spaces shall contain the designation "van ac- 
cessible." The sign may include additional language such as, but not 
limited to, an indication of the amount of the monetary penalty de- 
fined in RCW 46.19.050 for parking in the space without a valid per- 
mit. A vertical "no parking" sign shall be erected at the head of each 
access aisle located adjacent to an accessible parking space. The sign 
may include additional language such as, but not limited to, an indi- 
cation of any penalty for parking in an access aisle. Such signs shall 
be 60 inches (1525 mm) minimum above the floor of the parking space, 
measured to the bottom of the sign. 
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AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-1108 Section 1108—Dwelling units and sleeping units. 


1108.6.2.2.1 Type A units. In Group R-2 Occupancies containing more 
than 10 dwelling units or sleeping units, at least 5 percent, but not 
less than one, of the units shall be a Type A unit. All units ona 
site shall be considered to determine the total number of units and 
the required number of Type A units. Type A units shall be dispersed 
among the various classes of units, as described in Section 1108.6. 
Bedrooms in monasteries and convents shall be counted as sleeping 
units for the purpose of determining the number of units. Where the 
sleeping units are grouped into suites, only one sleeping unit in each 
suite shall count towards the number of required Type A units. 


EXCEPTIONS: 1. The number of Type A units is permitted to be reduced in accordance with Section (H877) 1108.7. 
2. Existing structures on a site shall not contribute to the total number of units on a site. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-1110 Section 1110—Other features and facilities. 


1110.2 Toilet and bathing facilities. Each toilet room and bathing 
room shall be accessible. Where a floor level is not required to be 
connected by an accessible route, the only toilet rooms or bathing 
rooms provided within the facility shall not be located on the inac- 
cessible floor. Except as provided for in Sections 1110.2.4 and 
1110.2.5 at least one of each type of fixture, element, control or 
dispenser in each accessible toilet room and bathing room shall be ac- 
cessible. 


EXCEPTIONS: 1. Toilet rooms or bathing rooms accessed only through a private office, not for common or public use and intended for use by a single 
occupant, shall be permitted to comply with the specific exceptions in ICC A117.1. 
2. This section is not applicable to toilet and bathing rooms that serve dwelling units or sleeping units that are not required to be 
accessible by Section 1108. 
3. Where multiple single-user all-gender toilet rooms or bathing rooms are clustered at a single location, at least 50 percent shall be 
accessible. 
4. Where no more than one urinal is provided in a toilet room or bathing room, the urinal is not required to be accessible. 
5. Toilet rooms or bathing rooms that are part of critical care or intensive care patient sleeping rooms serving accessible units are not 
required to be accessible. 
6. Toilet rooms or bathing rooms designed for bariatrics patients are not required to comply with the toilet room and bathing room 
requirement in ICC A117.1. The sleeping units served by bariatrics toilet or bathing rooms shall not count toward the required number 
of accessible sleeping units. 
7. Where permitted in Section (H87) 1108, in toilet rooms or bathrooms serving accessible units, water closets designed for assisted 
toileting shall be permitted to comply with Section ((4409-2-4)) 1110.2.2. 
8. Where permitted in Section ((4497)) 1108, in bathrooms serving accessible units, showers designed for assisted ((teHeting)) bathing 
shall be permitted to comply with Section ((4409.2-5)) 1110.2.3. 
9. Where toilet facilities are primarily for children's use, required accessible water closets, toilet compartments and lavatories shall be 
permitted to comply with children's provision of ICC A117.1. 


1110.5.1 Minimum number. Not fewer than two drinking fountains shall 
be provided. One drinking fountain shall comply with the requirements 
for people who use a wheelchair and one drinking fountain shall comply 
with the requirements for standing persons. 


EXCEPTIONS: 1. A single drinking fountain with two separate spouts that complies with the requirements for people who use a wheelchair and 
standing persons shall be permitted to be substituted for two separate drinking fountains. 
2. Where drinking fountains are primarily for children's use, drinking fountains for people using wheelchairs shall be permitted to 
comply with the children's provisions in ICC A117.1 and drinking fountains for standing children shall be permitted to provide the spout 
at 30 inches (762 mm) minimum above the floor. 
3. In all occupancies that require more than two drinking fountains per floor or secured area, bottle filling stations shall be allowed to be 
substituted in accordance with Section 2902.5. 
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AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-1203 Section 1203—Temperature control. 


1203.1 Equipment and systems. Interior spaces intended for human occu- 
pancy shall be provided with active or passive space-heating systems 
capable of maintaining an indoor temperature of not less than 68°F 
(20°C) at a point 3 feet (914 mm) above the floor on the design heat- 
ing day. 

EXCEPTIONS: 1. Interior spaces where the primary purpose of the space is not associated with human comfort. 


2. Group F, H, S, or U occupancies. 
3. Group R-1 Occupancies not more than 500 square feet (46 m2). 


1203.2 Definitions. For the purposes of this section only, the follow- 
ing definitions apply. 

DESIGNATED AREAS are those areas designated by a county to be an urban 
growth area in chapter 36.70A RCW and those areas designated by the 
U.S. Environmental Protection Agency as being in nonattainment for 
particulate matter. 

SUBSTANTIALLY REMODELED means any alteration or restoration of a building 
exceeding 60 percent of the appraised value of such building within a 
12-month period. For the purpose of this section, the appraised value 
is the estimated cost to replace the building and structure in-kind, 
based on current replacement costs. 


1203.3 Primary heating source. Primary heating sources in all new and 
substantially remodeled buildings in designated areas shall not be de- 
pendent upon wood stoves. 


1203.4 Solid fuel burning devices. No new or used solid fuel burning 
device shall be installed in new or existing buildings unless such de- 
vice is United States Environmental Protection Agency certified or ex- 
empt from certification by the United States Environmental Protection 
Agency and conforms with RCW ( (40-94.0H4,—746-94.453,—40-34. are 
7094457) ) 70A.15.1005, 70A.15.3500, 70A.15.3510, and 70A.15.3530. 


EXCEPTIONS: 1. Wood cook stoves. 
2. Antique wood heaters manufactured prior to 1940. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-1208 Section 1208—( (Bweltling—unit—size)) Interior 
Space dimensions. 
1208.3 Dwelling unit size. Dwelling units shall have a minimum of 190 
square feet (17.7 m?) of habitable space. 


1208.4 Room area. Every dwelling unit shall have not less than one 
room that shall have not less than 120 square feet (11.2 m*) of net 
floor area. Sleeping units and other habitable rooms of a dwelling 
unit shall have a net floor area of not less than 70 square feet (6.5 
2 

m^ys 


EXCEPTION: Kitchens are not required to be of a minimum floor area. 


1208.5 Efficiency dwelling units. Efficiency dwelling units shall con- 
form to the requirements of the cod xcept as modified herein: 
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1613.4.2 ASCE 7 Section 12.6. Amend ASCE 7 Section 12.6 and Table 


12.6-1 to read as follows: 
12.6 ANALYSIS PROCEDURE SELECTION 


The structural analysis required by Chapter 
12 shall consist of one of the types permitted in Table 12.6-1, based 

on the structure's seismic design category, structural system, dynamic 
properties, and regularity, or with the approval of the authority hav- 
ing jurisdiction, an alternative generally accepted procedure is per- 

mitted to be used. The analysis procedure selected shall be completed 

in accordance with the requirements of the corresponding section ref- 

erenced in Table 12.6-1. 


12.6.1 Analysis procedure. 


Table 12.6-1 


Permitted Analytical Procedures 


Modal Response 
Spectrum Analysis, 
Section 12.9.1, or 


Seismic Equivalent Lateral Linear Response Nonlinear Response 
Design Force Procedure, History Analysis, History Procedures, 
Category Structural Characteristics Section 12.87 Section 12.9.2 Chapter 16° 
B,C All structures P P P 
D, E, F Risk Category I or II buildings P P P 
not exceeding two stories above 
the base 
Structures of light frame P P P 
construction 
Structures with no structural P P P 


irregularities and not exceeding 
160 ft in structural height 


Structures exceeding 160 ft in P P P 
structural height with no 
structural irregularities and with 
T <3.5Ts 


Structures not exceeding 160 ft in P P P 
structural height and having only 
horizontal irregularities of Type 
2, 3, 4, or 5 in Table 12.3-1 or 
vertical irregularities of Type 4, 
5a, or 5b in Table 12.3-2 


All other structures < 240 ft in NP P P 
height 
All structures > 240 ft in height NP NP pe 


a P: Permitted; NP: Not Permitted; 7s= Sp1/Sps- 


1613.4.3 ASCE 7 Section 11.2. Amend ASCE 7 Section 11.2 to include the 
following definition: 
USGS SEISMIC DESIGN GEODATABASE: A U.S. Geological Survey (USGS) data- 


base of geocoded values of seismic design parameters and geocoded sets 
of multiperiod 5%-damped risk-targeted maximum considered earthquake 
(MCER) response spectra. The parameters obtained from this database 
may only be used where referenced by Section 11.4.8.1. 


User Note: The USGS Seismic Design Geodatabase is intended to be ac- 
cessed through a USGS Seismic Design web service that allows the user 
to specify the site location, by latitude and longitude, and the site 


class to obtain the seismic design data. The USGS web service spatial- 
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8. 


tion (12.8-3) and Sp, T,/T* in Equation 


period, T}. 
is required, 


(12.8-4). 


Pang 


following section: 


Say 
of 


Sa shall be 


factored by 10/T, 
the long-period 
and shall be taken as the value of Sa at the 


OT;/T?, where the value of T is greater 


it shall be de- 


ultiperiod design response spectrum by 


th 


For use with the equivalent lateral force procedure, 
tral acceleration S, at T shall be permitted to replace Spı/T in Equa- 


spec- 


1613.4.5 ASCE 7 Section 20.6. Amend ASCE 7 Chapter 20 to include the 


Section 20.6 Site classification procedure for use with Section 


11.4.8.1. 
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sponse spectrum and associated spectral parameters in accordance with 


Section 11.4.8.1, 
with this section. 
Site class shall 


the site class shal 
For all other appl 


ll be determined in accordance 
ications in this standard the 


The sit 
and Sect 
Vs 


20.6.1 Site classification. 
cordance with Table 20.6-1 
shear wave velocity parameter, 
shear wave velocity profil 
ft (30 m). Where shear wave velocit 
eralized correlations between shear 
tration test (SPT) blow counts, 
sistan 
used to obtain an estimat 
in Section 20.6.3. Wher 

locities or other geotechnical data 
wave velocity) 
(30 m), 
Where 
d rmine the site class, 

Class C, Site Class CD and 
shall be used unless the a 
data determine that Site Class 

site. Site Classes A and B shal 
more than 10 ft (3.1m) of soil 
tom of the spread footing or mat 


1 


DE 


Dy 


20.6.2 Site class definitions. Site 


accordance with the definitions provided in Tab] 


section. 


20.6.2.1 Soft clay Site Class E. Where a site does no 
the criteria for Site Class F per Section 20.3.1 


thickness of soft clay greater than 
layer is defined by s,<500 psf 


be determined per Section 20.1. 


te soil shall 
tion 20.6.2 based on the average 

which is derived from the measured 
le from the ground sur 
ty is not measured, 


cone pene 
ce, shear strength, or other geotechnical parameters shall be 
ted shear wave velocity profil 
site-specific dat 


are available only to a maximum depth 
shall be estimated as described in Sec 
the soil properties are not known 
the most cri 
Site Class 
uthority having ju 
E or F soils are presen 
l not be assigned to a site if 
between the rock surface and 
foundation. 


(Sy<25 kPa), 


be classified in ac- 


ae. 


face to a depth of 100 
appropriate gen- 
wave velocity and standard pene- 


tration test (CPT) tip re- 


le, as described 
shear wave ve- 
to estimate shear 
less than 100 ft 
tion 20.6.3. 

in sufficient detail to 
site conditions of Site 
defined in Section 20.6.2, 
risdiction or geotechnical 
t at the 
there is 
the bot- 


(measured 
be used 


ta 
that can 


tical 
D, as 


class types shall be assigned in 
e 20.6.2-1 and this 


t qualify under 
and there is a total 
(3 m), where a soft clay 

w 2 40%, and PI > 20, it 
is made re- 


10 ft 


This classification 


Site Classes C, CD, D, DE and E. The assignment of Site Cl 


lass 
shear wave 


shall be classified as Site Class E. 

gardless of Vs, as computed in Section 20.4. 

20.6.2.2 

C, CD, D, DE and E soils shall be made based on the averag 
velocity, which is derived from the 


from the ground surface to a dept 
Section 20.4. 


20.6.2.3 Site Classes B and BC (medium hard and soft rock). 


B can only be assigned to a site on 
measured on site. 
the site condit 
ing geologist, 


th of 100 ft 


Site shear wave velocity profile 


(30 m), as described in 


Site Class 
the basis of shear wave velocity 


If shear wave velocity data are not available and 
tion is estimated by a 
or seismologist as Sit 


geotechnical engineer, engineer- 
te Class B or BC on the basis of 


site geology, consisting of compe 
and weathering, the site shall be 
and more highly fractured and weat 


on site for shear wave velocity or classified as Sit 


20.6.2.4 Site Class A (hard rock). 
gory shall be support 


site or on profiles of the same rock type in the same formation wi 


an equal or greater degr 
rock conditions are 


known to be cont 


ten 
classified as Site Class BC. 


t rock with moderate fracturing 
Softer 
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m), surficial shear wave velocity measurements to maximum depths less 
than 100 ft are permitted to be extrapolated to assess Vs. 


Table 20.6.2-1 Site Classification 


Vs Calculated Using Measured 
or Estimated Shear Wave 


Site Class Velocity Profile (ft/s) 
A. Hard Rock > 5,000 
B. Medium Hard Rock > 3,000 to 5,000 
BC. Soft Rock > 2,100 to 3,000 
C. Very Dense Sand or Hard Clay > 1,450 to 2,100 
CD. Dense Sand or Very Stiff Clay > 1,000 to 1,450 
D. Medium Dense Sand or Stiff Clay > 700 to 1,000 
DE. Loose Sand or Medium Stiff Clay > 500 to 700 
E. Very Loose Sand or Soft Clay < 500 


20.6.3 Estimation of shear wave velocity profiles. Where measured 
shear wave velocity data are not available, shear wave velocity shall 
be estimated as a function of depth using correlations with suitable 
geotechnical parameters, including standard penetration test (SPT) 
blow counts, shear strength, overburden pressure, void ratio, or cone 
penetration test (CPT) tip resistance, measured at the site. 

Site class based on estimated values of shall be derived using 
Vs, Ws/1.3, and 1.3Vs when correlation models are used to derive shear 
wave velocities. Where correlations derived for specific local regions 
can be demonstrated to have greater accuracy, factors less than 1.3 
can be used if approved by the authority having jurisdiction. If the 
different average velocities result in different site classes per Ta- 
ble 20.6.2-1, the most critical of the site classes for ground motion 
analysis at each period shall be used. 

Where the available data used to establish the shear wave veloci- 
ty profile extends to depths less than 100 ft (30 m) but more than 50 
ft (15 m), and the site geology is such that soft layers are unlikely 
to be encountered between 50 and 100 ft, the shear wave velocity of 
the last layer in the profile shall be extended to 100 ft for the cal- 
culation of in Equation (20.4-1). Where the data does not extend to 
depths of 50 ft (15 m), default site classes, as described in Section 
20.6.1, shall be used unless another site class can be justified on 
the basis of the site geology. 


1613.4.6 ASCE 7 Section 21.3.1. Amend ASCE 7 Section 21.3 to include 
the following section: 


Section 21.3.1 Alternate minimum design spectral response accelera- 
tions. As an alternate approach to Section 21.3, the lower limit of Sa 
is permitted to be determined according to this section. The design 
spectral response acceleration at any period shall not be taken less 
than 80% of the multiperiod design response spectrum as determined by 
Section 11.4.8.1. 

For sites classified as Site Class F requiring site-specific 
analysis in accordance with Section 11.4.8, the design spectral re- 
sponse acceleration at any period shall not be less than 80% of Sa de- 
termined for Site Class E. 


EXCEPTION: Where a different site class can be justified using the site-specific classification procedures in accordance with Section 20.6.2.2, a lower 
limit of 80% of S, for the justified site class shall be permitted to be used. 


Certified on 11/30/2023 [ 118 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-102 


AMENDATORY SECTION (Amending WSR 23-02-073, 23-12-103, and 23-20-023, 
filed 1/4/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-2103 Section 2103—((Mertar)) Masonry construction ma- 
terials. 


2103.2.4 Mortar for adhered masonry veneer. Mortar for use with ad- 
hered masonry veneer shall conform to ASTM C270 for Type N or S, or 
shall comply with ANSI A118.4 or A118.15 for modified dry-set cement 
mortar. The cementitious bond coat shall comply with ANSI A118.4 or 
A118.15. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-2902 Section 2902—Minimum plumbing facilities. 


2902.1 Minimum number of fixtures. Plumbing fixtures shall be provided 
in the minimum number shown in Table 2902.1. Uses not shown in Table 
2902.1 shall be determined individually by the building official based 
on the occupancy which most nearly resembles the proposed occupancy. 
The number of occupants shall be determined by this code. Plumbing 
fixtures need not be provided for unoccupied buildings or facilities. 


2902.1.1.1 Private offices. Fixtures only accessible to private offi- 
ces shall not be counted to determine compliance with this section. 


2902.1.1.2 Urinals in men's facilities. Where urinals in men's facili- 
ties are provided, one water closet less than the number specified may 
be provided for each urinal installed, except the number of water 
closets in such cases shall not be reduced to less than one quarter 
(25 percent) of the minimum specified. 


2902.1.1.3 Urinals in all-gender facilities. Where urinals are provi- 
ded in all-gender facilities, one water closet less than the number 
specified may be provided for each urinal installed, except the number 
of water closets in such cases shall not be reduced less than one 
quarter (25 percent) of the minimum specified. 


2902.2 Separate facilities. Where plumbing fixtures are required, sep- 
arate facilities shall be provided for each sex. 


EXCEPTIONS: 1. Separate facilities shall not be required for dwelling units and sleeping units. 
2. Separate facilities shall not be required in structures or tenant spaces with a total occupant load, including both employees and 
customers, of 15 or fewer. 
3. Separate facilities shall not be required in mercantile occupancies in which the maximum occupant load is 100 or fewer. 
4. Separate facilities shall not be required in business occupancies in which the maximum occupant load is 25 or fewer. 
5. Separate facilities shall not be required in spaces primarily used for drinking or dining with a total occupant load, including both 
employees and customers, of 30 or fewer. 
6. Separate facilities shall not be required when all-gender facilities are provided in accordance with Section 2902.2.2. 
7. Separate facilities shall not be required where rooms having both water closets and lavatory fixtures are designed for use by both 
sexes and privacy for water closets are installed in accordance with Section 1210.3.1. Urinals shall be located in an area visually 
separated from the remainder of the facility or each urinal that is provided shall be located in a stall. 


2902.2.2 All-gender facilities. All-gender toilet facilities, when 
provided, shall be in accordance with the following: 

1. There is no reduction in the number of fixtures required to be 
provided for male and female in the type of occupancy and in the mini- 
mum number shown in Table 2902.1. 

2. All-gender multiuser toilet rooms shall have water closets and 
urinals located in toilet compartments in accordance with ICC Al117.1. 
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3. All-gender multiuser toilet room water closet and urinal com- 
partments shall have full-height walls and a door enclosing the fix- 
ture to ensure privacy. 

4. All-gender toilet room water closet and urinal compartment 
doors shall be securable from within the compartment. 

5. All-gender toilet rooms provided for the use of multiple occu- 
pants, the egress door from the room shall not be lockable from the 
inside of the room. 

6. Compartments shall not be required in a single-occupant toilet 
room with a lockable door. 


2902.3 Employee and public toilet facilities. For structures and ten- 
ant spaces intended for public utilization, customers, patrons and 
visitors shall be provided with public toilet facilities. Employees 
associated with structures and tenant spaces shall be provided with 
toilet facilities. The number of plumbing fixtures located within the 
required toilet facilities shall be provided in accordance with Sec- 
tion 2902 for all users. Employee toilet facilities shall be either 
separate or combined employee and public toilet facilities. 


EXCEPTION: Public toilet facilities shall not be required for: 
1. Parking garages where operated without parking attendants. 
2. Structures and tenant spaces intended for quick transactions, including takeout, pickup and drop-off, having a public access area less 
than or equal to 300 square feet (28 m?). 
3. Fixed guideway transit and passenger rail systems constructed in accordance with Section ((34+42)) 3116. 


2902.3.3 Location of toilet facilities in occupancies other than 
malls. In occupancies other than covered and open mall buildings, the 
required public and employee toilet facilities shall be located in 
each building not more than one story above or below the space re- 
quired to be provided with toilet facilities, or conveniently in a 
building adjacent thereto on the same property, and the path of travel 
to such facilities shall not exceed a distance of 500 feet (152 m). 


EXCEPTIONS: 1. The location and maximum distances of travel to required employee facilities in factory and industrial occupancies shall be permitted 
to exceed that required by this section, provided that the location and maximum distance of travel are approved. 
2. The location and maximum distances of travel to required public and employee facilities in Group S occupancies shall be permitted to 
exceed that required by this section, provided that the location and maximum distances of travel are approved. 


2902.5 Drinking fountain location. Drinking fountains shall not be re- 
quired to be located in individual tenant spaces provided that public 
drinking fountains are located within a distance of travel of 500 feet 
of the most remote location in the tenant space and not more than one 
story above or below the tenant space. Where the tenant space is in a 
covered or open mall, such distance shall not exceed 300 feet. Drink- 
ing fountains shall be located on an accessible route. Drinking foun- 
tains shall not be located in toilet rooms. 


2902.5.1 Drinking fountain number. Occupant loads over 30 shall have 
one drinking fountain for the first 150 occupants, then one per each 
additional 500 occupants. 


EXCEPTIONS: 1. Sporting facilities with concessions serving drinks shall have one drinking fountain for each 1000 occupants. 
2. A drinking fountain need not be provided in a drinking or dining establishment. 


2902.5.2 Multistory buildings. Drinking fountains shall be provided on 
each floor having more than 30 occupants in schools, dormitories, au- 
ditoriums, theaters, offices and public buildings. 


2902.5.3 Penal institutions. Penal institutions shall have one drink- 
ing fountain on each cell block floor and one on each exercise floor. 


2902.5.4 Bottle filling stations. Bottle filling stations shall be 
provided in accordance with Sections 2902.5.4.1 through 2902.5.4.3. 
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2902.5.4.1 Group E occupancies. In Group E occupancies with an occu- 
pant load over 30, a minimum of one bottle filling station shall be 
provided on each floor. This bottle filling station may be integral to 


a drinking fountain. 


2902.5.4.2 Substitution. In all occupancies that require more than two 
drinking fountains per floor or secured area, bottle filling stations 
shall be permitted to be substituted for up to 50 percent of the re- 
quired number of drinking fountains. 


2902.5.4.3 Accessibility. At least one of the required bottle filling 
stations shall be located in accordance with Section 309 of ICC 
All7.1. 


2902.6 Small occupancies. 


2902.8 Dwelling units. 
sink. 


2902.9 Water. Fach required sink, lavatory, bathtub and shower stall 
shall be equipped with hot and cold running water necessary for its 
normal operation. 


This section is not adopted. 


Dwelling units shall be provided with a kitchen 


SECTION 2903—RESERVED. 


SECTION 2904—RESERVED. 


Table 2902.1 


Minimum Number of Required Plumbing Fixtures? 
(See Sections 2902.2 and 2902.3) 
Water Closets Lavatories Bathtubs/ 
No. Classification Occupancy Description Male Female Male Female Showers 
1 Assembly A-14 Theaters and other per 125 per 65 1 per 200 —- 
buildings for the 
performing arts and 
motion pictures 
A-24 Nightclubs, bars, taverns, per 40 per 40 1 per 75 — 
dance halls and buildings 
for similar purposes 
Restaurants, banquet halls per 75 per 75 1 per 200 — 
and food courts 
A-34 Auditoriums without per 125 per 65 1 per 200 — 
permanent seating, art 
galleries, exhibition halls, 
museums, lecture halls, 
libraries, arcades and 
gymnasiums 
Passenger terminals and per 500 per 500 1 per 750 — 
transportation facilities 
Places of worship and per 150 per 75 1 per 200 — 
other religious services 
A-4 Coliseums, arenas, skating per 75 for per 40 for 1 per 200 1 per 150 — 
rinks, pools, and tennis first 1,500 first 1,520 
courts for indoor sporting and 1 per and 1 per 60 
events and activities 20 for or 
remainder remainder 
exceeding exceeding 
,500 ,520 
A-5 Stadiums, amusement per 75 for per 40 for 1 per 200 1 per 150 — 
parks, bleachers and first 1,500 first 1,520 
grandstands for outdoor and 1 per and 1 per 60 
sporting events and 20 for or 
activities remainder remainder 
exceeding exceeding 
,500 ,520 
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Water Closets Lavatories Bathtubs/ 
No. Classification Occupancy Description Male | Female Male Female Showers 
2 Business B Buildings for the 1 per 25 for first 50 and 1 per | 1 per 40 for first 80 and 1 = 
transaction of business, 50 for the remainder per 80 for remainder 
professional services, exceeding 50 exceeding 80 
other services involving 
merchandise, office 
buildings, banks, light 
industrial and similar uses 
3 Educational Ee Educational facilities 1 per 35 1 per 25 1 per 85 1 per 50 — 
4 Factory and F-1 and F-2 Structures in which 1 per 100 1 per 100 Check State 
industrial occupants are engaged in (UPC) 
work fabricating, 
assembling or processing 
of products or materials 
5 Institutional I-1 Residential care per 10 1 per 10 1 per 8 
1-2 Hospitals, ambulatory per room® 1 per room® 1 per 15 
nursing home care 
recipient? 
Employees, other than per 25 1 per 35 — 
residential care? 
Visitors other than per 75 1 per 100 — 
residential care 
1-3 Prisons? per cell 1 per cell 1 per 15 
Reformatories, detention per 15 1 per 15 1 per 15 
centers and correctional 
centers? 
Employees? per 25 1 per 35 — 
1-4 Adult day care and child per 15 1 per 15 1 
day care 
6 Mercantile M Retail stores, service per 500 1 per 750 E 
stations, shops, 
salesrooms, markets and 
shopping centers 
7 Residential R-1 Hotels, motels, boarding per sleeping unit 1 per sleeping unit 1 per sleeping 
houses (transient) unit 
R-2 Dormitories, fraternities, per 10 1 per 10 1 per 8 
sororities and boarding 
houses (not transient) 
Apartment house per dwelling unit 1 per dwelling unit 1 per dwelling 
unit 
R-3 One- and two-family per dwelling unit 1 per 10 1 per dwelling 
dwellings unit 
Congregate living per 10 1 per 10 1 per 8 
facilities with 16 or fewer 
persons 
R-4 Congregate living per 10 1 per 10 1 per 8 
facilities with 16 or fewer 
persons 
8 Storage S-1 Structures for the storage per 100 1 per 100 Check State 
S-2 of goods, warehouses, (UPC) 
storehouses and freight 
depots, low and moderate 
hazard 
a. The fixtures shown are based on one fixture being the minimum required for the number of persons indicated or any fraction of the number of 
persons indicated. The number of occupants shall be determined by this code, except with respect to Group E occupancies the provisions of note "e" 
shall apply. 
b. Toilet facilities for employees shall be separate from facilities for inmates or care recipients. 
c. A single-occupant toilet room with one water closet and one lavatory serving not more than two adjacent patient sleeping units shall be permitted 
where such room is provided with direct access from each patient sleeping unit and with provisions for privacy. 
d. The occupant load for seasonal outdoor seating and entertainment areas shall be included when determining the minimum number of facilities 
required. 
e. For Group E occupancies: The number of occupants shall be determined by using a calculation of 100 square feet gross building area per student for 
the minimum number of plumbing fixtures. 
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AMENDATORY SECTION (Amending WSR 20-01-090, filed 12/12/19, effective 
7/1/20) 


WAC 51-50-30020 ((Reserved.)) Section 30020—Hoistway enclo- 
sures. 


3002.4 Elevator car to accommodate ambulance stretcher. 


In buildings provided with an elevator, at least one elevator 
shall provide fire department emergency access to all floors served 


pa oles 


1. Buildings four or more stories above or below grade plane; and 
2. Any R-1, R-2, or I occupancy building regardless of the number 
of stories. 


mm 


The elevator car shall be of a size and arrangement to accommo- 
date a 24-inch by 84-inch (610 mm by 2134 mm) ambulance stretcher with 


not less than 5-inch (127 mm) radius corners, in the horizontal, open 


less than 3 inches (76 mm) in height and shall be placed inside on 


both sides of the hoistway door frame on both the designated level and 
the alternate level. 


EXCEPTION: Private residence elevators are not required to comply with this section. 


AMENDATORY SECTION (Amending WSR 20-01-103, filed 12/13/19, effective 
TLL I 20) 


WAC 51-50-3006 Section 3006—( (Hlevaters—and econveying—_systems) ) 


Elevator lobbies and hoistway opening protection. 


3006.3 Hoistway opening protection. Where Section 3006.2 requires pro- 
tection of the elevator hoistway door opening, the protection shall be 
provided by one of the following: 
1. An enclosed elevator lobby shall be provided at each floor to 
separate the elevator hoistway shaft enclosure doors from each floor 
by fire partitions in accordance with Section 708. In addition, doors 
protecting openings in the elevator lobby enclosure walls shall comply 
with Section 716.2.2.1 as required for corridor walls. Penetrations of 
the enclosed elevator lobby by ducts and air transfer openings shall 
be protected as required for corridors in accordance with Section 
pike aha c ire rede 
2. An enclosed elevator lobby shall be provided at each floor to 
separate the elevator hoistway shaft enclosure doors from each floor 
by smoke partitions in accordance with Section 710 where the building 


is equipped throughout with an automatic sprinkler system installed in 
accordance with Section 903.3.1.1 or 903.3.1.2. In addition, doors 
protecting openings in the smoke partitions shall comply with Sections 


710.5.2.2, 710.5.2.3, and 716.2.6.1. Penetrations of the enclosed ele- 
vator lobby by ducts and air transfer openings shall be protected as 
required for corridors in accordance with Section 717.5.4.1. 

3. Additional doors shall be provided at each elevator hoistway 
door opening in accordance with Section 3002.6. Such door shall comply 
with the smoke and draft control door assembly requirements in Section 
716.2.2.1.1 when tested in accordance with UL 1784 without an artifi- 
cial bottom seal. 
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4. The elevator hoistway shall be pressurized in accordance with 
Sections 909.6.3 and 909.21. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-3101 Section 3101—General. 


3101.1 Scope. The provisions of this chapter shall govern special 
building construction including membrane structures, temporary struc- 
tures, pedestrian walkways and tunnels, automatic vehicular gates, 
awnings and canopies, marquees, signs, towers, antennas, relocatable 
buildings, swimming pool enclosures and safety devices, solar energy 
systems and fixed guideway transit and passenger rail systems, public 
use restroom buildings on publicly owned lands in flood hazard areas, 
and intermodal shipping containers. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-3103 Temporary structures. 


3103.1 General. The provisions of this section shall apply to struc- 
tures erected for a period of less than 180 days. Special event struc- 
tures, tents, umbrella structures and other membrane structures erec- 
ted for a period of less than 180 days shall also comply with the In- 
ternational Fire Code. Those erected for a longer period of time shall 
comply with applicable sections of this code. 


EXCEPTION: The building official may authorize unheated tents and yurts under 500 square feet (46 m2) accommodating an R-1 Occupancy for 
recreational use as a temporary structure and allow them to be used indefinitely. 


AMENDATORY SECTION (Amending WSR 22-13-094, 23-12-103, and 23-20-023, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-3116 Section 3116—Fixed guideway transit and passen- 
ger rail systems. 


3116.1 Construction. Construction of fixed guideway transit and pas- 
senger rail systems shall be in accordance with NFPA 130-2020, stand- 
ard for fixed guideway transit and passenger rail systems, as modified 
in Section 3116.2. 


3116.2 Modifications to NFPA 130. 


5.2.2.1 Building construction for stations shall be in accordance with 
Table 5.2.2.1 based upon station configuration. 


5.2.2.2 Construction types shall conform to the requirements in IBC 
Chapter 6, unless otherwis xempted in this section. 


Table 5.2.2.1 
Minimum Construction Requirements 
for New Station Structures 
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Station Configuration 


Construction Typet 


Stations erected entirely 
above grade and in a 
separate building: 


Open stations 


Type IIB 


Enclosed stations 


Type HA 


Stations erected entirely or 
partially below grade: 


Open above grade portions 
of below grade structures* 


Type ITA 


structures 


Below grade portions of 


Type IB 


Below grade structures 
with occupant loads 
exceeding 1000 


Type IA 


* Roofs not supporting an occupancy above are not required to have a 
fire resistance rating. 
+ Construction types are in accordance with the IBC. 


5.2.4.3 Ancillary spaces. Fire resistance ratings of separations be- 
tween ancillary occupancies shall be established as required for ac- 
cessory occupancies and incidental uses by the IBC and in accordance 


with ASTM E119 and ANSI/UL 


263. 


5.2.5.4 Materials used as interior finish in open stations shall com- 


ply with the requirements of IBC, Chapter 8. 


5.3.1* General. 


5.3.1.1 The provisions for means of egress for a station shall comply 
with IBC, Chapter 10, except as herein modified. 


5.3.2 Occupant load. 


5.3.2.1 The occupant load for a station shall be based on the train 


load of trains simultaneously entering 


normal traffic direction pl 
ing trains. 


The train load shall 


us the simult 


inside a station. 


2. The basis for calculating train 
the peak period ridership figures as projected for design of a new 
system or as updated for an operating system. 


the station on all tracks in 


taneous entraining load await- 


consider only one train at any one track, 


and entraining loads shall be 


5.3.2.2* For station(s) servicing areas such as civic centers, sports 


complexes, and convention centers, 


the peak ridership figures shall 


consider events that establish occupant loads not included in normal 


passenger loads. 


5.3.2.2.1 Where station occupancy is anticipated to be greater than 
design capacity during a major event the operating agency shall ini- 
restrict access to the station, when re- 


tiate approved measures to 


quired by the fire code official, 


to ensure existing means of egress 


are adequate as an alternate to account for peak ridership associated 


with major events. 


5.3.2.3 At multilevel, multiline, 


loads shall be determined as follows: 
1. The maximum occupant load for each platform shall be consid- 
ered separately for the purpose of sizing the means of egress from 


that platform. 


Certified on 11/30/2023 


[ 125 ] 


or multiplatform stations, occupant 


WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-102 


2.* Simultaneous loads shall be considered for all egress routes 
passing through each level of that station. 


5.3.2.4 Where an area within a station is intended for use by other 
than passengers or employees, the following parameters shall apply: 
1. The occupant load for that area shall be determined in accord- 
ance with the provisions of the IBC ((NFPA—+04+)) as appropriate for 
the use. 


2. The additional occupant load shall be included in determining 
the required egress from that area. 

3. The additional occupant load shall be permitted to be omitted 
from the station occupant load wh re the area has independent means of 


egress of sufficient number and capacity. 


5.3.3.4 Travel distance. For open stations the maximum travel distance 
on the platform to a point at which a means of egress route leaves th 
platform shall not exceed 100 m (325 ft). For enclosed stations the 
travel distance to an exit shall not exceed 76 m (250 ft). 


5.3.5 Stairs and escalators. 


5.3.5.1 Stairs and escalators permitted by Section 5.2.4.1 to be unen- 
closed shall be permitted to be counted as contributing to the egress 
capacity in stations as detailed in Sections 5.2.2 and 5.3.3. 


5.3.5.2 Stairs in the means of egress shall be a minimum of 1120 mm 
(44 in.) wide. 


5.3.5.3* Capacity and travel speed for stairs and escalators shall be 
computed as follows: 
1. Capacity - 0.0555 p/mm-min (1.41 p/in.-min) 
2.* Travel speed - 14.6 m/min (48 ft/min) (indicates vertical 
component of travel speed) 


5.3.5.4 Escalators shall not account for more than one-half of the 
egress capacity at any one level. 


5.3.5.6* In calculating the egress capacity of escalators, the follow- 
ing criteria shall be met: 
1. One escalator at each level shall be considered as being out 
of service. 
2. The escalator chosen shall be the one having the most adverse 
effect upon egress capacity. 


5.3.5.7 Where escalators are permitted as a means of egress in sta- 
tions, the following criteria shall be met: 
1.* The escalators shall be constructed of noncombustible materi- 


als. 


2.* Escalators running in the direction of egress shall be per- 
mitted to remain operating. 

3. Escalators running reverse to the direction of egress shall be 
capable of being stopped locally and remotely as follows: 

a. Locally by a manual stopping device at the escalator. 

b. Remotely by one of the following: 

i. A manual stopping device at a remote location. 

ii. As part of a preplanned evacuation response. 

4.* Where provision is made for remote stopping of escalators 
counted as means of egress, one of the following shall apply: 

a. The stop shall be delayed until it is preceded by a minimum 
15-second audible signal or warning message sounded at the escalator. 
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b. Where escalators are equipped with the necessary controls to 
decelerate in a controlled manner under the full rated load, the stop 
shall be delayed for at least 5 seconds before beginning deceleration, 
and the deceleration rate shall be no greater than 0.052 m/sec? (0.17 
ft/sec?) . 

5. Where an audible signal or warning message is used, the fol- 
lowing shall apply: 

a. The signal or message shall have a sound intensity that is at 
least 15 dBA above the average ambient sound level for the entire 
length of the escalator. 

b. The signal shall be distinct from the fire alarm signal. 

c. The warning message shall meet audibility and intelligibility 
requirements. 


5.3.7* Doors, gates, security grilles, and exit hatches. 


5.3.7.1 The egress capacity for doors and gates in a means of egress 
serving public areas shall be computed as follows: 
1. Sixty people per minute (p/min) for single leaf doors and 
gates. 
2.* 0.0819 p/mm-min (2.08 p/in.-min) for bi-parting multileaf 
doors and gates measured for the clear width dimension. 


5.3.7.2 Gates in a means of egress shall be designed in accordance 
with the requirements for doors serving as a means of egress. 


5.3.7.2.1 Security grilles are allowed when designed and operated in 
accordance with the IBC. 


5.3.7.3 Where used, exit hatches shall comply with the requirements of 
Sections 6.3.3.15 through 6.3.3.17. 


5.3.9* Horizontal exits. Horizontal exits shall comply with IBC Sec- 
tion 1026. 


5.3.11 Means of egress lighting. 


5.3.11.1 Illumination of the means of egress in stations, including 
escalators that are considered a means of egress, shall be in accord- 
ance with IBC Section 1008. 


5.3.11.2 Means of egress, including escalators considered as means of 
egress, shall be provided with a system of emergency lighting in ac- 
cordance with IBC Section 1008 


5.3.11.3 In addition to the requirements of Sections 5.3.11.1 and 
D8 Lilo 2 
1. Lighting for stairs and escalators shall be designed to empha- 
size illumination on the top and bottom steps and landings. 

2. Where newel- and comb-lighting is provided for escalator 


steps, such lighting 


AMENDATORY SECTION (Amending WSR 22-13-094, 


shall be on emergency power circuits. 


23-12-103, and 23-20-0223; 


filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-3314 


3314.1 Fire watch during construction. Wher 


Section 3314—Fire watch during construction. 


required by the fire cod 


official, a fire watch shall be provided during nonworking hours for 
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new construction that exceeds 40 feet 
lowest adjacent grade. 
EXCEPTIONS: 


in height above the 


1. New construction that is built under the IRC. 
2. New construction less than 5 stories and 50,000 square feet (4645 m2) per story. 


AMENDATORY SECTION (Amending WSR 23-02-073, 23-12-103, and 23-20-023, 
filed 1/4/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WSR 23-23-102 


WAC 51-50-3500 Chapter 35—Referenced standards. 


ence standards as follows: 


AMENDATORY SECTION 


Standard reference 


Referenced in code 


number Title section number 
and Rehabiitation of 
ae 
Structures 


ASCE/SEI 7-16 


Minimum Design 
Loads and 
Associated Criteria 
for Buildings and 
Other Structures 
with Supplement 
No.1, Supplement 
No. 2, and 
Supplement No. 3. 


No amendments to 
the referenced 
sections 


ASCE/SEI 7-22 Minimum Design 1615.1 
Loads and 
Associated Criteria 
for Buildings and 
Other Structures 
NFPA 130-20 Standard for Fixed 3101.1, 3116 
Guideway Transit 
and Passenger Rail 
Systems 
NFPA ((43+46)) Standard for the 403.3.3, 712.1.3.1, 
13-19 Installation of 903.3.1.1, ((9032)) 
Sprinkler Systems 903.3.2, 903.3.8.2, 
(except 903.8.5, 904.13, 
(65536) 905.3.4, 907.6.4, 
9.3.6.3.5) 1019.3 


7/1/16) 


WAC 51-50-480000 


Code. 


AMENDATORY SECTION 


7/1/16) 


WAC 51-50-480101 


(Amending WSR 16-03-064, 


(Amending WSR 16-03-064, 


filed 1/19/16, 


filed 1/19/16, 


Add the refer- 


effective 


( (2045)) 2021 International Existing Building 


effective 


Section 101—Scope and general requirements. 


101.4.2 Buildings previously occupied. The legal occupancy of any 

building existing on the date of adoption of this code shall be per- 
mitted to continue without change, except as is specifically covered 
in this code, the International Fire Code, or as deemed necessary by 
the code official to mitigate an unsafe building. For the purpose of 
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101.6 Appendices. 
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members in accordance wit 
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Seismic Retrofit of Exist 
this code without any specific adoption by the local 


AMENDATORY SECTION 


Washington State Register, 


"unsafe building" 
th the current code. 


The code 


trofit of buildings, structures, 
th th 
individual 
ting Buildings, 


Issue 23-23 


WSR 23-23-102 


is not to be construed as mere lack of 


official is authorized to require rehabili- 
or individual struct 


tural 


appendices of this code if such appen- 


ly adopted. Appendix A, Guidelines for 
is hereby adopted as part of 


filed 1/4/23, 


WAC 51-50-480200 


201.3 Terms defined in other codes. 
this code and are defined in the other International Codes and the 
such terms shall have the meanings ascribed to 


6/1/23, 


Uniform Plumbing Code, 
them in those codes. 


and 9/25 


202 General definitions. 


ADULT FAMILY HOME. A dwel] 
department of social 
provide personal care, 
but not more than six adul 
to the person or persons providing the services. 
family home may provide services to up 
tment of social and health services in 


from the depart 
RCW 70.128.066. 


SUBSTANTIAL DAMAGE. For the purpose of determining complian 
damage of any origin sustained by a struct 
whereby the cost of restoring the s 
ld equal or exceed 50 percen 
lowing methods: 


provisions of 


dition wou 
of the fol 


this code, 


ing, licen 
and healt 
special 
Lts w 


1. Va 
approximat 
the structure. 

2. Through 
ture's actual 
3. The 
tional Code Cou 

4. 
building offici 
percent, the bu 
detailed list o 


te market val 


cash val 
latest building valuat 


n 


Qualified est 
al. 


i 
E 


SUBSTANTIAL IMPROVEMENT. 


flood provision 
improvement of 
exceeds 5 
methods: 


S 
a 


0 percen 


lues developed for proper 


ue wher 


(Amending WSR 23-02-073, 
effective 3/1 


/23, 


sed by the ((stete—e£)) 
h services, 

care, room and board 
ho are not 


23-1] 


the 


jurisdiction. 


12-103, 
15/24) 


and 23-20-023, 


Section 201.3—Definitions. 


Where terms are not defined in 


Washington state 


in which a person or persons 


to more than one 


t related by blood or marriage 


An existing adult 


to eight adults upon approval 


accordance with 


ce with the flood 
ture 


cture to 
t of the 


Cru 


CY 
lan 


th 


a professional 
ue, incl 


appraiser using 


uding depreciation and improvement 


Eile 


timates ba 


However, wh 


ts. 


this code, 
building or s 
of the valu 


ds 


the struc 
2 
ture's act 


Cure. 


Values d 
approximate market 


Through a professional 
tual cash val 


velop 


Val 


ue wher 


tion data publ 


sed 
en 


the purpose of determining compliance with th 
alteration, 
the cost of which equals or 
termined by one of the following 


any repair, 
tructure, 
d 


d for property tax assessment, 


th 


ue, incl 


appraiser using 


uding depreciation and improvement 
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3. The latest building valuation data published by the Interna- 
tional Code Council. 

4. Qualified estimates based on the professional judgment of the 
building official. However, when the ratio falls between 40 and 60 
percent, the building official may require the applicant to provide a 
detailed list of costs. 
If the structure has sustained substantial damage, any repairs 
are considered substantial improvement regardless of the actual repair 
work performed. The term does not, however, include either of the fol- 
lowing: 

1. Any project for improvement of a building required to correct 
existing health, sanitary or safety code violations identified by the 
code official and that is the minimum necessary to ensure safe living 
conditions. 

2. Any alteration of a historic structure, provided that the al- 
teration will not preclude the structure's continued designation as a 
historic structure. 


AMENDATORY SECTION (Amending WSR 23-02-073, 23-12-103, and 23-20-023, 
filed 1/4/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-480306 Section 306—((Struetural)) Accessibility for 
existing buildings. 


306.6 Additions. Provisions for new construction shall apply to addi- 
tions. An addition that affects the accessibility to, or contains an 
area of, a primary function shall comply with the requirements in Sec- 
tion 306.7.1. Limited-use/limited-application elevators installed in 
accordance with ASME A17.1 shall be permitted as a component of an ac- 
cessible route connecting the existing construction to the addition. 


306.7.1 Alterations affecting an area containing a primary function. 
Where an alteration affects the accessibility to, or contains an area 
of primary function, the route to the primary function area shall be 
accessible. Toilet facilities and drinking fountains serving the area 
of primary function, including the route from the area of primary 
function to these facilities, shall be accessible. Priority shall be 
given to the improvements affecting the accessible route to the pri- 
mary function area. 


EXCEPTIONS: 1. The cumulative costs of providing the accessible route of travel, toilet facilities, and drinking fountains are not required to exceed 20 
percent of the costs of the alterations affecting the area of primary function. 
2. This provision does not apply to alterations limited solely to windows, hardware, operating controls, electrical outlets, and signs. 
3. This provision does not apply to alterations limited solely to mechanical systems, electrical systems, installation or alteration of fire 
protection systems and abatement of hazardous materials. 
4. This provision does not apply to alterations undertaken for the primary purpose of increasing the accessibility of a facility. 
5. This provision does not apply to altered areas limited to Type B dwelling and sleeping units. 


306.7.8 Platform lifts and limited-use/limited- application elevators. 
Vertical and inclined platform (wheelchair) lifts complying with ICC 
A117.1 and installed in accordance with ASME A18.1 shall be permitted 
as a component of an accessible route. 

Limited-use/Limited-application elevators installed in accordance 
with ASME A17.1 shall be permitted as a component of an accessible 
route. 
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503.13 Voluntary lateral force-resisting system alterations. 
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and 23-20-023, 


Structur- 
lateral 
this 


requirements of Section 1609 


all of the 


forces 


existing 
crite- 


force-resisting systems are per- 
termediat 
types of systems are no 


tional 


system provides defor- 
ing lateral force-resisting system. 
are detail 
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by the In- 
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503.19 Seismic requirements for alterations with increased occupant 


load of unreinforced masonry or hollow clay tile buildings. In addi- 
tion to the requirements in Sections 503.4 through 503.11, alterations 
meeting all of the following conditions shall comply with the applica- 
ble requirements in Sections 503.19.1 through 503.19.4. 

1. The occupant load of a building increases by more than 20 per- 
cent for occupancy groups A, I, E, R, M, B, H, or S used for storage 
of hazardous materials. 

2. Buildings assigned to Seismic Design Category C, D, E, or F. 

3. The building's structural system includes unreinforced masonry 


and hollow clay tile bearing wall 


Where 
most restric 
and this sec 
compared wi 


provisions. 
EXCEPTIONS: 


there is a ch 
tive seismic requirements in accordance with Section 506 
tion shall apply. The cumulative 
th the origin 
cupant load over time exceeding 20 percen 


ls. 
ange of occupancy wi 


th 


effect of al 


al occupant load tha 


1. A cumulative increase in the occupant load of less than 50 for occupancy categories A or I. 


2. A cumulative increase in the occupant load of less than 25 for E occupancies. 

3. R-3 occupancies, and all other R occupancies with an increase of 5 dwelling or sleeping units or less. 
4. A cumulative increase in occupant load of less than 100 for occupancy categories M or B. 

5. A cumulative increase in the occupant load of less than 10 for H occupancies or S occupancies using hazardous materials. 


503.19.1 Large buildings. 
more than 12,000 square fee 
evaluation in accordance wi 
sisting elements shall be required to comply wi 
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for reduced seismic forces in accordance with Section 304.3.2 where 
found to be deficient. 


503.19.2 Parapet bracing. Buildings with parapets constructed of un- 
reinforced masonry where the parapet height to thickness ratio exceeds 
1.5:1 shall be required to have parapets anchored, removed, or altered 
to resist out-of-plane seismic forces unless an evaluation demon- 
strates compliance of such items. Use of reduced seismic forces in ac- 
cordance with Section 304.3.2 shall be permitted. 


503.19.3 Floor and roof wall anchors. The alteration work shall in- 
clude the installation of wall anchors at the floor and roof lines un- 
less an evaluation demonstrates compliance of existing wall anchorage. 
Use of reduced seismic forces in accordance with Section 304.3.2 shall 
be permitted. 


503.19.4 Bracing of partitions and nonstructural walls. Unreinforced 
masonry partitions and nonstructural walls within the alteration area 
and adjacent to egress paths from the alteration area shall be anch- 
ored, removed, or altered to resist out-of-plane seismic forces unless 
an evaluation demonstrates compliance of such items. Use of reduced 
seismic forces in accordance with Section 304.3.2 shall be permitted. 


AMENDATORY SECTION (Amending WSR 23-02-073, 23-12-103, and 23-20-023, 
filed 1/4/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-480805 Section 805—Structural. 


805.4 Voluntary lateral force-resisting system alterations. Structural 
alterations that are intended exclusively to improve the lateral force 
resisting system and are not required by other sections of this code 
shall not be required to meet the requirements of Section 1609 or Sec- 
tion 1613 of the International Building Code, provided that the fol- 
lowing conditions are met: 
1. The capacity of existing structural systems to resist forces 
is not reduced. 

2. New structural elements are detailed and connected to existing 
or new structural elements as required by the selected design crite- 
ria. 


2.1 Where approved, new lateral force-resisting systems are per- 
mitted to be of a type designated as "Ordinary" or "Intermediate" 
where ASCE 7 Table 12.2-1 states these types of systems are not per- 
mitted provided that both of the following apply: 


2.1.1 The selected design criteria is the International Building 
Code. 

2.1.2 The new "Ordinary" or "Intermediate" system provides defor- 
mation compatibility with the existing lateral force-resisting system. 

3. New or relocated nonstructural elements are detailed and con- 


nected to existing or new structural elements as required by the In- 
ternational Building Code for new construction. 

4. The alterations do not create a structural irregularity as de- 
fined in ASCE 7 or make an existing structural irregularity more se- 
vere. 


805.5 Seismic requirements for Level 2 alterations with increased oc- 
cupant load of unreinforced masonry or hollow clay tile buildings. In 
addition to the requirements in ((==B€)) Section 805.3, Level 2 alter- 
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ations meeting all of the following conditions shall comply with the 
applicable requirements in Sections 805.5.1 through 805.5.4. 
1. The occupant load of a building increases by more than 20 per- 
cent for occupancy groups A, I, E, R, M, B, H, or S used for storage 
of hazardous materials. 
2. Buildings assigned to Seismic Design Category C, D, E, or F. 
3. The building's structural system includes unreinforced masonry 
and hollow clay tile bearing walls. 
Where there is a change of occupancy with the alteration, the 
most restrictive seismic requirements in accordance with ((+5BS)) Sec- 
tion 1006 and this section shall apply. The cumulative effect of al- 
terations compared with the original occupant load that have an in- 
crease in occupant load over time exceeding 20 percent shall comply 
with these provisions. 


EXCEPTIONS: 1. An increase in the occupant load of less than 50 for occupancy categories A or I. 
2. An increase in the occupant load of less than 25 for E occupancies. 
3. R-3 occupancies, and all other R occupancies with an increase of 5 dwelling or sleeping units or less. 
4. An increase in occupant load of less than 100 for occupancy categories M or B. 
5. A cumulative increase in the occupant load of less than 10 for H occupancies or S occupancies using hazardous materials. 


805.5.1 Large buildings. Buildings four or more stories or buildings 
more than 12,000 square feet shall be required to perform seismic 
evaluation in accordance with ((H#B¢)) Section 304.3. Any lateral re- 
sisting elements shall be required to comply with design requirements 
for reduced seismic forces in accordance with Section 304.3.2 where 
found to be deficient. 


805.5.2 Parapet bracing. Buildings with parapets constructed of un- 
reinforced masonry where the parapet height to thickness ratio exceeds 
1.5:1 shall be required to have parapets anchored, removed or altered 
to resist out-of-plane seismic forces, unless an evaluation demon- 
strates compliance of such items. Use of reduced seismic forces in ac- 
cordance with Section 304.3.2 shall be permitted. 


805.5.3 Floor and roof wall anchors. The alteration shall include the 
installation of wall anchors at the floor and roof lines, unless an 
evaluation demonstrates compliance of existing wall anchorage. Use of 
reduced seismic forces in accordance with ((+#B6)) Section 304.3.2 
shall be permitted. 


805.5.4 Bracing of partitions and nonstructural walls. Unreinforced 
masonry partitions and nonstructural walls within the work area and 
adjacent to egress paths from the alteration area shall be anchored, 
removed or altered to resist out-of-plane seismic forces, unless an 
evaluation demonstrates compliance of such items. Use of reduced seis- 
mic forces in accordance with Section 304.3.2 shall be permitted. 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-481009 Section 1009—Plumbing. 


1009.1 Increased demand. Where the occupancy of an existing building 
or part of an existing building is changed such that the new occupancy 
is subject to increased or different plumbing fixture requirements or 
to increased water supply requirements in accordance with the Uniform 
Plumbing Code, the new occupancy shall comply with the intent of the 
respective Uniform Plumbing Code provisions. 
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EXCEPTION: Only where the occupant load of the story is increased by more than 20 percent, plumbing fixtures for the story shall be provided in 
quantities specified in Chapter 29 of the International Building Code, based on the increased occupant load. 


1009.2 Food-handling occupancies. If the new occupancy is a food-han- 
dling establishment, all existing sanitary waste lines above the food 
or drink preparation or storage areas shall be panned or otherwise 
protected to prevent leaking pipes or condensation on pipes from con- 
taminating food or drink. New drainage lines shall not be installed 
above such areas and shall be protected in accordance with the Uniform 
Plumbing Code. 


1009.3 Interceptor required. If the new occupancy will produce grease 
or oil-laden wastes, interceptors shall be provided as required in the 
Uniform Plumbing Code. 


1009.5 Group I-2. If the occupancy group is changed to Group 1-2, the 
plumbing system shall comply with the applicable requirements of the 
Uniform Plumbing Code. 


AMENDATORY SECTION (Amending WSR 20-21-021, filed 10/9/20, effective 
11/9/20) 


WAC 51-50-481101 Section 1101—( (Change—ef ceeupaney—elassifiea-— 
+ien)) General. 


1101.1 Scope. An addition to a building or structure shall comply with 
the International Codes and Uniform Plumbing Code as adopted for new 
construction without requiring the existing building or structure to 
comply with any requirements of those codes or of these provisions, 
except as required by this chapter. Where an addition impacts the ex- 
isting building or structure, that portion shall comply with this 
code. 


AMENDATORY SECTION (Amending WSR 23-02-073, 23-12-103, and 23-20-023, 
filed 1/4/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-50-481201 Section 1201—Historic buildings—General. 


1201.1 Scope. This chapter is intended to provide means for the pres- 
ervation of historic buildings. It is the purpose of this chapter to 
encourage cost-effective preservation of original or restored archi- 
tectural elements and features and to provide a historic building that 
will result in a reasonable degree of safety, based on accepted life 
and fire safety practices, compared to the existing building. ((H+s- 
terieat)) Historic buildings shall comply with the provisions of this 
chapter relating to their repair, alteration, relocation and change of 
occupancy. 


SECTION 1202—_Reserved. 


NEW SECTION 


WAC 51-50-481600 Chapter 16—Referenced standards. Add the ref- 
erence standards as follows: 
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Standard Referenced in 
reference code section 
number Title number 
ACI 562-21 Assessment, 405.1.1 
Repair, and 
Rehabilitation of 
Existing 
Concrete 
Structures 


[- 235] 


WSR Issue 23-23 


WSR 23-23-102 


Permanent 


Washington State Register, 


WSR 23-23-104 
PERMANENT RULES 


BUILDING CODE COUNCIL 


Issue 23-23 


WSR 23-23-104 


[Filed November 15, 2023, 9:59 a.m., effective March 16, 2024] 


Effectiv 
Purpose: 


and model code modifications 


Date of Rule: 
Reconciling state amendments with section renumbering 
in the 2021 International 


March 16, 


Code; 


correcting errors and omissions. 


2024. 


Residential 


Citation of Rules Affected by this Order: Amending 36 sections in 


chapter 51-51 WAC. 


Adopted under notice filed as WSR 23-15-030 on July 10, 


Statutory Authority for Adoption: 
Other Authority: RCW 19.27.031, 


RCW 19.27.031, 
19.27.074. 


19.27.074. 


2023. 


Changes Other than Editing from Proposed to Adopted Version: 


WAC Section Change Rationale/Discussion 

51-51-003 International Residential Appendix references are The modification provides consistency with 

Code renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

51-51-008 Implementation Implementation date is The state building code council voted to 
changed from October 29, delay implementation of all codes on 
2023, to March 15, 2024. September 15, 2023. 

51-51-01010 R101.2 Exceptions Appendix references are The modification provides consistency with 
renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

51-51-0102 R102.7.2 Exception #2 Appendix references are The modification provides consistency with 
renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

51-51-0302 R302.13 Exception #1 Appendix references are The modification provides consistency with 
renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

52-52-0331 R331.1 Changes section numbering Editorial correction; there is no change in 
from R331 to R331.1 regulatory effect. 

51-51-0408 R408.2 Exception Appendix references are The modification provides consistency with 
renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

R408.3 Appendix references are The modification provides consistency with 
renamed to add the letter "A" | the model code format. There is no intended 
before named appendices. change in regulatory effect. 

51-51-0507 T507.5 Footnote (i) Figure number changed from | Editorial correction; there is no change in 
R507.5 to R507.6 regulatory effect. 

51-51-1505 T1505.4.4.3 Changes value for hood over | The modification provides consistency with 
electric range from 60% to the International Mechanical Code. 

65%. 

51-51-60104 | Appendix AQ Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 

change in regulatory effect. 

51-51-60105 | Appendix AWU Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 

change in regulatory effect. 

51-51-60106 | Appendix AT Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 

change in regulatory effect. 
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WAC Section Change Rationale/Discussion 
51-51-60107 | Appendix AWV Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 
change in regulatory effect. 
Appendix AWV Changes format of all section | The modification provides consistency with 
numbering from "WAV" to the model code format. There is no intended 
"AWV." change in regulatory effect. 
51-51-60108 | Appendix AWY Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 
change in regulatory effect. 
Appendix AWY Changes format of all section | The modification provides consistency with 
numbering from "WAY" to the model code format. There is no intended 
"AWY." change in regulatory effect. 
51-51-60108 | Appendix AWZ Adds letter "A" to appendix The modification provides consistency with 
title letter. the model code format. There is no intended 
change in regulatory effect. 
Appendix AWZ Changes format of all section | The modification provides consistency with 
numbering from "WAZ" to the model code format. There is no intended 
"AWZ." change in regulatory effect. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 36, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted using Negotiated Rule Making: New 0, 


Amended 0, 


Repealed 0; 
O; or Other Alternative Rule 
Date Adopted: October 20, 


Pilot 
Making: New 0, 
2023. 


Rule Making: New 0, 
Amended 36, 


Amended 0, Repealed 
Repealed 0. 


Tony Doan 
Council Chair 


OTS-4745.6 


AMENDATORY SECTION 
filed: 173/237 


(Amending WSR 23-02-058, 23-12-104, 
6/7/23, and 9/25/23, effective 3/15/24) 


and 23-20-024, 


WAC 51-51-003 International Residential Code. The 2021 edition 
of the International Residential Code as published by the Internation- 
al Code Council is hereby adopted by reference with the following ad- 
ditions, deletions, and exceptions: Provided that chapters and 25 
through 43 of this code are not adopted. Energy Code is regulated by 
chapter 51-11R WAC; Plumbing Code is regulated by chapter 51-56 WAC; 
Electrical Code is regulated by chapter 296-46B WAC or Electrical Code 
as adopted by the local jurisdiction. Appendix AF, Radon Control Meth- 
ods, Appendix AQ, Tiny Homes, and Appendix AWU, Dwelling Unit Fire 
Sprinkler Systems, are included in adoption of the International Resi- 
dential Code. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-008 Implementation. The International Residential 
Code adopted by chapter 51-51 WAC shall becom ffective in all coun- 
ties and cities of this state on ( (A+ ;+4+,—26238)) March 15, 2024. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-01010 Section R101—Scope and general requirements. 


R101.2 Scope. The provisions of the International Residential Code for 
One- and Two-Family Dwellings shall apply to the construction, altera- 
tion, movement, enlargement, replacement, repair, equipment, use and 
occupancy, location, removal and demolition of detached one- and two- 
family dwellings, adult family homes, and townhouses not more than 
three stories above grade plane in height with a separate means of 
egress and their accessory structures not more than three stories 
above grade plane in height. 


EXCEPTIONS: 1. Live/work units located in townhouses and complying with the requirements of Section 508.5 of the International Building Code shall 
be permitted to be constructed in accordance with the /nternational Residential Code for One- and Two-Family Dwellings. An automatic 
sprinkler system required by Section 508.5.7 of the International Building Code where constructed under the International Residential 
Code for One- and Two-Family Dwellings shall conform to Appendix AWU. 

2. Owner-occupied lodging houses with one or two guestrooms shall be permitted to be constructed in accordance with the International 
Residential Code for One- and Two-Family Dwellings. 

3. Owner-occupied lodging homes with three to five guestrooms shall be permitted to be constructed in accordance with the 
International Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire sprinkler system in 
accordance with Appendix AWU. 

4. A care facility with five or fewer persons receiving custodial care within a dwelling unit shall be permitted to be constructed in 
accordance with the International Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix AWU. 

5. A care facility with five or fewer persons receiving medical care within a dwelling unit shall be permitted to be constructed in 
accordance with the International Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix AWU. 

6. A care facility with five or fewer persons receiving care that are within a single-family dwelling shall be permitted to be constructed 
in accordance with the /nternational Residential Code for One- and Two-Family Dwellings where equipped with an automatic fire 
sprinkler system in accordance with Appendix AWU. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed’ 1/3/23, 6/7/23, and. 9/25/23, effective: 3/15/24) 


WAC 51-51-0102 Section R102—Applicability. 


R102.5 Appendices. Provisions in the appendices shall not apply unless 
specifically referenced in the adopting ordinance. An appendix adopted 
by a local jurisdiction shall not b ffective unless approved by the 
state building code council pursuant to RCW 19.27.060 (1) (a). 

EXCEPTIONS: 1. The state building code council has determined that a local ordinance providing specifications for light straw-clay or strawbale 
construction, ((ef)) requiring a solar-ready zone, ((ef)) requiring fire sprinklers, or addressing construction and demolition material 
management or building deconstruction in accordance with Appendix AR, AS, ((er-¥)) AT, AWV, AWY, or AWZ of this ((chapter)) 
code may be adopted by any local government upon notification of the council. 


2. Appendix AF, Radon Control Methods, Appendix AQ, Tiny Homes, and Appendix AWU, Dwelling Unit Fire Sprinkler Systems, are 
included in adoption of the International Residential Code. 


R102.7.1 Additions, alterations, change of use, repairs, or reloca- 
tions. Additions, alterations, repairs, or relocations shall be per- 
mitted to conform to the requirements of the provisions of Chapter 45 
or shall conform to the requirements for new structure without requir- 
ing the existing structure to comply with the requirements of this 
code, unless otherwise stated. Additions, alterations, repairs, and 
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relocations shall not cause an existing structure to become less com- 
pliant with the provisions of this code than the existing building or 
structure was prior to the addition, alteration, repair, or reloca- 
tion. Where additions, alterations, or changes of use to an existing 
structure result in a use or occupancy, height, or means of egress 
outside the scope of this code, the building shall comply with the In- 
ternational Existing Building Code. 


EXCEPTIONS: 1. Additions with less than 500 square feet of conditioned floor area are exempt from the requirements for Whole-House Ventilation 
Systems, Section M1505.4. 
2. Additions or alterations to existing buildings which do not require the construction of foundations, crawlspaces, slabs or basements 
shall not be required to meet the requirements for radon protection in Section R332.1 and Appendix AF. 


R102.7.2 Moved buildings. Buildings or structures moved into or within 
a jurisdiction shall comply with the provisions of this code, the In- 
ternational Building Code (chapter 51-50 WAC), the International Me- 
chanical Code (chapter 51-52 WAC), the International Fire Code (chap- 
ter 51-54A WAC), the Uniform Plumbing Code and Standards (chapter 
51-56 WAC), and the Washington State Energy Code (chapter 51-11R WAC) 
for new buildings or structures. 


EXCEPTION: Group R-3 buildings or structures are not required to comply if: 
1. The original occupancy classification is not changed; and 
2. The original building is not substantially remodeled or rehabilitated. For the purposes of this section a building shall be considered to 
be substantially remodeled when the costs of remodeling exceed 60 percent of the value of the building exclusive of the costs relating to 
preparation, construction, demolition or renovation of foundations. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0301 Section R301—Design criteria. 


R301.2 Climatic and geographic design criteria. Buildings shall be 
constructed in accordance with the provisions of this code as limited 
by the provisions of this section. Additional criteria shall be estab- 
lished by the local jurisdiction and set forth in Table R301.2((+4))). 
The local jurisdiction shall designate the salt water coastal areas 
within their jurisdiction. 


R301.2.2.10 Anchorage of water heaters. In Seismic Design Categories 
Do, Dı and Dz, and in townhouses in Seismic Design Category C, water 
heaters and thermal storage units shall be anchored against movement 
and overturning in accordance with Section M1307.2 or the Uniform 
Plumbing Code Section 507.2. 


R301.5 Live load. The minimum uniformly distributed live load shall be 
as provided in Table R301.5. 


TABLE R301.5 
MINIMUM UNIFORMLY DISTRIBUTED LIVE LOADS 


(in pounds per square foot) 


Uniform Load | Concentrated 


Use (psf) Load (lb) 

Uninhabitable attics without storage? 10 - 
Uninhabitable attics with limited 

storage? £ 20 £ 
Habitable attics and attics served with 

fixed stairs 30 - 
Balconies (exterior) and decks® 60) - 
Fire escapes 40 - 
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Uniform Load | Concentrated 
Use (psf) Load (lb) 


Guards 


- 200" 


Guard in-fill components! 


50h 


Handrail4 


(2604) - (©) 2008 


Passenger vehicle garages* 50? 2,000((4)) 2 


Areas other than sleeping areas 40 - 


Sleeping areas 


30 - 


Stairs 


40° 300° 


For SI: 1 pound per square foot = 0.0479 kPa, 1 square inch = 645 mm, 1 


pound = 
a. 


ho 


g.l. 


g.3. 


4.45 N 

Elevated garage floors shall be capable of supporting the 
uniformly distributed live load or a 2,000-pound concentrated load 
applied on an area of 4-1/2 inches by 4-1/2 inches, whichever 
produces the greater stresses. 

Uninhabitable attics without storage are those where the clear 
height between joists and rafters is not more than 42 inches, or 
where there are not two or more adjacent trusses with web 
configurations capable of accommodating an assumed rectangle 42 
inches in height by 24 inches in width, or greater, within the plane 
of the trusses. This live load need not be assumed to act 
concurrently with any other live load requirements. 

Individual stair treads shall be capable of supporting the uniformly 
distributed live load or a 300-pound concentrated load applied on 
an area of 2 inches by 2 inches, whichever produces the greater 
stresses. 

A single concentrated load applied in any direction at any point 
along the top. For a guard not required to serve as a handrail, the 
load need not be applied to the top element of the guard in a 
direction parallel to such element. 

See Section R507.1 for decks attached to exterior walls. 

Guard in-fill components (all those except the handrail), balusters 
and panel fillers shall be designed to withstand a horizontally 
applied normal load of 50 pounds on an area equal to 1 square 
foot. This load need not be assumed to act concurrently with any 
other live load requirement. 

Uninhabitable attics with limited storage are those where the clear 
height between joists and rafters is 42 inches or greater, or where 
there are two or more adjacent trusses with web configurations 
capable of accommodating an assumed rectangle 42 inches in 
height by 24 inches in width, or greater, within the plane of the 
trusses. The live load need only be applied to those portions of the 
joists or truss bottom chords where all of the following conditions 
are met: 

The attic area is accessed from an opening not less than 20 inches 
in width by 30 inches in length that is located where the clear 
height in the attic is not less than 30 inches. 

The slopes of the joists or truss bottom chords are not greater than 
2 ((ekes)) units vertical to 12 units horizontal. 

Required insulation depth is less than the joist or truss bottom 
chord member depth. The remaining portions of the joists or truss 
bottom chords shall be designed for a uniformly distributed 
concurrent live load of not less than 10 pounds per square foot. 
Glazing used in handrail assemblies and guards shall be designed 
with a load adjustment factor of 4. The load adjustment factor 
shall be applied to each of the concentrated loads applied to the 
top of the rail, and to the load on the in-fill components. These 
loads shall be determined independent of one another, and loads 
are assumed not to occur with any other live load. 

Where the top of a guard system is not required to serve as a 
handrail, the single concentrated load shall be applied at any point 
along the top, in the vertical downward direction and in the 
horizontal direction away from the walking surface. Where the top 
of a guard is also serving as the handrail, a single concentrated 
load shall be applied in any direction at any point along the top. 
Concentrated loads shall not be applied concurrently. 

Where structural tables in Section R507 only specify snow loads, 
the values corresponding to 70 psf snow loads shall be used. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0302 Section R302—Fire-resistant construction. 


R302.2.2 Common walls. Common walls separating townhouse units shall 
be assigned a fire resistance rating in accordance with Item 1 or 2 
and shall be rated for fire exposure from both sides. Common walls 
shall extend to and be tight against the exterior sheathing of the ex- 
terior walls, or the inside face of exterior walls without stud cavi- 
ties, and the underside of the roof sheathing. The common wall shared 
by two townhouse units shall be constructed without plumbing or me- 
chanical equipment, ducts or vents, other than water-filled fire 
sprinkler piping in the cavity of the common wall. Electrical instal- 
lations shall be in accordance with chapter 296-46B WAC, Electrical 
safety standards, administration, and installation. Penetrations of 
the membrane of common walls for electrical outlet boxes shall be in 
accordance with Section R302.4. 

1. Where an automatic sprinkler system in accordance with Section 
P2904 is provided, the common wall shall be not less than a 1-hour 
fire-resistance-rated wall assembly tested in accordance with ASTM 
E119, UL 263 or Section 703.2.2 of the International Building Code. 

2. Where an automatic sprinkler system in accordance with Section 
P2904 is not provided, the common wall shall be not less than a 2-hour 
fire-resistance-rated wall assembly tested in accordance with ASTM 
E119, UL 263 or Section 703.2.2 of the International Building Code. 


EXCEPTION: Common walls are permitted to extend to and be tight against the interior side of the exterior walls if the cavity between the end of the 
common wall and the exterior sheathing is filled with a minimum of 2-inch nominal thickness wood studs. 


R302.2.3 Continuity. The fire- resistance-rated wall or assembly sepa- 
rating townhouse units shall be continuous from the foundation to the 
underside of the roof sheathing, deck or slab. The fire-resistance 
rating shall extend the ful length of the wall or assembly, including 
wall extensions through and separating attached enclosed accessory 
structures. 

Where a story extends beyond the exterior wall of a story below: 

1. The fire-resistance-rated wall or assembly shall extend to the 
outside edge of the upper story (see Figure R302.2(1)); or 

2. The underside of the exposed floor-ceiling assembly shall be 
protected as required for projections in Section R302 (see Figure 
R302.2(2)). 
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Townhouse Townhouse 
Units : - : 


Separation Wall 


-277 < Building Overhang 
S (no protection required) 


FIGURE R302,2(1) 
EXTENDED TOWNHOUSE SEPARATION WALL 


Townhouse Townhouse 
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FIGURE R302.2(2} 
TOWNHOUSE SEPARATION OVERHANG PROTECTION 


R302.2.4 Parapets for townhouses. Parapets constructed in accordance 
with Section R302.2.5 shall be constructed for townhouses as an exten- 
sion of exterior walls or common walls separating townhouse units in 
accordance with the following: 
1. Where roof surfaces adjacent to the wall or walls are at the 
same elevation, the parapet shall extend not less than 30 inches (762 
mm) above the roof surfaces. 
2. Where roof surfaces adjacent to the wall or walls are at dif- 
ferent elevations and the higher roof is not more than 30 inches (762 
mm) above the lower roof, the parapet shall extend not less than 30 


inches (762 mm) above the lower roof surface. 
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EXCEPTION: A parapet is not required in the preceding two cases where the roof covering complies with a minimum Class C rating as tested in 
accordance with ASTM E108 or UL 790 and the roof decking or sheathing is of noncombustible materials or fire retardant-treated wood 
for a distance of 4 feet (1219 mm) on each side of the wall or walls, or one layer of 5/8-inch (15.9 mm) Type X gypsum board is 
installed directly beneath the roof decking or sheathing, supported by not less than nominal 2-inch (51 mm) ledgers attached to the sides 
of the roof framing members, for a distance of not less than 4 feet (1219 mm) on each side of the wall or walls and any openings or 
penetrations in the roof are not within 4 feet (1219 mm) of the common walls. Fire retardant-treated wood shall meet the requirements 
of Sections R802.1.5 and R803.2.1.2. 


3. A parapet is not required where roof surfaces adjacent to the 
wall or walls are at different elevations and the higher roof is more 
than 30 inches (762 mm) above the lower roof. The common wall con- 
struction from the lower roof to the underside of the higher roof deck 
shall have not less than a 1-hour fire-resistance rating. The wall 
shall be rated for exposure from both sides. 

TABLE R302.1 (1) 
EXTERIOR WALLS 


No Change to the Table 


The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave overhang if fireblocking is provided from the wall top 
plate to the underside of the roof sheathing. 

b The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the rake overhang where ventilation openings are not installed in 
the rake overhang or in walls that are common to attic areas. 


2 


TABLE R302.1(2) 
EXTERIOR WALLS - DWELLINGS WITH FIRE SPRINKLERS 


No Change to the Table 


For residential subdivisions where all dwellings are equipped throughout with an automatic sprinkler system installed in accordance with Section P2904, 
the fire separation distance for exterior walls not fire-resistance-rated and for fire-resistance-rated projections shall be permitted to be reduced to 0 feet, 
and unlimited unprotected openings and penetrations shall be permitted, where the adjoining lot provides an open setback yard that is 6 feet or more in 
width on the opposite side of the property line. 

b The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the eave overhang if fireblocking is provided from the wall top 
plate to the underside of the roof sheathing. 

The fire-resistance rating shall be permitted to be reduced to 0 hours on the underside of the rake overhang where ventilation openings are not installed in 
the rake overhang or in walls that are common to attic areas. 


2 


Le] 


R302.3 Two-family dwellings. Wall and floor/ceiling assemblies sepa- 
rating dwelling units in two-family dwellings shall be constructed in 
accordance with Section R302.3.1 through R302.3.5. One accessory 
dwelling unit constructed within an existing dwelling unit need not be 
considered a separated dwelling unit in a two-family dwelling where 
all required smoke alarms, in the accessory dwelling unit and the pri- 
mary dwelling unit, are interconnected in such a manner that the ac- 
tuation of one alarm will activate all alarms in both the primary 
dwelling unit and the accessory dwelling unit. 


R302.3.1 Separation. Dwelling units in two-family dwellings shall be 
separated from each other by wall and floor assemblies having not less 
than a 1l-hour fire-resistance rating where tested in accordance with 
ASTM E119, UL 263 or Section 703.2.2 of the International Building 
Code. 
EXCEPTIONS: 1. A fire-resistance rating of 1/2 hour shall be permitted in buildings equipped throughout with an automatic sprinkler system installed 
in accordance with ((NFPA+3D)) Section 2904. 
2. Where an accessory dwelling unit is added within an existing single-family residence to create a two-family dwelling, fire-rated 
separation between the accessory dwelling unit and the primary dwelling unit is not required when all required smoke alarms are 


interconnected in such a manner that the actuation of one alarm will activate all alarms in both the primary dwelling unit and the 
accessory dwelling unit. 


R302.3.2 Continuity. Fire-resistance-rated floor/ceiling and wall as- 
semblies shall extend to and be tight against the exterior wall, and 
wall assemblies shall extend from the foundation to the underside of 
the roof sheathing. 


EXCEPTION: Wall assemblies need not extend through attic spaces where the ceiling is protected by not less than 5/8-inch (15.9 mm) Type X gypsum 
board, an attic draft stop constructed as specified in Section R302.12.1 is provided above and along the wall assembly separating the 
dwellings and the structural framing supporting the ceiling is protected by not less than 1/2-inch (12.7 mm) gypsum board or equivalent. 


R302.3.3 Supporting construction. Where floor/ceiling assemblies ar 
required to be fire-resistance rated by Section R302.3, the supporting 
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construction of such assemblies shall have an equal or greater fire- 
resistance rating. 


R302.3.4((+)) Openings protection between two-family dwellings. Open- 

ings in the common fire-resistance-rated wall assembly located between 
units of a two-family dwelling shall be equipped with not less than a 

45-minute fire-rated door assembly equipped with a self-closing or au- 
tomatic-closing device. 


EXCEPTION: A 20-minute fire-rated door assembly is permitted in buildings equipped throughout with an automatic sprinkler system installed in 
accordance with Section P2904 or NFPA 13D. 


R302.3.5 Shared accessory rooms. Shared accessory rooms shall be sepa- 
rated from each individual dwelling unit in accordance with Table 
R302.3.5. Openings between the shared accessory room and the dwelling 
unit shall comply with Section R302.3.5.1. Attachment of gypsum board 
shall comply with Table R702.3.5. 


R302.3.5.1 Opening protection. Openings from a shared accessory room 
or area directly into a room used for sleeping purposes shall not be 
permitted. Other openings between the shared accessory room or area 
shall be equipped with solid wood doors not less than 1 3/8 inches in 
thickness, solid or honeycomb core steel doors not less than 1 3/8 in- 
ches thick, or a fire door assembly with a 20-minute fire-protection 
rating, equipped with a self-closing or automatic-closing device. 


R302.3.5.2 Duct penetration. Ducts penetrating the walls or ceilings 
separating the dwelling from the shared accessory room shall be con- 
structed of a minimum No. 26 gage (0.48 mm) sheet steel or other ap- 
proved material and shall not have openings into the shared accessory 
room. 


R302.3.5.3 Other penetrations. Penetrations through the walls, ceil- 
ing, and floor level separation required in Section R302.3.5 shall be 
protected as required by Section R302.11, Item 4. 


TABLE R302.3.5 
DWELLING-SHARED ACCESSORY ROOM SEPARATION 


SEPARATION MATERIAL 
From the dwelling units Not less than 1/2-inch 
and attics. gypsum board or 


equivalent applied to the 
accessory room side wall. 


From habitable rooms Not less than 5/8-inch 
above or below the shared | Type X gypsum board or 
accessory room. equivalent. 

Structures supporting Not less than 1/2-inch 
floor/ceiling assemblies gypsum board or 

used for separation equivalent. 


required by this section. 


R302.13 Fire protection of floors. Floor assemblies that are not re- 
quired elsewhere in this code to be fire-resistance rated, shall be 
provided with a 1/2-inch (12.7 mm) gypsum wallboard membrane, 5/8-inch 
(16 mm) wood structural panel membrane, or equivalent on the undersid 
of the floor framing member. Penetrations or openings for ducts, 
vents, electrical outlets, lighting, devices, luminaires, wires, 
speakers, drainage, piping and similar openings or penetrations shall 
be permitted. 


EXCEPTIONS: 1. Floor assemblies located directly over a space protected by an automatic sprinkler system in accordance with Appendix AWU, NFPA 
13D, or other approved equivalent sprinkler system. 
2. Floor assemblies located directly over a crawl space not intended for storage or fuel-fired appliances. 
3. Portions of floor assemblies shall be permitted to be unprotected when complying with the following: 
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3.1. The aggregate area of the unprotected portions shall not exceed 80 square feet (7.4 m?) per story. 

3.2. Fire blocking in accordance with Section R302.11.1 is installed along the perimeter of the unprotected portion to separate the 
unprotected portion from the remainder of the floor assembly. 

4. Wood floor assemblies using ((dit#ensienat)) dimension lumber or structural composite lumber with a cross sectional area equal to or 
greater than 2-inch by 10-inch (50.8 mm by 254 mm) nominal dimension, or other approved floor assemblies demonstrating equivalent 
fire performance. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0303 Section R303—Light, ventilation and heating. 


R303.1 Natural light. All habitable rooms shall have an aggregate 
glazing area of not less than 8 percent of the floor area of such 
rooms. 


EXCEPTION: The glazed areas need not be installed in rooms where artificial light is provided capable of producing an average illumination of 6 
footcandles (65 lux) over the area of the room at a height of 30 inches (762 mm) above the floor level. 


R303.2 Adjoining rooms. For the purpose of determining light require- 
ments, any room shall be considered as a portion of an adjoining room 
when at least one-half of the area of the common wall is open and un- 
obstructed and provides an opening of not less than one-tenth of the 

floor area of the interior room but not less than 25 square feet (2.3 


m2) 


EXCEPTION: Openings required for light shall be permitted to open into a sunroom with thermal isolation or a patio cover, provided there is an 
openable area between the adjoining room and the sunroom or a patio cover of not less than one-tenth of the floor area of the interior 
room but not less than 20 square feet (2 m2). 


R303.3 Bathrooms. This section is not adopted. 


R303.4 Minimum ventilation performance. Dwelling units shall be equip- 
ped with local exhaust and whole-house ventilation systems designed 
and installed as specified in Section M1505. 


EXCEPTION: Additions with less than 500 square feet of conditioned floor area are exempt from the requirements in this Code for Whole-House 
Ventilation Systems. 


R303.5.1 Intake openings. Mechanical and gravity outdoor air intake 
openings shall be located a minimum of 10 feet (3048 mm) from any haz- 
ardous or noxious contaminant, such as vents, chimneys, plumbing 
vents, streets, alleys, parking lots and loading docks, except as oth- 
erwise specified in this code. 

For the purpose of this section, the exhaust from dwelling unit 
toilet rooms, bathrooms and kitchens shall not be considered as haz- 
ardous or noxious. 


EXCEPTIONS: 1. The 10-foot (3048 mm) separation is not required where the intake opening is located 3 feet (914 mm) or greater below the 
contaminant source. 
2. Vents and chimneys serving fuel-burning appliances shall be terminated in accordance with the applicable provisions of Chapters 18 
and 24. 
3. Clothes dryer exhaust ducts shall be terminated in accordance with Section M1502.3. 


R303.5.2 Exhaust openings. Exhaust air shall not be directed onto 
walkways. All exhaust ducts shall terminate outside the building. Ter- 
minal elements shall have at least the equivalent net fr area of the 
duct work. 


R303.5.2.1 Exhaust ducts. Exhaust ducts shall be equipped with back- 
draft dampers. All exhaust ducts in unconditioned spaces shall be in- 
sulated to a minimum of R-4. 


R303.7 Interior stairway illumination. Interior stairways shall be 
provided with an artificial light source to illuminate the landings 
and treads. Stairway illumination shall receive primary power from the 
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building wiring. The light source shall be capable of illuminating 
treads and landings to levels not less than 1 foot-candle (11 lux) 
measured at the center of treads and landings. There shall be a wall 
switch at each floor level to control the light source where th 
stairway has six or more risers. 


EXCEPTION: A switch is not required where remote, central or automatic control of lighting is provided. 


R303.8 Exterior stairway illumination. Exterior stairways shall be 
provided with an artificial light source located at the top landing of 
the stairway. Stairway illumination shall receive primary power from 
the building wiring. Exterior stairways providing access to a basement 
from the outdoor grade level shall be provided with an artificial 
light source located at the bottom landing of the stairway. 


R303.9 Required glazed openings. Required glazed openings shall open 
directly onto a street or public alley, or a yard or court located on 
the same lot as the building. 


EXCEPTIONS: 1. Required glazed openings that face into a roofed porch where the porch abuts a street, yard or court are permitted where the longer 
side of the porch is not less than 65 percent unobstructed and the ceiling height is not less than 7 feet (2134 mm). 
2. Eave projections shall not be considered as obstructing the clear open space of a yard or court. 
3. Required glazed openings that face into the area under a deck, balcony, bay or floor cantilever are permitted where an unobstructed 
pathway of not less than 36 inches (914 mm) in height, 36 inches (914 mm) in width, and no greater than 60 inches (1524 mm) in length 
is provided and opens to a yard or court. The pathway shall be measured from the exterior face of the glazed opening, or if the glazed 
opening is in a window well, at the window well wall furthest from the exterior face of the glazed opening. 


R303.10 Required heating. When the winter design temperature in Table 
R301.2((44)5)) is below 60°F (16°C), every dwelling unit shall be pro- 
vided with heating facilities capable of maintaining a minimum room 
temperature of 68°F (20°C) at a point 3 feet (914 mm) above the floor 
and 2 feet (610 mm) from exterior walls in all habitable rooms at de- 
sign temperature. The installation of one or more portable heaters 
shall not be used to achieve compliance with this section. 


EXCEPTION: Unheated recreational tents or yurts not exceeding 500 square feet provided it is not occupied as a permanent dwelling. 


R303.10.1 Definitions. For the purposes of this section only, the fol- 
lowing definitions apply. 


DESIGNATED AREAS are those areas designated by a county to be an urban 

growth area in chapter 36.70A RCW and those areas designated by the 
U.S. Environmental Protection Agency as being in nonattainment for 
particulate matter. 


SUBSTANTIALLY REMODELED means any alteration or restoration of a building ex- 
ceeding 60 percent of the appraised value of such building within a 
12-month period. For the purpose of this section, the appraised value 
is the estimated cost to replace the building and structure in kind, 
based on current replacement costs. 


R303.10.2 Primary heating source. Primary heating sources in all new 
and substantially remodeled buildings in designated areas shall not be 
dependent upon wood stoves. 


R303.10.3 Solid fuel burning devices. No new or used solid fuel burn- 
ing device shall be installed in new or existing buildings unless such 
device is U.S. Environmental Protection Agency certified or exempt 
from certification by the United States Environmental Protection Agen- 
cy and conforms with RCW 70A.15.1005, 70A.15.3500, 70A.15.3510, and 
TOR. 15.3530. 


EXCEPTIONS: 1. Wood cook stoves. 
2. Antique wood heaters manufactured prior to 1940. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0311 Section R311—Means of egress. 


R311.4 Vertical egress. Egress from habitable levels including habita- 
ble attics and basements not provided with an egress door in accord- 
ance with Section R311.2 shall be by a ramp in accordance with Section 
R311.8 or a stairway in accordance with Section R311.7. 


EXCEPTION: Stairways, alternating tread devices, ship's ladders, or ladders within an individual dwelling unit or sleeping unit used for access to 
areas of 200 square feet (18.6 m2) or less, are exempt from the requirements of Sections R311.4 and R311.7, where such devices do not 
provide exclusive access to a kitchen or bathroom. Such areas shall not be located more than 10 feet (3048 mm) above the finished 
floor of the space below. 


R311.7.11 Alternating tread devices. Alternating tread devices shall 
not be used as an element of a means of egress. Alternating tread de- 
vices shall be permitted provided that a required means of egress 
stairway or ramp serves the same space at each adjoining level or 
where a means of egress is not required. The clear width at and below 
the handrails shall be not less than 20 inches (508 mm). 

EXCEPTION: Not adopted. 


R311.7.12 Ship's ladders. Ship's ladders shall not be used as an ele- 
ment of a means of egress. Ship's ladders shall be permitted provided 
that a required means of egress stairway or ramp serves the same space 
at each adjoining level or where a means of egress is not required. 
The clear width at and below the handrails shall be not less than 20 
inches (508 mm). 


EXCEPTION: Not adopted. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0312 Section R312—Guards and window fall protection. 


R312.1.1 Where required. Guards shall be provided for those portions 
of open-sided walking surfaces, including floors, mezzanines, lofts in 
accordance with Section R333, stairs, ramps, and landings, that are 
located more than 30 inches (762 mm) measured vertically to the floor 
or grade below at any point within 36 inches (914 mm) horizontally to 
the edge of the open side. Insect screening shall not be considered as 
a guard. 


R312.1.2 Height. Required guards at open-sided walking surfaces, in- 
cluding stairs, porches, balconies or landings, shall be not less than 
36 inches (914 mm) in height as measured vertically above the adjacent 
walking surface or the line connecting the nosings. 


EXCEPTIONS: 1. Guards on the open sides of stairs shall have a height of not less than 34 inches (864 mm) measured vertically from a line connecting 
the nosings. 
2. Where the top of the guard serves as a handrail on the open sides of stairs, the top of the guard shall be not less than 34 inches (864 
mm) and not more than 38 inches (965 mm) as measured vertically from a line connecting the nosings. 
3. In areas with ceiling heights of 7 feet (2134 mm) or less in /ofts constructed in accordance with Section R333, guards shall not be less 
than 36 inches (914 mm) in height or one-half of the clear height from the loft floor to the loft ceiling, whichever is less. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0314 Section R314—Smoke alarms and heat detection. 


R314.1 General. Smoke alarms, heat detectors, and heat alarms shall 
comply with NFPA 72 and this section. 


R314.1.1 Listings. Smoke alarms shall be listed in accordance with UL 
217. Heat detectors and heat alarms shall be listed for the intended 
application. Combination smoke and carbon monoxide alarms shall be 
listed in accordance with UL 217 and UL 2034. 


R314.2 Where required. Smoke alarms, heat detectors, and heat alarms 
shall be provided in accordance with this section. 


R314.2.1 New construction. Smoke alarms shall be provided in dwelling 
units. A heat detector or heat alarm shall be provided in new attached 
garages. 


R314.2.2 Alterations, repairs and additions. Where alterations, re- 
pairs or additions requiring a permit occur, or where one or more 
sleeping rooms are added or created in existing dwellings, or where an 
accessory dwelling unit is created within an existing dwelling unit, 
each dwelling unit shall be equipped with smoke alarms as required for 
new dwellings. 


EXCEPTIONS: 1. Work involving the exterior surfaces of dwellings, such as the replacement of roofing or siding, the addition or replacement of 
windows or doors, or the addition of a porch or deck are exempt from the requirements of this section. 
2. Installation, alteration or repairs of plumbing, electrical or mechanical systems are exempt from the requirements of this section. 


R314.2.3 New attached garages. A heat detector or heat alarm rated for 
the ambient outdoor temperatures and humidity shall be installed in 
new garages that are attached to or located under new and existing 
dwellings. Heat detectors and heat alarms shall be installed in a cen- 
tral location and in accordance with the manufacturer's instructions. 


EXCEPTION: Heat detectors and heat alarms shall not be required in dwellings without commercial power. 


R314.3 Location. Smoke alarms shall be installed in the following lo- 
cations: 

1. In each sleeping room. 

2. Outside each separate sleeping area in the immediate vicinity 
of the bedrooms. 

3. On each additional story of the dwelling, including basements 
and habitable attics but not including crawl spaces and uninhabitable 
attics. In dwellings or dwelling units with split levels and without 
an intervening door between the adjacent levels, a smoke alarm instal- 


led on the upper level shall suffice for the adjacent lower level pro- 
vided that the lower level is less than one full story below the upper 
level. 

4. Smoke alarms shall be installed not less than 3 feet (914 mm) 


horizontally from the door or opening of a bathroom that contains a 
bathtub or shower unless this would prevent placement of a smoke alarm 
required by Section R314.3. 

5. In napping areas in a family home child care. 

6. In the hallway and in the room open to the hallway in dwelling 
units where the ceiling height of a room open to a hallway serving 
bedrooms exceeds that of the hallway by 24 inches (610 mm) or more. 

7. Within the room to which a loft is open, in the immediate vi- 
cinity of the loft. 
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R314.4 Interconnection. Where more than one smoke alarm is required to 
be installed within an individual dwelling unit in accordance with 
Section ((R34+4.2)) R314.3, the alarm devices shall be interconnected 
in such a manner that the actuation of one alarm will activate all of 
the alarms in the individual dwelling unit. Where an accessory dwell- 
ing unit is created within an existing dwelling unit all required 
smoke alarms, in the accessory dwelling unit and the primary dwelling 
unit, shall be interconnected in such a manner that the actuation of 
one alarm will activate all alarms in both the primary dwelling unit 
and the accessory dwelling unit. Physical interconnection of smoke 
alarms shall not be required where listed wireless alarms are instal- 
led and all alarms sound upon activation of one alarm. 


EXCEPTION: Smoke alarms and alarms installed to satisfy Section R314.4.1 shall not be required to be interconnected to existing smoke alarms where 
such existing smoke alarms are not interconnected or where such new smoke alarm or alarm is not capable of being interconnected to 
the existing smoke alarms. 


R314.4.1 Heat detection interconnection. Heat detectors and heat 
alarms shall be connected to an alarm or a smoke alarm that is instal- 
led in the dwelling. Alarms and smoke alarms that are installed for 
this purpose shall be located in a hallway, room, or other location 
that will provide occupant notification. 


R314.6 Power source. Smoke alarms, heat alarms, and heat detectors 
shall receive their primary power from the building wiring where such 
wiring is served from a commercial source and, where primary power is 
interrupted, shall receive power from a battery. Wiring shall be per- 
manent and without a disconnecting switch other than those required 
for overcurrent protection. 


EXCEPTIONS: 1. Smoke alarms shall be permitted to be battery operated where installed in buildings without commercial power. 
2. Smoke alarms installed in accordance with Section R314.2.2 shall be permitted to be battery powered. 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-03240 Section R324—Solar energy systems. 


R324.3 Photovoltaic systems. Installation, modification, or alteration 
of solar photovoltaic power systems shall comply with this section and 
the International Fire Code. Section R104.11 ((attesmate)) alternative 
materials and methods of this code shall be considered when approving 
the installation of solar photovoltaic power systems. Photovoltaic 
systems shall be designed and installed in accordance with Sections 
R324.3.1 through R324.6 and chapter 19.28 RCW. Inverters shall be lis- 
ted and labeled in accordance with UL 1741. Systems connected to the 
utility grid shall use inverters listed for utility interaction. 


EXCEPTION: Detached, nonhabitable Group U structures shall not be subject to the requirements of this section for structural and fire safety. 


R324.4 Rooftop-mounted photovoltaic systems. Rooftop-mounted photovol- 
taic panel systems installed on or above the roof covering shall be 
designed and installed in accordance with Section R907. 


EXCEPTION: The roof structure shall be deemed adequate to support the load of the rooftop solar photovoltaic system if all of the following 
requirements are met: 
1. The solar photovoltaic panel system shall be designed for the wind speed of the local area, and shall be installed per the 
manufacturer's specifications. 
2. The ground snow load does not exceed 70 pounds per square foot (3.35 kPa). 
3. The total dead load of modules, supports, mountings, raceways, and all other appurtenances weigh no more than 4 pounds per square 


foot (19.5 kg/m?). 
4. Photovoltaic modules are not mounted higher than 18 inches (457 mm) above the surface of the roofing to which they are affixed. 
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5. Supports for solar modules are to be installed to spread the dead load across as many roof-framing members as needed, so that no 
point load exceeds 50 pounds (22.7 kg). 


R324.7.1 This section is not adopted. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23; 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0326 Section R326—Habitable attics. 


R326.1 General. Habitable attics shall comply with Sections ( (R326) ) 
R326.1 through R326.4. 


EXCEPTION: Lofts in dwelling units and sleeping units shall be permitted to comply with Section R333, subject to the limitations in Section R333.1. 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-0330 Section R330—Adult family homes. 


R330.1 General. This section shall apply to all newly constructed 

adult family homes and all existing single-family homes being conver- 
ted to adult family homes. This section shall not apply to those adult 
family homes licensed by the state of Washington department of social 
and health services prior to July 1, 2001. 


R330.2 Reserved. 


R330.3 Sleeping room classification. Each sleeping room in an adult 
family home shall be classified as: 
1. Type S - Where the means of egress contains stairs, elevators, 
or platform lifts. 
2. Type NS1 - Where one means of egress is at grade level or a 
ramp constructed in accordance with Section R330.9 is provided. 
3. Type NS2 - Where two means of egress are at grade level or 
ramps constructed in accordance with Section R330.9 are provided. 


R330.4 Types of locking devices and door activation. All bedroom and 
bathroom doors shall be openable from the outside when locked. 
Every closet shall be readily openable from the inside. 
Operable parts of door handles, pulls, latches, locks, and other 
devices installed in adult family homes shall be operable with one 
hand and shall not require tight grasping, pinching or twisting of the 
wrist. Pocket doors shall have graspable hardware available when in 
the closed or open position. 
The force required to activate operable parts shall be 5.0 pounds 


(22.2 N) maximum. Required exit doors shall have no additional locking 
devices. 
Required exit door hardware shall unlock inside and outside mech- 


anisms when exiting the building allowing reentry into the adult fami- 
ly home without the use of a key, tool or special knowledge. 


R330.5 Smoke and carbon monoxide alarm requirements. All adult family 
homes shall be equipped with smoke and carbon monoxide alarms instal- 
led as required in Sections R314 and R315.1. Alarms shall be installed 
in such a manner so that the detection device warning is audible from 
all areas of the dwelling upon activation of a single alarm. 
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R330.6 Escape windows and doors. Every sleeping room shall be provided 
with emergency escape and rescue windows as required by Section R310. 
No alternatives to the sill height such as steps, raised platforms or 
other devices placed by the openings will be approved as meeting this 
requirement. 


R330.7 Fire apparatus access roads and water supply for fire protec- 
tion. Adult family homes shall be served by fire apparatus access 
roads and water supplies meeting the requirements of the local juris- 
diction. 


R330.8 Grab bar general requirements. Where facilities are designated 
for use by adult family home clients, grab bars for water closets, 
bathtubs, and shower stalls shall be installed according to this sec- 
tion. 


R330.8.1 Grab bar cross section. Grab bars with a circular cross sec- 
tion shall have an outside diameter of 1 1/4 inch (32 mm) minimum and 
2 inches (50 mm) maximum. Grab bars with noncircular cross section 
shall have a cross section dimension of 2 inches (50 mm) maximum and a 
perimeter dimension of 4 inches (102 mm) minimum and 4 5/8 inches max- 
imum. 


R330.8.2 Grab bar installation. Grab bars shall have a spacing of 1 
1/2 inch (32 mm) between the wall and the bar. Projecting objects, 
control valves and bathtub or shower stall enclosure features above, 
below and at the ends of the grab bar shall have a clear space of 1 
1/2 inch (32 mm) to the grab bar. 

EXCEPTION: Swing-up grab bars shall not be required to meet the 1 1/2 inch (32 mm) spacing requirement. 


Grab bars shall have a structural strength of 250 pounds applied 
at any point on the grab bar, fastener, mounting device or supporting 
structural member. Grab bars shall not be supported directly by any 
residential grade fiberglass bathing or showering unit. Acrylic bars 
found in bathing units shall be removed. 

Fixed position grab bars, when mounted, shall not rotate, spin or 
move and have a graspable surface finish. 


R330.8.3 Grab bars at water closets. Water closets shall have grab 
bars mounted on both sides. Grab bars can be a combination of fixed 
position and swing-up bars. Grab bars shall meet the requirements of 
Section R330.8. Grab bars shall mount between 33 inches (838 mm) and 
36 inches (914 mm) above floor grade. Centerline distance between grab 
bars, regardless of type used, shall be between 25 inches (635 mm) 
minimum and 30 inches (762 mm) maximum. 


R330.8.3.1 Fixed position grab bars. Fixed position grab bars shall be 
a minimum of 36 inches (914 mm) in length and start 12 inches (305 mm) 
from the rear wall. 


R330.8.3.2 Swing-up grab bars. Swing-up grab bars shall be a minimum 
of 28 inches (711 mm) in length from the rear wall. 


R330.8.4 Grab bars at bathtubs. Horizontal and vertical grab bars 
shall meet the requirements of Section R330.8. 


R330.8.4.1 Vertical grab bars. Vertical grab bars shall be a minimum 
of 18 inches (457 mm) long and installed at the control end wall and 
head end wall. Grab bars shall mount within 4 inches (102 mm) of the 
exterior of the bathtub edge or within 4 inches (102 mm) within the 


Certified on 11/30/2023 Er 5a J WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-104 


bathtub. The bottom end of the bar shall start between 36 inches (914 
mm) and 42 inches (1067 mm) above floor grade. 


EXCEPTION: The required vertical grab bar can be substituted with a floor to ceiling grab bar meeting the requirements of Section R325.8 at the 
control end and head end entry points. 


R330.8.4.2 Horizontal grab bars. Horizontal grab bars shall be provi- 
ded at the control end, head end, and the back wall within the bathtub 
area. Grab bars shall be mounted between 33 inches (838 mm) and 36 in- 
ches (914 mm) above floor grade. Control end and head end grab bars 
shall be 24 inches (610 mm) minimum in length. Back wall grab bars 
shall be 36 inches (914 mm) minimum in length. 


R330.8.5 Grab bars at shower stalls. Where shower stalls are provided 
to meet the requirements for bathing facilities, grab bars shall meet 
the requirements of Section R330.8. 


EXCEPTION: Shower stalls with permanent built-in seats are not required to have vertical or horizontal grab bars at the seat end wall. A vertical floor 
to ceiling grab bar shall be installed within 4 inches of the exterior of the shower aligned with the nose of the built-in seat. 


R330.8.5.1 Vertical grab bars. Vertical grab bars shall be 18 inches 
(457 mm) minimum in length and installed at the control end wall and 
head end wall. Vertical bars shall be mounted within 4 inches (102 mm) 
of the exterior of the shower stall or within 4 inches (102 mm) inside 
the shower stall. The bottom end of vertical bars mount between 36 in- 
ches (914 mm) and 42 inches (1067 mm) above floor grade. 


R330.8.5.2 Horizontal grab bars. Horizontal grab bars shall be instal- 
led on all sides of the shower stall mounted between 33 inches (838 
mm) and 36 inches (914 mm) above the floor grade. Horizontal grab bars 
shall be a maximum of 6 inches (152 mm) from adjacent walls. Horizon- 
tal grab bars shall not interfere with shower control valves. 


R330.9 Ramps. All interior and exterior ramps, when provided, shall be 
constructed in accordance with Section R311.8 with a maximum slope of 
1 vertical to 12 horizontal. The exception to Section R311.8.1 is not 
allowed for adult family homes. Handrails shall be installed in ac- 
cordance with Section R330.9.1. 


R330.9.1 Handrails for ramps. Handrails shall be installed on both 
sides of ramps between the slope of 1 vertical to 12 horizontal and 1 
vertical and 20 horizontal in accordance with Sections R311.8.3.1 
through R311.8.3.3. 


R330.10 Stair treads and risers. Stair treads and risers shall be con- 
structed in accordance with Section R311.7.5. Handrails shall be in- 
stalled in accordance with Section R330.10.1. 


R330.10.1 Handrails for treads and risers. Handrails shall be instal- 
led on both sides of treads and risers numbering from one riser to 
multiple risers. Handrails shall be installed in accordance with Sec- 
tions R311.7.8.1 through R311.7.8.4. 


R330.11 Shower stalls. Where provided to meet the requirements for 
bathing facilities, the minimum size of shower stalls for an adult 
family home shall be 30 inches (762 mm) deep by 48 inches (1219 mm) 
long. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0333 Section R333—Lofts. 


R333.1 General. Where provided in dwelling units or sleeping units, 
lofts shall comply with this code as modified by Sections R333.1 
through R333.5. Lofts constructed in compliance with this section 
shall be considered a portion of the story below. Such lofts shall not 
contribute to the number of stories as regulated by this code. 


EXCEPTION: Lofts need not comply with Section R333 where they meet any of the following conditions: 
1. The loft has a maximum depth of less than 3 feet (914 mm). 
2. The loft has a floor area of less than 35 square feet (3.3 m2). 
3. The loft is not provided with a permanent means of egress. 


R333.2 Loft limitations. Lofts shall comply with the following condi- 
tions: 
1. The loft floor area shall be less than 70 square feet (6.5 


mÊ). 


2. The loft ceiling height shall not exceed 7 feet (2134 mm) for 
more than one half of the loft floor area. 

The provisions of Sections R333.3 through R333.5 shall not apply 
to lofts that do not comply with Items 1 and 2 of this section. 


R333.3 Loft ceiling height. The ceiling height below a loft shall not 
be less than 7 feet (2134 mm). The ceiling height above the finished 
floor of the loft shall not be less than 3 feet (914 mm). Portions of 
the loft with a sloped ceiling measuring less than 3 feet (914 mm) 
from the finished floor to the finished ceiling shall not contribute 
to the loft floor area. 


R333.4 Loft area. The aggregate area of all lofts and mezzanines with- 
in a room shall comply with Section R325.3. 
EXCEPTION: The area of a single loft located within a dwelling unit or sleeping unit equipped with an automatic sprinkler system in accordance with 


Section P2904 shall not be greater than two-thirds of the area of the room in which it is located, provided that no other lofts or 
mezzanines are open to the room in which the loft is located. 


R333.5 Permanent egress for lofts. Where a permanent means of egress 
is provided for lofts, the means of egress shall comply with Section 
R311 as modified by Section R333.5.1. 


R333.5.1 Ceiling height at loft means of egress. A minimum ceiling 
height of 3 feet (914 mm) shall be provided for the entire width of 
the means of egress from the loft. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-0403 Section R403—Footings. 


R403.1.1 Minimum size. The minimum width, W, and thickness, T, for 
concrete footings shall be in accordance with Tables R403.1(1) through 
R403.1(3) and Figure R403.1(1) or R403.1.3, as applicable, but not 
less than 12 inches (305 mm) in width and 6 inches (152 mm) in depth. 
The footing width shall be based on the load-bearing value of the soil 
in accordance with Table R401.4.1. Footing projections, P, shall be 
not less than 2 inches (51 mm) and shall not exceed the thickness of 
the footing. Footing thickness and projection for fireplaces shall be 
in accordance with Section R1001. The size of footings supporting 
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piers and columns shall be based on the tributary load and allowable 


soil pressure in 
foundations shal 


accordance with Table R401.4.1. Footings for wood 
be in accordance with the details set forth in Sec- 


tion R403.2, and 


foundation shall 


Figures R403.1(2) and R403.1(3). Footings for precast 
be in accordance with the details set forth in Sec- 


tion R403.4, Table R403.4, and Figures R403.4(1) and R403.4(2). 


EXCEPTION: Light-frame construction shall be permitted to have minimum footing size in accordance with Figures R403.1.1(1) through R403.1.1(4) 
in lieu of that determined by Table R403.1(1). 


Alternative 


Figure R403.1.1(1) 
Minimum Footing Size for Light-Frame Construction 
a,b,c,d,e,f,g,h,i 


20 PSF Snow Load 
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Tributary Roof Span (ft) 


Certified on 11/30/2023 [ 154 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-104 


Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood- 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 


Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood-framed wall above first level (i.e., ((4)) 4 feet for 2-story, ((%)) 8 feet for 3-story). 
Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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Figure R403.1.1 (2) 
Alternative Minimum Footing Size for Light-Frame Construction 
a,b,c,d,e,f£,g,h,i 
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Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood- 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood-framed wall above first level (i.e., ((4)) 4 feet for 2-story, ((%)) 8 feet for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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Figure R403.1.1 (3) 
Alternative Minimum Footing Size for Light-Frame Construction 
a,b,c,d,e,f£,g,h,i 
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The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood- 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood-framed wall above first level (i.e., ((4)) 4 feet for 2-story, ((%)) 8 feet for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 


Figure R403.1.1(4) 


Alternative Minimum Footing Size for Light-Frame Construction 
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Notes: a The minimum footing size is based on the following assumptions: Material weights per Section R301.2.2.2.1 and soil density = 120 pef. Wood- 
framed walls = 10 foot; crawlspace stem wall = 6 inches x 36 inches; basement wall = 8 inches x 120 inches. Total load (TL) equal to the 
maximum of three load combinations: LC1=D+L, LC2=D+S and LC3=D=0.75(L+S), where D=dead load, L=live load, S=snow load. TL=max 
(LC1, LC2, LC3). 

Use tributary span of floor and roof. Figure may be used to size exterior and interior footings. 

Add 4 feet to tributary floor span for each wood-framed wall above first level (i.e., ((#)) 4 feet for 2-story, (($')) 8 feet for 3-story). 

Multiply floor span by 1.25 for interior footings supporting continuous joists. 

Multiply footing width by (1500 psf/capacity) for soil capacity other than 1500 psf. See Section R403.1.1 for thickness. 

Dashed line may be used for interior footing size only. 

Use footing size indicated on line above the span combination used. 

For span combinations above the upper line, a design professional is required. 

Interpolation between footing sizes is allowed. Extrapolation is not allowed. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and. 9/25/23, effective 3/15/24) 


WAC 51-51-0408 Section R408—Under-floor space. 


R408.1 Ventilation. The under-floor space between the bottom of the 
floor joists and the earth under any building (except space occupied 
by a basement) shall have ventilation openings through foundation 
walls or exterior walls. A ground cover of six mil (0.006 inch thick) 
black polyethylene or approved equal shall be laid over the ground 
within crawl spaces. The ground cover shall be overlapped ((s+*)) 6 


inches (152 mm) minimum at the joints and shall extend to the founda- 
tion wall. 


EXCEPTION: The ground cover may be omitted in crawl spaces if the crawl space has a concrete slab floor with a minimum thickness of ((#¥e)) 2 


inches (51 mm). 


R408.2 Openings for under-floor ventilation. The minimum net area of 
ventilation openings shall not be less than 1 square foot (0.0929 m2) 


for each 300 square feet (28 m?) of under-floor area. R quired open- 
ings shall be evenly placed to provide cross ventilation of the space 
except one side of the building shall be permitted to have no ventila- 
tion openings. Ventilation openings shall be covered for their height 
and width with any of the following materials provided that the 1l 
dimension of the covering shall not exceed 1/4 inch (6.4 mm), and op- 
erational louvers are permitted: 
1. Perforated sheet metal plates not less than 0.070 inch (1.8 
mm) thick. 
2. Expanded sheet metal plates not less than 0.047 inch (1.2 mm) 
thick. 
3. Cast-iron grill or grating. 
4. Extruded load-bearing brick vents. 
5. Hardware cloth of 0.035 inch (0.89 mm) wire or heavier. 
6. Corrosion-resistant wire mesh, with the least dimension being 
1/8 inch (3.2 mm). 
EXCEPTION: The total area of ventilation openings shall be permitted to be reduced to 1/1,500 of the under-floor area where the ground surface is 
covered with an approved Class I vapor retarder material and the required openings are placed to provide cross ventilation of the space. 
The installation of operable louvers shall not be prohibited. If the installed ventilation is less than 1/300, or if operable louvers are 


installed, a radon vent shall be installed to originate from a point between the ground cover and soil. The radon vent shall be installed in 
accordance with the requirements of Appendix AF (Radon) of this code. 


R408.3 Unvented crawl space. Ventilation openings in under-floor 
spaces specified in Section R408.2 shall not be required where: 


1. Exposed earth is covered with a continuous Class I vapor re- 
tarder. Joints of the vapor retarder shall overlap by 6 inches (152 
mm) and shall be sealed or taped. The edges of the vapor retarder 
shall extend at least 6 inches (152 mm) up the stem wall and shall be 
attached and sealed to the stem wall; and a radon system shall be in- 
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This section is not adopted. 
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AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23; effective 3/15/24) 
WAC 51-51-0507 Section R507—Decks. 
TABLE R507.3.1 
MINIMUM FOOTING SIZE FOR DECKS 
LOAD-BEARING VALUE OF SOILS?“ (psf) 
e e e 
LIVE OR 1500° (psf) 2000: ((psf)) > 3000° ((psf)) 
GROUND Side of | Diameter Side of | Diameter Side of | Diameter 
SNOW a ofa a ofa a ofa 
LOAD TRIBUTARY | square round square round square round 
AREA((5)) footing footing Thickness‘ | footing footing Thickness‘ | footing footing Thickness’ 
(psf) (sq. ft.) (inches) (inches) (inches) (inches) (inches) (inches) (inches) (inches) (inches) 

60 Live or 5 7 8 6 T 8 6 7 8 6 
70 Ground 
Snow 20 12 14 6 11 13 6 9 10 6 
Load 40 18 20 6 15 17 6 12 14 6 

60 21 24 8 19 21 6 15 17 6 

80 25 28 9 21 24 8 18 20 6 

100 28 31 11 24 27 9 20 22 7 

120 30 34 12 26 30 10 21 24 8 

140 33 37 13 28 32 11 23 26 9 

160 35 40 15 30 34 12 25 28 9 


For SI: 1 inch = 25.4 mm, 1 square foot = 0.0929 m2, 1 pound per square foot = 0.0479 kPa. 


Reserved. 


mono SP 


R507.4 Deck posts. 
accordace with Table R507.4. 


Interpolation permitted, extrapolation not permitted. 


Footing dimensions shall allow complete bearing of the post. 
If the support is a brick or CMU pier, the footing shall have a minimum 2-inch projection on all sides. 
Area, in square feet, of deck surface supported by post and footings. 
Minimum thickness shall only apply to plain concrete footings, 
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TABLE R507.4 
DECK POST HEIGHT 
MAXIMUM DECK POST HEIGHF2 
(feet-inches) 
FributaryArea&h 
((LOADSD Ert 
(psf) POSF SPEECHES POSESIZE! 20 40 60 | 80 100 420 4140 160)) 
TRIBUTARY AREA®* ( sq. ft.) 
20 40 oo | so 100 120 140 160 
b c d 
ET T POST SPECIES POST SIZE MAXIMUM DECK POST HEIGHT? (feet-inches) 
60 Live Load, Douglas Fir’, Hem-fir®, 4x4 4-0 10-10 8-7 7-0 5-8 4-1 NP NP 
<60 Ground SPF 4x6 40 | 13-10 | 1-1 9-5 8-2 7-3 6-4 5-4 
Snow Load x ği 7 7 B 7 Š E T 
6x6 4-0 4-0 14-0 14-0 14-0 13-3 10-9 6-11 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
Redwoodf, Western 4x4 4-0 0-3 7-0 NP NP NP NP NP 
Cedars‘, Ponderosa 4x6 4-0 3-6 10-6 8-4 5-10 NP NP NP 
Pine, Red Ping 6x6 4-0 4-0 14-0 14-0 11-11 NP NP NP 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
70 Ground Douglas Fir®, Hem-fir®, 4x4 4-0 0-1 7-11 6-6 5-3 3-7 NP NP 
Snow Load SPFe 
4x6 4-0 12-10 10-3 8-9 7-7 6-8 5-10 4-11 
6x6 4-0 4-0 14-0 14-0 14-0 12-2 9-9 5-9 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
Redwood! Western 4x4 4-0 9-5 6-5 NP NP NP NP NP 
Cedars!, Ponderosa 4x6 4-0 2-6 9-8 7-7 5-3 NP NP NP 
Pitie, Neth me 6x6 4-0 4-0 14-0 14-0 10-8 NP NP NP 
8x8 4-0 4-0 14-0 14-0 14-0 14-0 14-0 14-0 
For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 square foot = 0.0929 m?, 1 pound per square foot = 0.0479 kPa, NP = Not permitted. 
a. Measured from the underside of the beam to top of footing or pier. 
b. 10 psf dead load. Snow load not assumed to be concurrent with live load. 
c. No. 2 grade, wet service factor included. 
d. Notched deck posts shall be sized to accommodate beam size ((per)) in accordance with Section R507.5.2. 
e. Includes incising factor. 
f. Incising factor not included. 
g. Area, in square feet, of deck surface supported by post and footing. 
h. Interpolation permitted. Extrapolation not permitted. 
R507.5 Deck beams. Maximum allowable spans for wood deck beams, 
shown in Figure R507.5, shall be in accordance with Table R507.5. Beam 
plies shall be fastened together with two rows of 10d (3-inch x 0.128- 
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EFFECTIVE DECK JOIST SPAN LENGTH?! 
(feet) 
BEAM SIZE° 6 8 | 10 12 14 16 18 
MAXIMUM DECK BEAM SPAN LENGTH? 
BEAM SPECIES? (feet-inches) 
Douglas fir-larch®, 1-2x6 3-5 2-10 2-5 2-2 2-0 1-10 1-9 
Hem-fir®, 1-2x8 4-7 3-8 3-2 2-10 2-7 2-5 2-4 
Spruce pine firs 1-2x10 5-8 4-9 4-1 3-8 3-4 3-1 2-11 
1-2x12 6-7 5-8 5-0 4-6 4-1 3-10 3-7 
2-2x6 5-2 4-6 4-0 3-5 3-1 2-10 2-7 
2-2x8 6-11 6-0 5-3 4-7 4-1 3-8 3-5 
2-2x10 8-5 7-4 6-6 5-10 5-2 4-9 4-5 
2-2x12 9-10 8-6 7-7 6-11 6-4 5-9 5-4 
3-2x6 6-6 5-7 5-0 4-7 4-2 3-9 3-5 
3-2x8 8-8 7-6 6-8 6-1 5-6 5-0 4-7 
3-2x10 10-7 9-2 8-2 7-6 6-11 6-4 5-10 
3-2x12 12-4 10-8 9-7 8-9 8-1 7-7 7-1 
Redwood", Western 1-2x6 3-6 2-11 2-6 2-3 2-0 1-11 1-9 
Cedars!, Ponderosa Pinet, 1-2x8 4-6 3-10 3-3 2-11 2-8 2-6 2-4 
Red Pine 1-2x10 5-6 4-9 4-2 3-9 3-5 3-2 3-0 
1-2x12 6-4 5-6 4-11 4-6 4-2 3-11 3-8 
2-2x6 5-3 4-7 4-1 3-6 3-2 2-11 2-8 
2-2x8 6-8 5-9 5-2 4-8 4-2 3-10 3-6 
2-2x10 8-2 7-1 6-4 5-9 5-4 4-10 4-6 
2-2x12 9-5 8-2 7-4 6-8 6-2 5-9 5-5 
3-2x6 6-4 5-8 5-1 4-8 4-3 3-10 3-6 
3-2x8 8-4 73 6-5 5-11 5-5 5-1 4-8 
3-2x10 10-2 8-10 7-11 7-2 6-8 6-3 5-11 
3-2x12 11-10 10-3 9-2 8-4 7-9 73 6-10 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa, 1 pound = 0.454 kg. 


Interpolation allowed. Extrapolation is not al 


No. 2 grade, wet service factor included. 


Includes incising factor. 
Incising factor not included. 
Deck joist span as shown in Figure R507.5. 


SEE me BOTS 


owed. 


Beams supporting a single span of joists with or without cantilever. 
Dead load = 10 psf, L/A = 360 at mainspan, L/A = 180 at cantilever. Snow load not assumed to be concurrent with live load. 


Beam depth shall be equal to or greater than the depth of intersecting joist for a flush beam connection. 
Beam cantilevers are limited to the adjacent beam's span divided by 4. 


For calculation of effective joist span, the actual joist span length shall be multiplied by the joist span factor in accordance with Table R507.5(5). 


R507.6 Deck joists. Maximum allowable spans for wood deck joists, as 
shall be in accordance with Table R507.6. The 
maximum joist spacing shall be limited by the decking materials in ac- 


shown in Figure R507.6, 


cordance with Table R50 
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MAXIMUM DECK JOIST SPANS 
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ALLOWABLE JOIST 
SPAND: MAXIMUM CANTILEVER®@Gs)) 
(feet-inches) (feet-inches) 
Joist Spacing Adjacent Joist Back Span® 
LOAD? JOIST JOIST (inches) (feet) 

(psf) SPECIES? SIZE 12 16 24 4 6 8 10 12 14 16 18 
60 Live Douglas fir- 2x6 7-11 7-1 5-9 -0 -6 NP NP NP NP NP NP 
reag or | lareh®, Hem-fir®, 2x8 10-5 9-5 7-8 -0 -6 | 2-0 2-1 NP NP NP NP 

Spruce-pine-fir® 
Ground 2x10 13-3 11-6 9-5 -0 -6 2-0 2-6 2-8 NP NP NP 
PE 2x12 15-5 13-4 | 10-11 -0 -6 | 2-0 | 2-6 | 3-0 | 33 | NP | NP 
Redwoodf, 2x6 7-4 6-8 5-10 -0 -4 NP NP NP NP NP NP 
Western Cedars’ 2x8 9-8 8-10 7-4 -0 -6 | 1-1 NP NP NP NP NP 
oe 2x10 12-4 11-0 9-0 -0 -6 | 2-0 2-6 2-6 NP NP NP 
2x12 14-9 12-9 10-5 -0 -6 2-0 2-6 3-0 3-0 NP NP 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa, 1 pound = 0.454 kg, NP = Not permitted. 
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R507.9.1.2 Band joist details. 
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Dead load = 10 psf dead load. Snow load not assumed to be concurrent with live load. 
No. 2 grade, wet service factor included. 

L/A = 360 at main span. 
L/A = 180 at cantilever with 220-pound point load applied to end. 
Includes incising factor. 
Incising factor not included. 
Interpolation permitted. Extrapolation not permitted. 


Band joists supporting a ledger shall 


sol 
(25 mm) 


lid-sawn, 


spruce-pine-fir or 


nominal engineered wood rim 


Las has 


Band joists shall bear 
cture capable of supporting all required 


loads. 
TABLE R507.9.1.3(1) 
DECK LEDGER CONNECTION TO BAND JOIST 
ON-CENTER SPACING OF FASTENERS? 
(inches) 
JOIST 1/2-inch diameter lag screw 1/2-inch diameter bolt 1/2-inch diameter bolt 
LOADS SPAN? with with with 
(psf) (feet) 1/2-inch maximum sheathing" * 1/2-inch maximum sheathing® 1-inch maximum sheathing’ 

60 Live Load 6 22 36 35 
or 
70 Ground 8 16 31 26 
Snow Load 10 13 25 21 

12 11 20 17 

14 9 17 15 

16 8 15 13 

18 7 13 11 


For SI: 1 inch = 25.4 mm, 1 foot = 304.8 mm, 1 pound per square foot = 0.0479 kPa. 


mono SP 


Interpolation permitted. Extrapolation is not permitted. 

Ledgers shall be flashed in accordance with Section R703.4 to prevent water from contacting the house band joist. 
Dead load = 10 psf. Snow load shall not be assumed to act concurrently with live load. 

The tip of the lag screw shall fully extend beyond the inside face of the band joist. 
Sheathing shall be wood structural panel or solid sawn lumber. 

Sheathing shall be permitted to be wood structural panel, gypsum board, fiberboard, lumber or foam sheathing. Up to 1/2-inch thickness of stacked 


washers shall be permitted to substitute for up to 1/2 inch of allowable sheathing thickness where combined with wood structural panel or lumber 
sheathing. 


R507.9.2 Deck lateral load connections. 


ferred 


ance wit 


sign capacit 
load connect 


to the ground or 
the ground. Wher 


th 


th Figure R507.9.2(1), 
stalled in not less than two locations per deck, 
each end of the deck. Each device shall have an allowabl 
ty of not less than 1500 pounds 
tions are provided in accordance with Figure R507.9.2 ( 
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in not less 


than four 


locations per deck, and each device shall have an allowable stress de- 
sign capacity of not less than 750 pounds (3336 N). 
EXCEPTION: Decks not more than 30 inches above grade at any point may be unattached. 
TABLE ((R507-9-4)) R507.9.1.3(2) 
PLACEMENT OF LAG SCREWS AND BOLTS IN DECK LEDGERS AND 
BAND JOISTS 
MINIMUM END AND EDGE DISTANCES AND SPACING 
BETWEEN ROWS 
TOP BOTTOM ROW 
EDGE EDGE ENDS SPACING 
Ledger? 2 inches4 3/4 inch 2 inches? 1 5/8 inches? 
Band joist® | 3/4 inch 2 inches® 2 inches? 1 5/8 inches? 
For SI: 1 inch = 25.4 mm. 

a Lag screws or bolts shall be staggered from the top to the 
bottom along the horizontal run of the deck ledger in 
accordance with Figure ((R50724())) R507.9.1.3(1). 

b Maximum 5 inches. 

c For engineered rim joists, the manufacturer's recommendations 
shall govern. 

d The minimum distance from bottom row of lag screws or bolts 
to the top edge of the ledger shall be in accordance with Figure 
(R5042HÐ)) R507.9.1.3(1). 

e The 2 inches may be reduced to 3/4 inch when the band joist is 
directly supported by a mudsill, a header or by double top wall 
plates. 

( (TABŁE-R507- 9-344} 
DECK—LEGER—CONNECTION—_TO-BAND JOIST 
sheathingl¢ | sheathing’ | sheathing! 
JOIST | ON-CENFER SPACING OF 

LOADS | SPANA | FASFENERSD 

pst (feet) | finehes) 

60 6 25 36 36 

Ground 

S g 48 35 30 

Load 40 15 28 24 
42 42 23 20 
4 +0 20 # 
46 9 # 46 
+8 8 6 B 

7 6 22 36 35 

Ground 

S 8 46 3+ 26 

Lead +0 B 25 2+ 
+2 H 20 # 
H 9 H + 
46 8 45 B 
+8 7 B H 

For Si inch—25-4 mm foot =—304.8- mm, pound per square foot = 
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AMENDATORY SECTION (Amending WSR 13-04-068, filed 2/1/13, effective 
pls 13) 


WAC 51-51-1001 Section R1001—Masonry fireplaces. 


R1001.7.1 Damper. Masonry fireplaces shall be equipped with a ferrous 
metal damper located at least 8 inches (203 mm) above the top of the 
fireplace opening. Dampers shall be installed in the fireplace or the 
chimney venting the fireplace, and shall be operable from the room 
containing the fireplac 
Fireplaces shall be provided with each of the following: 

1. Tightly fitting flue dampers, operated by a readily accessible 
manual or approved automatic control. 


EXCEPTION: Fireplaces with gas logs shall be installed in accordance with the International Mechanical Code Section 901, except that the standards 
for liquefied petroleum gas installations shall be NFPA 58 (Liquefied Petroleum Gas Code) and NFPA 54 (National Fuel Gas Code). 


2. An outside source for combustion air ducted into the firebox. 


The duct shall be at least 6 square inches (3870 mm*), and shall be 
provided with an operable outside air duct damper. 


3. Site built fireplaces shall have tight-fitting glass or metal 
doors, or a flue draft induction fan or as approved for minimizing 
back-drafting. Factory built fireplaces shall use doors listed for the 
installed appliance. 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-1002 Section R1002—Masonry heaters. 


R1002.2 Installation. Masonry heaters shall be installed in accordance 
with this section and shall be a masonry heater type approved by the 
department of ecology. Masonry heaters shall comply with one of the 
following: 

1. Masonry heaters shall comply with the requirements of ASTM E 
1602; or 

2. Masonry heaters shall be listed and labeled in accordance with 
UL 1482 or CEN 15250 and installed in accordance with the manufactur- 
er's installation instructions. 


R1002.2.1 Combustion air and doors. Masonry heaters shall be provided 
with both of the following: 

1. Primary combustion air ducted from the outside of the struc- 
ture to the appliance. 
2. Tight-fitting ceramic glass or metal doors. Flue dampers, when 
provided, shall have an external control and when in the closed posi- 
tion shall have a net fr area of not less than ((5%)) five percent 
of the flue cross sectional area. 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-1006 Section R1006—Exterior air supply. 
R1006.4 Passageway. This section is not adopted. 
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R1006.6 Solid fuel-burning appliances and fireplaces. Solid fuel-burn- 
ing appliances and fireplaces shall be provided with tight-fitting 
metal or ceramic glass doors, and: 

1. A source from outside the structure of primary combustion air, 
connected to the appliance ((as—pe*)) in accordance with manufactur- 
er's specification. The air inlet shall originate at a point below the 
fire box. The duct shall be 4 inches (102 mm) or greater in diameter, 
not exceed 20 feet (6096 mm) in length, and be installed ((as—pe*)) in 
accordance with manufacturer's instructions; or 

2. The appliance and manufacturer's recommended combustion air 
supply, as an installed unit, shall be certified by an independent 
testing laboratory to have passed Test No. 11-Negative Pressure Test, 
Section 12.3, of ULC S627-M1984 "Space Heaters for Use with Solid 
Fuels," modified as follows: 
Negative pressure of 8 Pascal shall be initially established with 
the chamber sealed and the air supply, if not directly connected to 
the appliance, closed off. 
The air supply if not directly connected to the appliance, shall 
then be opened. 
The maximum allowable air exchange rate from chamber leakage and 
intentional air supply for the unit (appliance with combustion air 
supply) in the test chamber is 3.5 air changes per hour, or 28 cfm 
(cubic feet of air per minute), whichever is less. 


EXCEPTION: Combustion air may be supplied to the room in which the solid fuel burning appliance is located in lieu of direct ducting, provided that 
one of the following conditions is met: 
1. The solid fuel-burning appliance is part of a central heating plant and installed in an unconditioned space in conformance with the 
International Mechanical Code; or 
2. The solid fuel-burning appliance is installed in existing construction directly on a concrete floor or surrounded by masonry materials 
as in a fireplace. The combustion air terminus shall be located as close to the solid fuel-burning appliance as possible and shall be 
provided with a barometric damper or equivalent. The combustion air source shall be specified by the manufacturer or no less than 4 
inches (102 mm) in diameter or the equivalent in area or as approved. 


AMENDATORY SECTION (Amending WSR 13-04-068, filed 2/1/13, effective 
7/1/13) 


WAC 51-51-1201 Section M1201—General. 


M1201.1 Scope. The provisions of Chapters 12 through 24 shall regulate 
the design, installation, maintenance, alteration and inspection of 
mechanical systems that are permanently installed and utilized to pro- 
vide control of environmental conditions within buildings. These chap- 
ters shall also regulate those mechanical systems, system components, 
equipment and appliances specifically addressed in this code. 


EXCEPTION: The standards for liquefied petroleum gas installations shall be the 2011 Edition of NFPA 58 (Liquefied Petroleum Gas Code) and the 
2012 Edition of ANSI Z223.1/NFPA 54 (National Fuel Gas Code). 


M1201.3 Construction documents. The plans and specifications shall 
show in sufficient detail pertinent data and features of the materi- 
als, equipment and systems as herein governed including, but not limi- 
ted to: Design criteria, size and type of apparatus and equipment, 
systems and equipment controls, provisions for combustion air to fuel- 
burning appliances, and other pertinent data to indicate conformance 
with the requirements of this code. 


M1201.4 Testing. At the discretion of the building official, flow 
testing may be required to verify that the mechanical system(s) satis- 
fies the requirements of this code. Specific testing required by other 
sections of this code shall be performed. Flow testing may be per- 
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formed using flow hoods measuring at the intake or exhaust points of 
the system, in-line pitot tube, or pitot-traverse type measurement 
systems in the duct, short-term tracer gas measurements, or other 
means approved by the building official. 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-1413 Section M1413—Evaporative cooling equipment. 


M1413.1 General. Evaporative cooling equipment and appliances shall 
comply with UL 1995 ((6€)) or UL/CSA/ANCE 60335-2-40 and shall be in- 
stalled: 
1. In accordance with the manufacturer's instructions. 
2. On level platforms in accordance with ( (M$305.4+4-4) ) 
M1305.1.3.1. 
3. So that openings in exterior walls are flashed in accordance 
with Section R703.4. 
4. So as to protect the potable water supply in accordance with 
Section 603 of the state plumbing code. 
5. So that air intake opening locations are in accordance with 
Section R303.5.1. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-1505 Section M1505—Mechanical ventilation. 


M1505.1 General. Where local exhaust or whole-house mechanical venti- 
lation is provided, the ventilation system shall be designed in ac- 
cordance with this section. 


EXCEPTION: Alternate balanced whole-house ventilation systems and local exhaust systems designed and commissioned in accordance with 
ASHRAE 62.2 are permitted. 


M1505.4 Whole-house mechanical ventilation system. Each dwelling unit 
shall be equipped with a ventilation system. The whole-house mechani- 
cal ventilation systems shall be designed in accordance with Sections 
M1505.4.1 through M1505.4.4. 


M1505.4.1 System design. The whole-house ventilation system shall con- 
sist of one or more supply fans, one or more exhaust fans, or an 
ERV/HRV with integral fans, associated ducts and controls. Whole-house 
mechanical ventilation system supply and exhaust fans shall meet the 
requirements of Sections M1505.4.1.2, M1505.4.1.3, M1505.4.1.4, and 
M1505.4.1.5. Local exhaust fans are permitted to serve as part of the 
whole-house ventilation system when provided with the proper controls 
in accordance with Section M1505.4.2. The systems shall be designed 
and installed to exhaust and/or supply the minimum outdoor airflow 
rates required by Section M1505.4.3 as modified by whole-house venti- 
lation system coefficients in Section M1505.4.3.1 where applicable. 
The whole-house ventilation system shall operate continuously at the 
minimum ventilation rate required by Section M1505.4.2 unless config- 
ured with intermittent off controls ((pe¥*)) in accordance with Section 
M1505.4.3.2. 
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M1505.4.1.1 Whole-house system component requirements. Whole-house 
ventilation supply and exhaust fans specified in this section shall 
have a minimum efficacy as prescribed in the Washington State Energy 


Code. 
ried out 


Design and installa 
in accordance wit 
Whole-house ventilation fans shall be ra 


tion of the syst 
th manufacturers' 


tem or equipment 
installation 


shall be car- 
instructions. 


the minimum airflow rate required by Section M1505. 


fans shall be rated for sound at a maximum of 
rating shall be at a minimum of 0.1 in. 


ted for sound at no less than 
4.3.1. Ventilation 
1.0 sone. This sound 
w.c. (25 Pa) static pressure 


in accordance with HVI procedures specified in Sections M1505.4.1.2 


and M1505.4.1.3. 
EXCEPTION: 


mm 


EXCEPTION: 


HVAC air handlers, ERV/HRV units, and remote mounted fans need not meet the sound requirements. To be considered for this 
exception, a remote mounted fan must be mounted outside the habitable spaces, bathrooms, toilets, and hallways, and there must be at 
least 4 ((£)) feet (1.3 m) of ductwork between the fan and the intake grille. 


he whole-house supply fan shall provide ducted outdoor ventila- 
tion air to each habitable space within the residential 


unit. 


Interior joining spaces provided with a 30 cfm whole-house transfer fan or a permanent opening with an area of not less than 8 percent 


of the floor area of the interior adjoining space but not less than 25 square feet do not require ducted outdoor ventilation air to be 
supplied directly to the space. Whole-house transfer fans shall meet the sone rating of Section M1505.4.1.1 and shall have whole-house 
ventilation controls that comply with Section M1505.4.2. 


M1505.4.1.2 Exhaust fans. 


rectly to the outsi 


tute (HVI 915, 


cation Procedure, 
tion may be used 
that are designed 
the continuous exh 


provided with occu 


de. 


the pressure difference 


Airflow Test Procedure, 
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override the fan 
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d 


M1505.4.1.3 Supply fans. 
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Washington State Energy Code. 


Exhaust air outlets shall be 


and HVI 
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the airflow and sound rat 
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pancy sensors or humidity 
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)) 
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M1505.4.1.4 Balanced whole-house ventilation system. A balanced whole- 


house ventilation s 
The supply and exha 
cent of each other. 


ystem shall include both suppl 
fans shall 
The tested and balanced total 
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shall be submitted and posted in accordance with Section M1505.4.1.7. 
The exhaust fan shall meet the requirements of Section M1505.4.1.2. 
The supply fan shall meet the requirements of Section M1505.4.1.3. 
Balanced ventilation systems with both supply and exhaust fans ina 
packaged product, such as an ERV/HRV shall meet the requirements of 
HVI 920, as applicable. Local exhaust systems that are not a component 
of the whole-house mechanical ventilation system are exempt from the 
balanced airflow calculation. 


M1505.4.1.5 Furnace integrated supply. 


Systems using space heating 


and/or cooling air handler fans for outdoor air supply distribution 
are not permitted. 


EXCEPTION: 


Air handler fans shall have multispeed or variable speed supply airflow control capability with a low speed operation not greater than 25 


percent of the rated supply airflow capacity during ventilation only operation. Outdoor air intake openings must meet the provisions of 
Sections R303.5 and R303.6 and must include a motorized damper that is activated by the whole-house ventilation system controller. 
The motorized damper must be controlled to maintain the outdoor airflow intake airflow within 10 percent of the whole-house 
mechanical exhaust airflow rate. The flow rate for the outdoor air intake must be tested and verified at the minimum ventilation fan 
speed and the maximum heating or cooling fan speed. The results of the test shall be submitted and posted in accordance with Section 
M1505.4.1.7. 
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3. Whole-house ventilation systems shall be configured to operate 
continuously except where intermittent off controls and sizing are 
provided ((ge*)) in accordance with Section M1505.4.3.2. 


M1505.4.3 Mechanical ventilation rate. The whole-house mechanical ven- 
tilation system shall provide outdoor air at a continuous rate as de- 
termined in accordance with Table M1505.4.3(1) or Equation 15-1. 


Equation 15-1 


Ventilation rate in cubic feet per minute = (0.01 x total square foot 
area of house) + [7.5 x (number of bedrooms + 1)] but not less than 30 
cfm for each dwelling unit 


Table M1505.4.3(1) 
Whole-House Mechanical Ventilation Airflow Rate 


Number of Bedrooms 
PAo AT an (iani feet) vat 2 3 4 Sor móre 
Airflow in cfm 
< 500 30 30 35 45 50 
501 - 1,000 30 35 40 50 55 
1,001 - 1,500 30 40 45 55 60 
1,501 - 2,000 35 45 50 60 65 
2,001 - 2,500 40 50 55 65 70 
2,501 - 3,000 45 55 60 70 75 
3,001 - 3,500 50 60 65 75 80 
3,501 - 4,000 55 65 70 80 85 
4,001 - 4,500 60 70 75 85 90 
4,501 - 5,000 65 75 80 90 95 


M1505.4.3.1 Ventilation quality adjustment. The minimum whole-house 
ventilation rate from Section 1505.4.3 shall be adjusted by the system 
coefficient in Table M1505.4.3(2) based on the system type not meeting 
the definition of a balanced whole-house ventilation system and/or not 
meeting the definition of a distributed whole-house ventilation sys- 
tem. 


Qy = Qr * Csystem 
(Equation 15-2) 
Where: 


Q, = Quality-adjusted ventilation airflow rate 
in cubic feet per minute (cfm). 


Q; = Ventilation airflow rate, cubic feet per 
minute (cfm) from Equation 15-1 or 
Table M1505.4.3(1). 


Csystem = System coefficient from Table 
1505.4.3(2). 


Table M1505.4.3(2) 
System Coefficient (Cgystem) 


System Type Distributed Not Distributed 
Balanced 1.0 1.25 
Not balanced 1.25 1.5 


Certified on 11/30/2023 [ 169 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-104 


M1505.4.3.2 Intermittent off operation. Whole-house mechanical venti- 
lation systems shall be provided with advanced controls that are con- 
figured to operate the system with intermittent off operation shall 
operate for a least two hours in each four-hour segment. The whole- 


house ventilation airflow rate determined in accordance with Section 
M1505.4.3 as corrected by Section M1505.4.3.1 is multiplied by the 
factor determined in accordance with Table M1505.4.3.2. 


Table M1505.4.3.2 
Intermittent Off Whole-House ( (—) ) 
Mechanical Ventilation Rate Fac- 


tors?’P 
Run-time % in Each 
4-hour Segment 50% | 66% | 75% | 100% 
Factor? 2 1.5 1.3 1.0 
a. For ventilation system run-time values between those given, 


the factors are permitted to be determined by interpolation. 
b. Extrapolation beyond the table is prohibited. 


M1505.4.4 Local exhaust rates. Local exhaust systems shall be designed 


to have the capacity to exhaust the minimum airflow rate determined in 
accordance with Table M1505.4.4.1. If the local exhaust fan is inclu- 
ded in the whole-house ventilation system, in accordance with Section 


1505.4.1, then the exhaust fan shall be controlled to operate as 
specified in Section M1505.4.2. 


M1505.4.4.1 Local exhaust. Bathrooms, toilet rooms, and kitchens shall 
include a local exhaust system. Such local exhaust systems shall have 
the capacity to exhaust the minimum airflow rate in accordance with 
Table M1505.4.4.1. Fans required by this section shall be provided 
with controls that enable manual override or automatic occupancy sen- 
sor, humidity sensor, timer controls, or pollutant sensor controls. An 
"on/off" switch shall meet this requirement for manual controls. Man- 


ual fan controls shall be readily accessible in the room served by the 
fan. 


Table M1505.4.4.1 
Minimum Local Exhaust Rates 


Exhaust Rates 
Area to Be Exhausted Intermittent Continuous 
Open Kitchens In accordance | Not 
with Section Permitted 
M1505.4.4.3 
Enclosed Kitchens In accordance 5 ACH 
with Section based on 
M1505.4.4.3 kitchen 
volume 
Bathrooms - Toilet 50 cfm 20 cfm 
rooms 


M1505.4.4.2 Local exhaust fans. Exhaust fans shall meet the following 
criteria: 

1. Exhaust fans shall be tested and rated in accordance with the 
airflow and sound rating procedures of the Home Ventilating Institute 
(HVI 915, HVI Loudness Testing and Rating Procedure, HVI 916, HVI Air- 
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flow Test Procedure, and HVI 920, HVI Product Performance Certifica- 
tion Procedure). 
2. Fan airflow rating and duct system shall be designed and in- 
talled to deliver at least the exhaust airflow required by Table 
1505.4.4.1. The airflows required refer to the delivered airflow of 
he system as installed and tested using a flow hood, flow grid, or 
ther airflow measurement device. Local exhaust systems shall be tes- 
ted, balanced, and verified to provide a flow rate not less than the 
minimum required by this section. 
3. Design and installation of the system or equipment shall be 
carried out in accordance with manufacturers' installation instruc- 
tions. 
4. Intermittent local exhaust systems serving kitchens shall be 
rated for sound at a maximum of 3 sones at one or more airflow set- 
tings not less than 100 cfm at a static pressure not less than that 
determined at working speed as specified in HVI 916 Section 7.2. 
5. Continuous local exhaust systems serving kitchens shall be 
rated for sound at a maximum of 1 sone((s)) at one or more airflow 
settings not less than 100 cfm at a static pressure not less than that 
determined at working speed as specified in HVI 916 Section 7.2. 


Oneri 


EXCEPTIONS: 1. The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. is used, provided 
the duct sizing meets the prescriptive requirements of Table M1505.4.4.2. 
2. Remote mounted fans need not meet sound requirements. To be considered for this exception, a remote mounted fan shall be mounted 
outside the kitchen, and there shall be at least 4 feet (1 m) of ductwork between the fan and the intake grille. 


Table M1505.4.4.2 
Prescriptive Exhaust Duct Sizing 


Minimum 
Fan Tested cfm at Minimum Maximum Smooth Maximum Maximum 
0.25 inches w.g. Flex Diameter Length in Feet Diameter Length in Feet Elbows? 
50 4 inches 25 4 inches 70 3 
50 5 inches 90 5 inches 100 3 
50 6 inches No Limit 6 inches No Limit 3 
80 4 inches? NA 4 inches 20 3 
80 5 inches 15 5 inches 100 3 
80 6 inches 90 6 inches No Limit 3 
100 5 inches? NA 5 inches 50 3 
100 6 inches 45 6 inches No Limit 3 
125 6 inches 15 6 inches No Limit 3 
125 7 inches 70 7 inches No Limit 3 
a. For each additional elbow, subtract 10 feet from length. 
b. Flex ducts of this diameter are not permitted with fans of 


this size. 


M1505.4.4.3 Local intermittent kitchen exhaust system. Kitchen range 
hoods for domestic cooking appliances shall meet or exceed either th 
minimum airflow or the minimum capture efficiency in accordance with 
Table M1505.4.4.3. Capture efficiency ratings shall be determined in 
accordance with ASTM E3087. 

EXCEPTION: Other intermittent kitchen exhaust fans, including downdraft, shall meet or exceed 300 cfm airflow. 


Table M1505.4.4.3 
Kitchen Range Hood Airflow Rates 
(cfm) and ASTM E3087 Capture Effi- 
ciency (CE) Ratings According to 
Kitchen Range Fuel Type 
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Hood Over Electric 
Range 


Hood Over Combustion 


Range 


((69%)) 65% CE or 160 
cfm 


80% CE or 250 cfm 


M1505.4.4.3.1 Field verification and diagnostic testing for local in- 


termittent kitchen exhaust system. The local exh 
be installed to comply with local 


ens shall 


mech 
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Testing for exhaust systems 
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The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. is used, provided 


The verification shall utilize certified rating data from the 
AHAM-Cert 
directory of certified product 
termining compliance. 
shall consist of visual inspection of the 
exhaust system to verify and record the fol 


or another 
the 


tchen 


2.1. The manufacturer name and model number. 

2.2. The model is listed in the HVI, AHAM, or equivalent directo- 
ry. 

2.3. The rated airflow value listed in the HVI, AHAM, or equiva- 
lent directory. 

2.4. The sound rating value listed in the HVI, AHAM, or equiva- 
lent directory. 

2.5. If the value for the rated airflow given in the directory is 
greater than or equal to the airflow requirements specified in Section 
M1505.4.4.3 and if the value for the sone rating given in the directo- 
ry is less than or equal to the sone rating requirements specified in 
Section M1505.4.4.2, then the local intermittent kitchen exhaust sys- 


tem complies, 
does not comply. 


Certified on 11/30/2023 


[ 172 


] WSR Issue 23-23 


otherwise the local intermittent kitchen exhaust system 


- Permanent 


Washington State Register, Issue 23-23 WSR 23-23-104 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-1600 Chapter 16—Duct systems. 


M1601.1.1 Above-ground duct systems. Above-ground duct systems shall 
conform to the following: 

1. Equipment connected to duct systems shall be designed to limit 
discharge air temperature to a maximum of 250°F (121°C). 

2. Factory-made ducts shall be listed and labeled in accordance 
with UL 181 and installed in accordance with the manufacturer's in- 
structions. 

3. Fibrous duct construction shall conform to the SMACNA Fibrous 
Glass Duct Construction Standards or NAIMA Fibrous Glass Duct Con- 
struction Standards. 

4. Field-fabricated and shop-fabricated metal and flexible duct 
constructions shall conform to the SMACNA HVAC Duct Construction 
Standards—Metal and Flexible, except as allowed by Table M1601.1 
Galvanized steel shall conform to ASTM A 653. 

5. Use of gypsum products to construct return air ducts or ple- 
nums is permitted, provided that the air temperature does not exceed 
125°F (52°C) and exposed surfaces are not subject to condensation. 

6. Duct systems shall be constructed of materials having a flame 
spread index not greater than 200. 

7. Stud wall cavities and the spaces between solid floor joists 
shall not be used as a duct or an air plenum in new construction. For 
existing systems, stud wall cavities and the spaces between solid 
floor joists to be used as air plenums shall comply with the follow- 
ing: 


7.1. These cavities or spaces shall not be used as a plenum for 
supply air. 

7.2. These cavities or spaces shall not be part of a required 
fire-resistance- rated assembly. 


7.3. Stud wall cavities shall not convey air from more than one 
floor level. 
7.4. Stud wall cavities and joist-space plenums shall be isolated 


concealed spaces by tight-fitting fire blocking in ac- 

Section ((R602.8)) R302.11. Fireblocking materials used 

shall comply with Section R302.11.1. 
d wall cavities in the outside walls of building envelope 
all not be utilized as air plenums. 


from adjace 
cordance wi 
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23%. 3S 
assemblies 
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AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-2000 Chapter 20—Boilers and water heaters. Informa- 
tional Note: Boilers, water heaters and pressure vessels are regulated 
by chapter 70.79 RCW and chapter 296-104 WAC in addition to the re- 
quirements of this code. 


Section M2005.1 General. Water heaters shall be installed in accord- 
ance with Chapter 5 of the state plumbing code, the manufacturer's in- 
structions and the requirements of this code. Water heaters installed 
in an attic shall comply with the requirements of Section 

( (443805-4+-3)) M1305.1.2. Gas-fired water heaters shall comply with the 
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requirements in Chapter 24. Domestic electric water heaters shall com- 
ply with UL 174. Oil-fired water heaters shall comply with UL 732. 
Thermal solar water heaters shall comply with Chapter 23 and UL 174. 
Solid fuel-fired water heaters shall comply with UL 2523. 


AMENDATORY SECTION (Amending WSR 16-03-025, filed 1/11/16, effective 
7/1/16) 


WAC 51-51-2300 Section M2301—Solar thermal energy systems. 
M2301.2.3 Pressure and temperature relief valves and system compo- 
nents. System components containing fluids shall be protected with 
temperature and pressure relief valves or pressure relief valves. Re- 
lief devices shall be installed in sections of the system so that a 
section cannot be valved off or isolated from a relief device. Direct 
systems and the potable water portion of indirect systems shall be 
equipped with a relief valve in accordance with Section 504 of the 
state plumbing code. For indirect systems, pressure relief valves in 
solar loops shall comply with SRCC 300. System components shall have a 
working pressure rating of not less than the setting of the pressure 
relief devic 


M2301.2.5 Piping insulation. Piping shall be insulated in accordance 
with the requirements of the state energy code. Exterior insulation 
shall be protected from ultraviolet degradation. The entire solar loop 
shall be insulated. Where split-style insulation is used, the seam 
shall be sealed. Fittings shall be fully insulated. 


M2301.4 Heat transfer gasses or liquids and heat exchangers. Essen- 
tially toxic transfer ((++evéieds)) fluids, ethylene glycol, flammable 
gasses and flammable liquids shall not be used as heat transfer flu- 
ids. Heat transfer gasses and liquids shall be rated to withstand the 
system's maximum design temperature under operating conditions without 
degradation. Heat exchangers used in solar thermal systems shall com- 
ply with Section 603.5.4 of the state plumbing code and SRCC 300. 
Heat transfer fluids shall be in accordance with SRCC 300. The 
flash point of the heat transfer fluids utilized in solar thermal sys- 
tems shall be not less than 50 degrees F above the design maximum non- 
operating or no-flow temperature attained by the fluid in the collec- 
tor. 


M2301.7 Solar thermal systems for heating potable water. Where a solar 
thermal system heats potable water to supply a potable hot water dis- 
tribution system, the solar thermal system shall be in accordance with 
Sections M2301.7.1, M2301.7.2 and the state plumbing code. 


M2301.7.1 Indirect systems. Heat exchangers that are components of in- 
direct solar thermal heating systems shall comply with the state 
plumbing code. 


M2301.7.2 Direct systems. Where potable water is directly heated by a 
solar thermal system, the pipe, fittings, valves and other components 
that are in contact with the potable water in the solar heating system 
shall comply with the requirements of Chapter 6 of the state plumbing 
code. 
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AMENDATORY SECTION (Amending WSR 20-12-027, filed 5/27/20, effective 
7/1/20) 


WAC 51-51-2904 Section 2904—Dwelling unit fire-sprinkler sys- 
tems. 


P2904.1.1 Required sprinkler locations. Sprinklers shall be installed 
to protect all areas of a dwelling unit. 


EXCEPTIONS: 1. Uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that do not contain fuel-fired appliances do not require 
sprinklers. In uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that contain fuel-fired equipment, a sprinkler 


shall be installed above the equipment; however, sprinklers shall not be required in the remainder of the space. 

2. Clothes closets, linen closets and pantries not exceeding 24 square feet (2.2 m2) in area, with the smallest dimension not greater than 
3 feet (915 mm) and having wall and ceiling surfaces of gypsum board. 

3. Bathrooms not more than 55 square feet (5.1 m2) in area. 

4. Garages; carports; exterior porches; unheated entry areas, such as mud rooms, that are adjacent to an exterior door; and similar areas. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-4400 Referenced standards. 
AHAM 


Association of Home Appliance Manufacturers 
1111 19th St N.W., #402 
Washington D.C. 20036 


HRH-2-2019: Household Range Hoods. 
M1505.4.4.2 


Certified Range Hood Directory 
M1505.4.4.3.1 


ANCE 


NMX-J-521/2-40-ANCE—2019/CAN/CSA-22.2 No. 60335-2-40—19/UL 
60335-2-40-2019 Household and Similar Electrical Appliances - Safety- 
Part 2-40: Particular Requirements for Electric Heat Pumps, Air-Condi- 
tioners and Dehumidifiers. 

M1403.1, M1412.1, M1413.1 


ANSI 


LC 1/CSA 6.26—18: Fuel Gas Piping Systems Using Corrugated Stainless 
Steel Tubing (CSST). 

G2414.5.4, G2411.3, G2415.5 

403.5.5 


ASHRAE 


34—2019: Designation and Safety Classification of Refrigerants. 
M1411.1 


62.2-2019: Ventilation and Acceptable Indoor Air Quality in Residen- 
tial Buildings. 
M1505.1 


ASTM 


E2556/ ( (E2556M-ł10)) E2556M-2010 (2016): Standard Specification for Va- 
por Permeable Flexible Sheet Water-Resistive Barriers Intended for Me- 
chanical Attachment. 

M1411.1 
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E2558-2013: Standard Test Method for Determining Particulate Matter 
Emissions from Fires in Wood-burning Fireplaces. 
R1004.1.1 


E3087—18: Standard Test Method for Measuring Capture Efficiency of 
Domestic Range Hoods. 
M1505.4.4.3.2, Table M1505.4.4.3 


CSA 
CAN/CSA/C22.2 No. 60335-2-40—2012 60335-2-40—2019 


NMX-J-521/2-40-ANCE—2019/CAN/CSA-C22.2 No. 60335-2-40—19/UL 
60335-2-40-2019 Household and Similar Electric Appliances, Part 2-40- 
Safety: Particular Requirements for Electric Heat Pumps, Air-Condi- 
tioners and Dehumidifiers. 

M2006.1 


HVI 


HVI Publication 911: Certified Home Ventilation Products Directory. 
M1505.4.4.3.1 


HVI Publication 915 (2016 with 2020 Update): Procedure for Loudness 
Rating of Residential Fan Products. 
M1505.4.1.2, M1505.4.1.3, M1505.4.4.2 


HVI Publication 916 (2015 with 2020 Update): Air Flow Test Procedure. 
M1505.4.1.2, M1505.4.1.3, M1505.4.4.2 


HVI Publication 920 (2020): Product Performance Certification Proce- 
dure Including Verification and Challenge. 
M1505.4.1.2, M1505.4.1.3, M1505.4.1.5, M1505.4.4.2 


UL 


UL/CSA/ANCE 60335-2-40—2019 Household and Similar Electrical Applian- 
ces Safety-Part 2-40: Particular Requirements for Electrical Heat 
Pumps, Air Conditioners and Dehumidifiers. 

M1403.1, M1412.1, M1413.1 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-4502 Section R4502—Compliance. 


R4502.1 General. The work shall not cause the building or structure to 
become unsafe or adversely affect the performance of the building; 
shall not cause an existing mechanical or plumbing system to become 
unsafe, hazardous, insanitary, or overloaded; and unless expressly 
permitted by these provisions, shall not make the building any less 
compliant with this code or to any previously approved alternative ar- 
rangements than it was before the work was undertaken. 


R4502.2 Structural. Structural elements and systems that are altered, 
repaired, or replaced shall comply with the structural provisions of 
this chapter and of Chapter 3 through Chapter 10 of the International 
Residential Code unless noted otherwise. 


R4502.2.1 Minimum design loads. The minimum design loads for the 
structure shall be the loads applicable at the time the building was 
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constructed. The minimum design loads for the structural components 
shall comply with the International Residential Code. Structural ele- 
ments that are uncovered during the course of the alteration and that 
are found to be unsafe shall be repaired in accordance with Section 
RTOS Ta La 


R4502.2.2 Unreinforced masonry parapet bracing. Unreinforced masonry 
buildings located in Seismic Design Category Do, Dı, or Do shall have 
parapet bracing and wall anchors installed at the roofline whenever a 
reroofing permit is issued. Such parapet bracing and wall anchors 
shall be of an approved design unless an evaluation demonstrates com- 
pliance of the existing bracing and anchorage. 


R4502.3 Smoke alarms. Smoke alarms shall be provided in accordance 
with Section R314.2.2. 


R4502.4 Carbon monoxide alarms. Carbon monoxide alarms shall be provi- 
ded in accordance with Section R315.2.2. 


R4502.5 Replacement windows. Where an existing window, including the 
sash and glazed portion, or safety glazing is replaced, the replace- 
ment window or safety glazing shall comply with the requirements of 
Sections 4502.5.1 through 4502.5.5 as applicable. 


R4502.5.1 Energy efficiency. Replacement windows shall comply with the 
requirements of the Washington State Energy Code-Residential. 


R4502.5.2 Safety glazing. Replacement glazing in hazardous locations 
shall comply with the safety glazing requirements of Section R308. 


R4502.5.3 Window fall protection. Window fall protection shall be in- 
stalled ((pe¥*)) in accordance with Section R312.2. 
EXCEPTION: Where only the window glazing is being replaced. 


R4502.5.4 Replacement windows for emergency escape and rescue open- 
ings. Replacement windows shall be exempt from Sections R310.2 and 
R310.4.4, provided that the replacement window meets the following 
conditions: 

1. The replacement window is the manufacturer's largest standard 
size window that will fit within the existing frame or existing rough 
opening. The replacement window is of the same operating style as the 
existing window or a style that provides for an equal or greater win- 
dow opening area than the existing window. 

2. The replacement window is not part of a change of use. 


R4502.5.5 Window opening control device and fall protection device 

height. Window opening control devices or fall protection device shall 
be located at a height ((spe*)) in accordance with Section R310.1.1 or 
at as low a height as can be installed within the existing clear open- 
ing. 


R4502.6 Flood hazard areas. Work performed in existing buildings loca- 
ted in a flood hazard area as established by Table R301.2((4+4+)) shall 
be subject to the provisions of Section R105.3.1.1. 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
7/1/20) 


WAC 51-51-60103 Section AF103—Requirements. 
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AF103.1 General. The following construction techniques are intended to 
resist radon entry and prepare the building for post-construction ra- 
don mitigation, if necessary (see Figure ((AF+@3)) AF103.1). These 
techniques are required in high radon potential counties designated in 
Table AF101(1). 


AMENDATORY SECTION (Amending WSR 20-21-041, filed 10/13/20, effective 
11/13/20) 


WAC 51-51-60104 Appendix AQ—Tiny houses. 


AQ102 Definitions. 

EGRESS ROOF ACCESS WINDOW. See Chapter 2. 
LANDING PLATFORM. See Chapter 2. 

LOFT. (( j H j 
stmepinetore-)) See Chapter 2. 


tiny HoUsE. A dwelling unit that is 400 square feet (37 m2) or less in 
floor area excluding sleeping lofts. 


AQ103.1 Minimum ceiling height. Habitable space in tiny houses shall 
have a ceiling height of not less than 6 feet 8 inches (2032 mm). 
Bathrooms, toilet rooms and kitchens shall have a ceiling height of 
not less than 6 feet 4 inches (1930 mm). Obstructions including, but 
not limited to, beams, girders, ducts and lighting, shall not extend 
below these minimum ceiling heights. 


EXCEPTION: Ceiling heights in ((steeping)) lofts shall be in accordance with Section ((R326)) R333. 


AQ104 Energy conservation. 


AQ104.1 Air leakage testing. The air leakage rate for tiny houses 
shall not exceed 0.30 cfm at 50 Pascals of pressure per ((#e¢#)) 
square foot of the dwelling unit enclosure area. Testing shall be con- 
ducted in accordance with RESNET/ICC 380, ASTM E 779 or ASTM E 1827 
and reported at a pressure of 0.2 inch w.g. (50 Pascals). Where re- 
quired by the code official, testing shall be conducted by an approved 
third party. A written report of the results of the test shall be 
Signed by the party conducting the test and provided to the code offi- 
cial. Testing shall be performed after the continuous air barrier, in- 
cluding all penetrations, is completed and sealed. 
During testing: 
1. Exterior windows and doors, fireplace and stove doors shall be 
closed, but not sealed, beyond the intended weather stripping or other 
infiltration control measures. 
2. Dampers including exhaust, intake, makeup air, backdraft and 
flue dampers shall be closed, but not sealed beyond intended infiltra- 
tion control measures. 
3. Interior doors, if installed at the time of the test, shall be 


open. 


4. Exterior louvers for continuous ventilation systems and heat 
recovery ventilators shall be closed and sealed. 

5. Heating and cooling systems, if installed at the time of the 
test, shall be turned off. 
6. Supply and return registers, if installed at the time of the 
test, Shall be fully open. 


Certified on 11/30/2023 [ 178 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-104 


AQ104.1.1 Whole-house mechanical ventilation. Where an air leakage 
rate not exceeding 0.30 cfm per ft of the dwelling unit enclosure area 
in accordance with Section AQ106.1 is provided, the tiny house shall 
be provided with whole-house mechanical ventilation in accordance with 
Section M1505.4. 
AQ105 Emergency escape and rescue openings. This section is not adop- 
ted. 

AQ106 Energy conservation. This section is not adopted. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-60105 Appendix U—Dwelling unit fire sprinkler sys- 
tems. The design and installation of residential fire sprinkler sys- 
tems shall be in accordance with the International Residential Code 
Section P2904 Dwelling Unit Fire Sprinkler Systems. 


P2904.1.1 Required sprinkler locations. Sprinklers shall be installed 
to protect all areas of a dwelling unit. 


EXCEPTIONS: 1. Uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that do not contain fuel-fired appliances do not require 
sprinklers. In uninhabitable attics, crawl spaces and normally unoccupied concealed spaces that contain fuel-fired equipment, a sprinkler 


shall be installed above the equipment; however, sprinklers shall not be required in the remainder of the space. 

2. Clothes closets, linen closets and pantries not exceeding 24 square feet (2.2 m2) in area, with the smallest dimension not greater than 
3 feet (915 mm) and having wall and ceiling surfaces of gypsum board. 

3. Bathrooms not more than 55 square feet (5.1 m2) in area. 

4. Garages; carports; exterior porches; unheated entry areas, such as mud rooms, that are adjacent to an exterior door; and similar areas. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-60106 Appendix T—Solar-ready provisions-detached one- 
and two-family dwellings and townhouses. The provisions contained in 
this appendix are not mandatory unless specifically referenced in the 
adopting ordinance. 


AT101 Scope. 
AT102 General definitions. 


AT102.1 General. The following term shall, for the purpose of this ap- 
pendix, have the meaning shown herein. 


Solar-ready zone. A section or sections of the roof or building over- 
hang designated and reserved for the future installation of a solar 
photovoltaic or solar water-heating system. 


AT103 Solar ready zone. 


AT103.3 Solar-ready zone area. The total solar-ready zone area shall 
be not less than 300 square feet (27.87 m*) exclusive of mandatory ac- 
cess or set back areas as required by this code. New townhouses three 
stories or less in height above grade plane and with a total floor 
area less than or equal to 2,000 square feet (185.8 mĉ) per dwelling 
shall have a solar-ready zone area of not less than 150 square feet 
(13.94 m?). The solar-ready zone shall be composed of areas not less 
than 5 feet (1.52 m) in width and not less than 80 square feet (7.44 
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m*) exclusive of access or set back areas as required in this code or 
the applicable provisions of the International Fire Code. No portion 
of the solar zone shall be located on a roof slope greater than 2:12 
that faces within 45 degrees of true north. 


AT103.6 Capped roof penetration sleeve. A capped roof penetration 
sleeve shall be provided adjacent to a solar-ready zone when the so- 
lar-ready zone has a roof slope of 2:12 or less. The capped roof pene- 
tration sleeve shall be sized to accommodate the future photovoltaic 
system conduit, but shall have an inside diameter not less than 1 1/4 
inches. 


AMENDATORY SECTION (Amending WSR 20-03-023, filed 1/6/20, effective 
TLL I 20) 


WAC 51-51-60107 Appendix AWV—Fire sprinklers. The provisions 
contained in this appendix are not mandatory unless specifically ref- 
erenced in the adopting ordinance. 


((AV1O07.4)) AWV107.1 Fire sprinklers. An approved automatic fire 
sprinkler system shall be installed in new one-family and two-family 
dwellings and townhouses in accordance with Appendix AWU. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-60108 Appendix Y—Construction and demolition material 
management. The provisions contained in this appendix are not manda- 
tory unless specifically referenced in the adopting ordinance. 


( (A¥4014)) AWY101 General. 


( (A¥201-4)) AWY101.1 Purpose. The purpose of this code section is to 
increase the reuse and recycling of construction and demolition mate- 
rials. 


( (A¥2012)) AWY101.2 Scope. This code section applies to new buildings 
and structures construction, alterations to existing buildings and 
structures and the demolition of existing buildings and structures 


having a work area greater than 750 square feet (69.68 m?) or with a 
project value greater than $75,000, whichever is more restrictive. 


EXCEPTION: Projects determined to be unsafe. 


( (A¥402)) AWY102 General definitions. 


AWY102.1 General. The following words and terms shall, for the purpo- 
ses of this appendix, have the meanings shown herein. Refer to Chapter 
2 of this code for general definitions. 


Demolition. The process of razing, relocating, or removing an existing 
building or structure, or a portion thereof. 


Divert, diverted, or diversion. The reuse, recycling, or beneficial 
use of construction and demolition materials. 
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Recycling. The process of transforming or remanufacturing waste mate- 
rials into useable or marketable materials for use other than landfill 
disposal or incineration. 


Reuse. The return of a material into the economic stream for use. 


Salvage. The recovery of construction and demolition building material 
and components from a building or site in order to increase the reuse 
or repurpose potential of these materials and decrease the amount of 
material being sent to the landfill. Salvaged material may be sold, 
donated, or reused on site. 


( (A¥103)) AWY103 Construction and demolition material management. 


( (A¥1034)) AWY103.1 Collection containers. All sites where recyclable 
construction and demolition materials are generated and transported 
for recycling must provide a separate container for nonrecyclable ma- 
terials pursuant to WAC 173-345-040. 


( (A¥103-2)) AWY103.2 Salvage assessment. A salvage assessment shall be 
submitted prior to permit issuance. The salvage assessment shall iden- 
tify the building components of an existing building that, if removed, 
have the potential to be reused. This assessment shall be signed by 
the owner and serve as an affidavit stating that the project shall be 
executed in compliance with the requirements of this code. 


EXCEPTION: Projects that include only new construction. 


( (A¥103-—3)) AWY103.3 Waste diversion report. A waste diversion report 
shall be submitted prior to issuance of the Certificate of Occupancy 
or approval of final inspection. The waste diversion report shall 
identify the following: 

1. Weight or volume of project-generated construction and demoli- 
tion material; 

2. Whether the material was disposed in a landfill or diverted; 

3. The hauler of the material; 

4. The receiving facility or location; and 

5. The date materials were accepted by the receiving facility or 
location. 


AMENDATORY SECTION (Amending WSR 23-02-058, 23-12-104, and 23-20-024, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-51-60109 Appendix Z—Building deconstruction. The provi- 
sions contained in this appendix are not mandatory unless specifically 
referenced in the adopting ordinance. 


((AZLOL)) AWZ101 General. 


((AZLOL.1+)) AW2Z101.1 Purpose. The purpose of this section is to in- 
crease the amount of material salvaged for reuse through the act of 
deconstruction when a building or structure is demolished. Used sawn 
lumber is permitted to be reused in accordance with Section 
R602.1.1.1. 


((AZL01.2)) AWZ101.2 Scope. This section applies to existing dwell- 
ings, townhouses, and accessory structures permitted to be demolished 


that are greater than 750 square feet (69.68 mĉ) and meet one of the 
following: 
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1. The structure has been identified as a historic building; or 
2. The structure was built 90, or more, years ago. 


EXCEPTIONS: 1. The structure is determined to be unsafe by the engineer of record; 
2. The structure shall be relocated; 
3. The engineer of ((reeerdbuildine-official)) record determines that 50 percent, by weight, of the material in the structure that is not 
concrete, is not suitable for reuse. 


((AZiO2)) AWZ102 General definitions. 


( (AZLO02.1+)) AWZ102.1 General. The following words and terms shall, for 
the purposes of this appendix, have the meanings shown herein. Refer 
to Chapter 2 of this code for general definitions. 


Deconstruction. The systematic disassembly of a structure, in order to 
salvage building materials or components for the primary purpose of 
reusing materials to the maximum extent possible, with a secondary 
purpose of recycling the remaining materials. 


Demolition. The process of razing, relocating, or removing an existing 
building or structure, or a portion thereof. 


Heavy machinery. Heavy machinery includes, but is not limited to, 
track hoes, excavators, skid steer loaders, or forklifts. 


Recycling. The process of transforming or remanufacturing waste mate- 
rials into useable or marketable materials for use other than landfill 
disposal or incineration. 


Reuse. The return of a material into the economic stream for use. 


Salvage. The recovery of construction and demolition building material 
and components from a building or site in order to increase the reuse 
or repurpose potential of these materials and decrease the amount of 
material being sent to the landfill. Salvaged material may be sold, 
donated, or reused. 


( (AZiO03)) AWZ103 Deconstruction. 


( (AZLO03-1)) AWZ103.1 Deconstruction. Buildings and structures meeting 
the requirements of Section AZ101.2 shall be deconstructed. 


( (AZL03—2)) AWZ103.2 Heavy machinery. Heavy machinery may not be used 
in deconstruction to remove or dismantle components of buildings and 
structures in ways that render the components unsuitable for salvage. 
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WSR 23-23-105 
PERMANENT RULES 


BUILDING CODE COUNCIL 
[Filed November 15, 2023, 10:01 a.m., effective March 16, 2024] 


Effective Date of Rule: March 16, 2024. 

Purpose: Reconciling state amendments with section renumbering 
and model code modifications in the 2021 International Mechanical Code 
and International Fuel Gas Code; correcting errors and omissions. 
Citation of Rules Affected by this Order: Amending eight sections 
in chapter 51-52 WAC. 

Statutory Authority for Adoption: RCW 19.27.031, 19.27.074. 

Other Authority: RCW 19.27.031, 19.27.074. 
Adopted under notice filed as WSR 23-15-016 on July 7, 2023. 
Changes Other than Editing from Proposed to Adopted Version: 


WAC Section Change Rationale/Discussion 
51-52-008 Implementation Implementation date is changed The state building code council voted to 
from October 29, 2023, to March | delay implementation of all codes on 
15, 2024. September 15, 2023. 
51-52-0403 | 403.3.2.4 Specifically declares section This section is in direct conflict with the 
403.3.2.4 "not adopted." state amendment in section 403.4.5. The 


adoption of section 403.4.5 was intended to 
replace the text in section 403.3.2.4; 
however, 403.3.2.4 was inadvertently 
missed during the code adoption process. 
The amendment corrects an oversight and 
clarifies that section 403.3.2.4 is not 
adopted in Washington state. 


403.4.3 In explanation of variable "Qr" This change is necessary to correct an error 
reference to section "403.4.1" is in the original filing. 
corrected to "403.4.2." 


403.4.4.1 Exception #2 | Changes reference from This change is necessary to correct an error 
"403.3.6" to "403.4.6." in the original filing. 

403.4.5 #3 Changes the word "operating" to | Corrects incorrect grammar clarifying the 
"operate." intent of the amendment. 


A final cost-benefit analysis is available by contacting Dustin 
Curb, 1500 Jefferson Street S.E., Olympia, WA 98504, phone 
360-972-4158, email dustin.curb@des.wa.gov, website https:// 
www.sbcc.wa.gov/. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 8, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 8, Repealed 0. 
Date Adopted: October 20, 2023. 


Tony Doan 
Council Chair 
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AMENDATORY SECTION (Amending WSR 23-02-055, 23-12-106, and 23-20-025, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-52-003 International Mechanical Code. The 2021 edition 
of the International Mechanical Code published by the International 
Code ( (Cenferenece)) Council is hereby adopted by reference with the 
exceptions noted in this chapter of the Washington Administrative Code 
(WAC). 


AMENDATORY SECTION (Amending WSR 23-02-055, 23-12-106, and 23-20-025, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-52-008 Implementation. The International Mechanical Code 
adopted by chapter 51-52 WAC shall becom ffective in all counties 
and cities of this state on ((dt4-+4—2028)) March 15, 2024. 


AMENDATORY SECTION (Amending WSR 23-02-055, 23-12-106, and 23-20-025, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-52-0401 Section 401—General. 


401.2 Ventilation required. Every occupied space other than enclosed 
parking garages and buildings used for repair of automobiles shall be 
ventilated in accordance with Section 401.2.1, 401.2.2 or 401.2.3. En- 
closed parking garages and buildings used for repair of automobiles 
shall be ventilated by mechanical means in accordance with Sections 
403 and 404. 


401.2.1 Group R occupancies. Ventilation in Group R occupancies shall 
be provided in accordance with Section 403.4. 


401.2.2 Ambulatory care facilities and Group I-2 occupancies. Ambula- 
tory care facilities and Group I-2 occupancies shall be ventilated by 
mechanical means in accordance with Section 407. 


401.2.3 All other occupancies. Ventilation in all other occupancies 
shall be provided by natural means in accordance with Section 402 or 
by mechanical means in accordance with Sections 403.1 to 403.7. 


401.3 When required. Group R occupancies shall be vented continuously 
or intermittently in accordance with Section 403.4. Ventilation in all 
other occupancies shall be provided during the periods that the room 

or space is occupied. 


401.4 Intake opening location. Air intake openings shall comply with 
all of the following: 
1. Intake openings shall be located not less than 10 feet (3048 
mm) from lot lines or buildings on the same lot. Lot lines shall not 
be defined as a separation from a street or public way. 
2. Mechanical and gravity outdoor air intake openings shall be 
located not less than 10 feet (3048 mm) horizontally from any hazard- 
ous or noxious contaminant source, such as vents, streets, alleys, 
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parking lots, and loading docks, except as specified in Item 3 or Sec- 
tion 501.3.1. Outdoor air intake openings shall be permitted to be lo- 
cated less than 10 feet (3048 mm) horizontally from streets, alleys, 
parking garage entries, parking lots, and loading docks provided that 
the openings are located not less than 25 feet (7620 mm) vertically 
above such locations. Where openings front on a street or public way, 
the distance shall be measured from the closest edge of the street or 
public way. 


EXCEPTIONS: 1. Intake air openings providing less than 500 cfm of outdoor air to Group R occupancies are permitted to be located less than 10 feet 
(3048 mm) horizontally from parking lots provided that the openings are not less than 15 feet (4572 mm) vertically above the parking 
lot. 


2. Intake air openings providing less than 500 cfm of outdoor air to Group R occupancies are permitted to be located less than 10 feet 
(3048 mm) horizontally from parking lots provided that the openings are not less than 15 feet (4572 mm) vertically above the clear 
height for vehicles in the parking garage. 


3. Intake openings shall be located not less than 3 feet (914 mm) 
below contaminant sources where such sources are located within 10 
feet (3048 mm) of the opening. Separation is not required between in- 
take air openings, operable openings, and living space exhaust air 
openings of an individual dwelling unit or sleeping unit where an ap- 
proved factory-built intake/exhaust combination termination fitting is 
used to separate the air streams in accordance with the manufacturer's 
instructions. For these combined terminations, the exhaust air concen- 
tration within the intake airflow shall not exceed 10 percent as es- 
tablished by the manufacturer, in accordance with ASHRAE 62.2 Section 
6.8, Exception 4. A minimum of three feet (914 mm) separation shall be 
maintained between other environmental air exhaust outlets and other 
dwelling or sleeping unit factory-built intake/exhaust combination 
termination fittings. 

4. Intake openings on structures in flood hazard areas shall be 
at or above the elevation required by Section 1612 of the Internation- 
al Building Code for utilities and attendant equipment. 


EXCEPTION: Enclosed parking garage and repair garage ventilation air intakes are permitted to be located less than 10 feet horizontally from or 25 
feet vertically above a street, alley, parking lot, and loading dock. 


401.7 Testing and balancing. At the discretion of the building offi- 
cial, flow testing may be required to verify that the mechanical sys- 
tem(s) satisfies the requirements of this chapter. Flow testing may be 
performed using flow hood measuring at the intake or exhaust points of 
the system, in-line pitot tube, or pitot-traverse type measurement 
systems in the duct, short term tracer gas measurements, or other 
means approved by the code official. 


AMENDATORY SECTION (Amending WSR 23-02-055, 23-12-106, and 23-20-025, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-52-0403 Section 403—Mechanical ventilation. 


403.1 Ventilation system. Mechanical ventilation shall be provided by 
a method of supply air and return or exhaust air. The amount of supply 
air shall be approximately equal to the amount of return and exhaust 
air. The system shall not be prohibited from producing negative or 
positive pressure. The system to convey ventilation air shall be de- 
Signed and installed in accordance with Chapter 6. 


403.2 Outdoor air required. The minimum outdoor airflow rate shall be 
determined in accordance with Section 403.3. 
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1. Where the registered design professional demonstrates that an engineered ventilation system design will prevent the maximum 
concentration of contaminants from exceeding that obtainable by the rate of outdoor air ventilation determined in accordance with 
Section 403.3, the minimum required rate of outdoor air shall be reduced in accordance with such engineered system design. 

2. Alternate systems designed in accordance with ASHRAE Standard 62.1 Section 6.2, Ventilation Rate Procedure, shall be permitted. 


spaces. 
all compl 


PP 


prohibited wher 


tha 
ted. 


air 


shall be provided with ou 


with Section 403.4. 
be provided with outdoor air and 
tion -403..3..1.. 


403.3.1.1 Outdoor airflow rate. Ventilation systems shal 
to have the capacity to supply the minimum outdoor airf 
mined in accordance with this section. 
tem shall be designed to deliver th 
to the breathin 
to each occupiable space from an air hand 
th or ducted to 
of a fan-powered termin 
the occupiable space. 


ventilat 
outdoor 
directly 
fully duc 
opening 
air to 


ion sys 
airflow 


ted pa 


All o 


the ven 


40 
40 


350% 
3.3). 


tila 
from the es 


tion sys 


shall be 


constru 
sis. Th 
units, 


air cont 


With 


Table 403. 
Where smoking is ant 
tion sys 


spaces. 
lounge, 


provide ventil 


efit tae in 
ction; 
e ventil 
shall be designed 
inuousl 


the ven 


or 


timated maximum occu 
Ventilation rates for occu 
those for a lis 
terms of occupant den 
shall be determined 


mor 


Th 


except that: 


to other spaces where 10 percent 
e resulting supply airstream consists of air recircula 
The design and installa 
y with ANSI/ACCA 
ere mechanical exhaust is required by Note b in Table 
recirculation of air from 
lied to such spaces shall 
of that required by Table 403.3.1.1. 
ere mechanical exhaust is required by Note g in Table 
mechanical exhaust is required and recirculation from such 
than 
ply airstream consists of air recirculated from these spaces. 
t is contained completely within such spaces shall 


ther buil 


g zone. 


within 
al 
e occu 
tem shall not be 
pant load rate 


The air required by Section 403.3 shall 
lated. Air in excess of 
t be prohibited from being recirculated as a component of sup- 
ding spaces, 
ijlation air shall not be recirculated from one dwelling to 
to dissimilar occupancies. 
pply air to a swimming pool and associated deck areas shall 
not be recirculated unless such air is dehumidified to maintain 
umidity of the area at 
not be recirculated 


that required by Section 403.3 


the 
this 
or 
ted 
tion 


60 percent or less. Air from 


tion of dehumidifica 
10 Manual SPS. 


such spaces shall be prohibited. 
be exhausted, including any air 


10 percent of the resulting sup- 
Recircu- 


Group R occupancies 


dings intended to be occupied shall 
ocal exhaust in accordance with Sec- 


l be designed 
low rate deter- 
In each occupiable space, the 
required rate of 
Outdoor air shall be supplied 
ling unit through a 
12 inches of the return air 
unit used to transfer the outdoor 
pant load utilized for design of 
less than the number determined 
indicated in Table 
not represented in Tabl 
occupancy classification that 
sity, activities and building 


ct 


e 
is 


pancies 


ted 


ation sys 


y during 


the except 
3.1.1 are 


tila 
at 


accordance with accepted 


Certified on 


tem, 
to supp 
the period 
otherwise stated in other provisions of the code. 
ion of smoking lounges, 
based on the absence of smoking in occu 
icipated in a space other 
tem serving the space shal 
ion over and above that required by Table 403.3.1.1 in 


inc 


11/30/2023 


ngin 


ludin 
ly 


by an approved engineering analy- 
g transfer fan-powered terminal 
e required rate of ventilation 
e building is occupied, except as 


th 
th 


rates in 
piable 
than a smoking 
l be designed to 


the ventilation 


ring practice. 


[ 


WSR Issue 23-23 


186 ] Permanent 


Washington State Register, 


EXCEPTION: 


Issue 23-23 


WSR 23-23-105 


Where occupancy density is known and documented in the plans, the outside air rate may be based on the design occupant density. 


Under no circumstance shall the occupancies used result in outside air less than one-half that resulting from application of Table 
403.3.1.1 estimated maximum occupancy rates. 


Table 403.3.1.1 


REQUIRED OUTDOOR VENTILATION AIR 


Area Outdoor 
People Outdoor Airflow Airflow Rate in 
Rate in Breathing Zone Breathing Zone Exhaust 
Occupant Density #/1000 p Ra Airflow Rate 
Occupancy Classification ft?a cfm/Person cefm/ft2# cefm/ft2? 
Correctional facilities 
Booking/waiting 50 75 0.06 — 
Cells 
Without plumbing fixtures 25 5 0.12 — 
With plumbing fixtures® 25 5 0.12 1.0 
Day room 30 5 0.06 —- 
Dining halls -— — — -— 
(see "Food and beverage service") — — —— — 
Guard stations 15 5 0.06 — 
Dry cleaners, laundries 
Coin-operated dry cleaner 20 15 — — 
Coin-operated laundries 20 7.5 0.12 — 
Commercial dry cleaner 30 30 — —- 
Commercial laundry 10 5 0. — 
Storage, pick up 30 75 0.12 — 
Education 
Art classroom& 20 0 0.18 0.7 
Auditoriums 150 3 0.06 — 
Classrooms (ages 5 through 8) 25 0 0.12 — 
Classrooms (age 9 plus) 35 0 0.12 — 
Computer lab 25 0 0.12 — 
Corridors (see "Public spaces") — — — — 
Day care (through age 4) 25 0 0.18 — 
Lecture classroom 65 T3 0.06 — 
Lecture hall (fixed seats) 150 T5 0.06 — 
Locker/dressing rooms& = = = 0.25 
Media center 25 10 0.12 — 
Multiuse assembly 100 75 0.06 E 
Music/theater/dance 35 10 0.06 — 
Science laboratories® 25 10 0.18 1.0 
Smoking lounges? 70 60 = = 
Sports locker rooms® = E — 0.5 
Wood/metal shops8 20 10 0.18 0.5 
Food and beverage service 
Bars, cocktail lounges 100 75 0.18 = 
Cafeteria, fast food 100 7.5 0.18 — 
Dining rooms 70 75 0.18 = 
Kitchens (cooking)? 20 7.5 0.12 0.7 
Hotels, motels, resorts, and dormitories 
Bathrooms/toilets—private& = = = 25/50 
Bedroom/living room 10 5 0.06 — 
Conference/meeting 50 5 0.06 — 
Dormitory sleeping area 20 5 0.06 — 
Gambling casinos 120 ES 0.18 — 
Lobbies/prefunction 30 75 0.06 — 
Multipurpose assembly 120 50 0.06 — 
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People Outdoor Airflow 


Area Outdoor 
Airflow Rate in 


Rate in Breathing Zone Breathing Zone Exhaust 
Occupant Density #/1000 A Ra Airflow Rate 
Occupancy Classification ft?a cfm/Person cefm/ft2# cefm/ft2? 
Offices 
Conference rooms 50 5 0.06 —- 
Kitchenettes‘ 25 5 0.06 0.30 
Office spaces > 5 0.06 — 
Reception areas 30 5 0.06 — 
Telephone/data entry 60 5 0.06 — 
Main entry lobbies 10 5 0.06 — 
Private dwellings, single and multiple 
Garages, common for multiple units? = = = 0.75 
Kitchens? See Table 
403.4.7 
Living areas? See Table 403.4.2 — —- 
Toilet rooms and bathrooms® = = See Table 
403.4.7 
Public spaces 
Corridors serving other than Group R = = 0.06 — 
occupancies 
Corridors serving Group R dwelling or = — 0.12 — 
sleeping units with whole house exhaust 
system 
Corridors serving Group R dwelling or = — 0.06 — 
sleeping units with other than whole house 
exhaust system 
Courtrooms 70 5 0.06 — 
Elevator car — — — ((4)) 1.0 
Elevator lobbies in parking garage — — 1.0 — 
Legislative chambers 50 5 0.06 — 
Libraries 10 5 0.12 — 
Museums (children's) 40 75 0.12 — 
Museums/galleries 40 75 0.06 — 
Places of religious worship 120 5 0.06 — 
Shower room (per showerhead) = ir —= 50/20 
Smoking lounges? 70 60 — — 
Toilet rooms—Public& — — — 50/70° 
Retail stores, sales floors, and showroom 
floors 
Dressing rooms — — — 0.25 
Mall common areas 40 75 0.06 — 
Sales 15 7.5 0.12 — 
Shipping and receiving 2 10 0.12 —- 
Smoking lounges? 70 60 — = 
Storage rooms — — 0.12 — 
Warehouses (see "Storage") — 10 0.06 — 
Specialty shops 
Automotive motor fuel-dispensing stations? = = = 1.5 
Barber 25 75 0.06 0.5 
Beauty salons? 25 20 0.12 0.6 
Embalming rooms? = = = 2.0 
Nail salons®-4 25 20 0.12 0.6 
Pet shops (animal areas)? 10 7.5 0.18 0.9 
Supermarkets 8 Te 0.06 — 
Sports and amusement 
Disco/dance floors 100 20 0.06 — 
Bowling alleys (seating areas) 40 10 0.12 — 
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Area Outdoor 
People Outdoor Airflow Airflow Rate in 
Rate in Breathing Zone Breathing Zone Exhaust 
Occupant Density #/1000 r Ra Airflow Rate 
Occupancy Classification ft?a cfm/Person efm/ft2? cefm/ft2? 
Game arcades 20 TS. 0.18 — 
Ice arenas, without combustion engines! = = 0.30 0.5 
Gym, stadium, arena (play area} (-) 72 ((—)) 20 ((0:39)) 0.18 = 
Spectator areas 150 7.5 0.06 — 
Swimming pools (pool and deck area) — — 0.48 — 
Health club/aerobics room 40 20 0.06 — 
Health club/weight room 10 20 0.06 — 
Storage 
Janitor closets, trash rooms, recycling = — — 1.0 
rooms 
Repair garages, enclosed parking garage 4 = = _ 0.75 
Storage rooms, chemical = = — 1.5 
Warehouses E == 0.06 — 
Theaters 
Auditoriums (see "Education") — — — — 
Lobbies 150 5 0.06 — 
Stages, studios 70 10 0.06 = 
Ticket booths 60 5 0.06 — 
Transportation 
Platforms 100 75 0.06 — 
Transportation waiting 100 75 0.06 — 
Workrooms 
Bank vaults/safe deposit 5 3. 0.06 = 
Darkrooms = = — 1.0 
Copy, printing rooms 4 5 0.06 0.5 
Freezer and refrigerated spaces (<50°F) 0 10 0 0 
Meat processing? 10 15 EE — 
Pharmacy (prep. area) 10 5 0.18 — 
Photo studios 10 5 0.12 — 
Computer (without printing) 4 5 0.06 — 
For SI: 1 cubic foot per minute = 0.0004719 m?/s, 1 ton = 908 kg, 1 cubic foot per minutes per square foot = 0.00508 m3/(sem?), °C = [(°F) -32]/1.8, 1 


square foot - 0.0929 m?. 

a. Based upon net occupiable floor area. 

b. Mechanical exhaust required and the recirculation of air from such spaces is prohibited. Recirculation of air that is contained completely within 
such spaces shall not be prohibited (see Section 403.2.1, Item 3). 

c. Spaces unheated or maintained below 50°F are not covered by these requirements unless the occupancy is continuous. 

d. Ventilation systems in enclosed parking garages shall comply with Section 404. 

e. Rates are per water closet or urinal. The higher rate shall be provided where the exhaust system is designed to operate intermittently. The lower 
rate shall be permitted only where the exhaust system is designed to operate continuously while occupied. 

f. Rates are per room unless otherwise indicated. The higher rate shall be provided where the exhaust system is designed to operate intermittently. 
The lower rate shall be permitted only where the exhaust system is designed to operate continuously while occupied. 

g. Mechanical exhaust is required and recirculation from such spaces is prohibited. For occupancies other than science laboratories, where there is 
a wheel-type energy recovery ventilation (ERV) unit in the exhaust system design, the volume of air leaked from the exhaust airstream into the 
outdoor airstream within the ERV shall be less than 10 percent of the outdoor air volume. Recirculation of air that is contained completely 
within such spaces shall not be prohibited (see Section 403.2.1, Items 2 and 4). 

h. For nail salons, each manicure and pedicure station shall be provided with a source capture system capable of exhausting not less than 50 cfm 
per station. Exhaust inlets shall be located in accordance with Section 502.20. Where one or more required source capture systems operate 
continuously during occupancy, the exhaust rate from such systems shall be permitted to be applied to the exhaust flow rate required by Table 
403.3.1.1 for the nail salon. 

i. Reserved. 

j. When combustion equipment is intended to be used on the playing surface, additional dilution ventilation and/or source control shall be 
provided. 

k. Kitchenettes require exhaust when they contain a domestic cooking appliance range or oven that is installed in accordance with Table 507.1.2. 
Kitchenettes that only contain a microwave cooking appliance are not required to have exhaust. A kitchenette may not contain commercial 
cooking appliances that require Type I or Type II exhaust as these occupancies are required to be exhausted to the kitchen category in Table 
403.3.1.1. 


403.3.1.1.2.3 Multiple zone recirculating systems. For ventilation 
systems wherein one or more air handlers supply a mixture of outdoor 
air and recirculated air to more than one ventilation zone, the out- 
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door air intake flow (Vot) shall be determined in accordance with Sec- 
tions 403.3.1.1.2.3.1 through 403.3.1.1.2.3.4. 


403.3.1.1.2.3.1 Uncorrected outdoor air intake. The uncorrected out- 
door air intake flow (Vot) shall be determined in accordance with 
Equation 4-5. 


Vou = D}all zones(Rp * Pz) + Yall zones(Ra * Az) (Equation 4-5) 


403.3.1.1.2.3.1.1 Occupant diversity. The occupant diversity ratio (D) 
shall be determined in accordance with Equation 4-6 to account for 
variations in population within the ventilation zones served by the 
system. 


D = Ps/Yiall zonesPz (Equation 4-6) 
where: 
P, = System population: The total population in the area served 
by the system. 


EXCEPTION: Alternative methods to account for occupant diversity shall be permitted, provided the resulting V,,Vvalue is no less than that determined 
using Equation 4-5. 


403.3.1.1.2.3.1.2 Design system population. Design system population 
(Ps) shall equal the largest (peak) number of peopl xpected to occu- 
py all ventilation zones served by the ventilation system during use. 

Note: Design system population is always equal to or less than 
the sum of design zone population for all zones in the area served by 
the system because all zones may or may not be simultaneously occupied 
at design population. 


403.3.1.1.2.3.2 System ventilation efficiency. The system ventilation 
efficiency (E,) shall be determined in accordance with Section 
403.3.1.1.2.3.3 for the Simplified Procedure or Appendix A of ASHRAE 
62.1 for the Alternative Procedure. 

Note: These procedures also establish zone minimum primary air- 
flow rates for VAV systems. 


403.3.1.1.2.3.3 Simplified procedure. 


403.3.1.1.2.3.3.1 System ventilation efficiency. System ventilation 
efficiency (E,) shall be determined in accordance with Equation 4-6a 
or 4-6b. 


Ey = 0.88 x D+ 0.22 for D < 0.60 (Equation 4-6a) 
E, = 0.75 for D 2 0.60 (Equation 4-6b) 


403.3.1.1.2.3.3.2 Zone minimum primary airflow. For each zone, the 
minimum primary airflow (Vpz-min) Shall be determined in accordance 
with Equation 4-7. 


Vpz-min = Voz * 1.5 (Equation 4-7) 


403.3.1.1.2.3.4 Outdoor air intake. The design outdoor air intake flow 
(Vot) Shall be determined in accordance with Equation 4-8. 


Vot = Vou/Ey (Equation 4-8) 


403.3.2 Group R-2, R-3 and R-4 occupancies. This section is not adop- 
ted. See Section 403.4. 


403.3.2.1 Outdoor air for dwelling units. This section is not adopted. 


403.3.2.2 Outdoor air for other spaces. This section is not adopted. 
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403.3.2.3 Local exhaust. This section is not adopted. 
403.3.2.4 System controls. This section is not adopted. 


403.4 Group R whole house mechanical ventilation system. Each dwelling 
unit or sleeping unit shall be equipped with a whole house mechanical 
ventilation system that complies with Sections 403.4.1 through 
403.4.6. Each dwelling unit or sleeping unit shall be equipped with 
local exhaust complying with Section 403.4.7. All occupied spaces, in- 
cluding public corridors, other than the Group R dwelling units and/or 
sleeping units, that support these Group R occupancies shall meet the 
( (venti teticn requirement—o£)) natural ventilation requirements of 
Section 402 or the mechanical ventilation requirements of Sections 
403.1 through 403.3. 


EXCEPTION: Alternate balanced whole house ventilation systems and local exhaust systems subject to the Washington State Energy Code, Residential 
Provisions serving Group R dwelling units designed and commissioned in accordance with ASHRAE Standard 62.2 are permitted. 


403.4.1 System design. The whole house ventilation system shall con- 
sist of one or more supply fans, one or more exhaust fans, or an 
ERV/HRV with integral fans; and the associated ducts and controls. Lo- 
cal exhaust fans shall be permitted to serve as part of the whole 
house ventilation system when provided with the proper controls in ac- 
cordance with Section 403.4.5. The systems shall be designed and in- 
stalled to supply and exhaust the minimum outdoor airflow rates in ac- 
cordance with Section 403.4.2 as corrected by the balanced and/or dis- 
tributed whole house ventilation system coefficients in accordance 
with Section 403.4.3 where applicable. 


Table 403.4.2 


WHOLE HOUSE MECHANICAL VENTILATION AIRFLOW RATE 
(CONTINUOUSLY OPERATING SYSTEMS) 


Floor Area Bedrooms) a 
(ft) 1 2 3 4 >5 
<500 30 30 35 45 50 
500 - 1000 30 35 40 50 55 
1001 - 1500 30 40 45 55 60 
1501 - 2000 35 45 50 60 65 
2001 - 2500 40 50 55 65 70 
2501 - 3000 45 55 60 70 75 
3001 - 3500 50 60 65 15 80 
3501 - 4000 55 65 70 80 85 
4001 - 4500 60 70 75 85 90 
4501 - 5000 65 75 80 90 95 


(D) a Minimum airflow (Q,) is set at not less than 30 cfm for each dwelling units. 


403.4.2 Whole house mechanical ventilation rates. The sleeping unit 
whole house mechanical ventilation minimum outdoor airflow rate shall 
be determined in accordance with the breathing zone ventilation rates 
minimum outdoor airflow rate shall be determined in accordance with 
the breathing zone ventilation rates requirements of Section 
403.3.1.1.1.2 using Equation 4-2. The dwelling unit whole house me- 
chanical ventilation minimum outdoor airflow rate shall be determined 
in accordance with Equation 4-10 or Table 403.4.2. 


Or = 0.01*Ag gor + 7.5* (Npr + 1) (Equation 4-10) 


where: 
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Q; = Ventilation airflow rate, cubic feet per minute 
(cfm) but not less than 30 cfm for each 
dwelling unit. 


Afloor = Conditioned floor area, square feet (ft?) 
Npr = Number of bedrooms, not less than one. 


Table 403.4.3 


SYSTEM COEFFICIENT (Csystem) 


System Type Distributed Not Distributed 
Balanced 1.0 1.25 
Not Balanced 1.25 1.5 


403.4.3 Ventilation quality adjustment. The minimum whole house venti- 
lation rate from Section 403.4.2 shall be adjusted by the system coef- 
ficient in Table 403.4.3 based on the system type not meeting the def- 
inition of a balanced whole house ventilation system and/or not meet- 
ing the definition of a distributed whole house ventilation system. 


Qy = Q5 Csystem (Equation 4-11) 


where: 

Qy = Quality-adjusted ventilation airflow rate in 
cubic feet per minute (cfm) 

Q: = Ventilation airflow rate, cubic feet per 
minute (cfm) from Equation 4-10 or Table 
((403-4-4)) 403.4.2 

Cyystem = System coefficient from Table 403.4.3 


403.4.4 Whole house ventilation residential occupancies. Residential 

dwelling and sleeping unit whole house ventilation systems shall meet 
the requirements of Sections 403.4.4.1 or 403.4.4.2 depending on the 

occupancy of the residential unit. 


403.4.4.1 Whole house ventilation in Group R-2 occupancies. Residen- 
tial dwelling and sleeping units in Group R-2 occupancies system shall 
include supply and exhaust fans and be a balanced whole house ventila- 
tion system in accordance with Section 403.4.6.3. The system shall in- 
clude a heat or energy recovery ventilator with a sensible heat recov- 
ry effectiveness as prescribed in Section C403.3.6 or when selected 
as an option of R406 of the Washington State Energy Code. The whole 
house ventilation system shall operate continuously at the minimum 
ventilation rate determined in accordance with Section 403.4. The 
whole house supply fan shall provide ducted outdoor ventilation air to 
each habitable space within the residential unit. 


EXCEPTIONS: 


1. Interior adjoining spaces that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 
adjoining space. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" quality 
adjustment system coefficient in accordance with Section 403.4.3. 

2. Interior adjacent rooms that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 
interior adjacent room. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" 
quality adjustment system coefficient in accordance with Section 403.4.3. The interior adjacent room shall be provided with a transfer 
fan with a minimum airflow rate of 30 cfm or with relief air inlet with a minimum airflow of 20 cfm that is connected to the exhaust/ 
relief air inlet of an ERV/HRV whole house ventilation system. Transfer fans that ventilate interior adjacent rooms shall meet the sone 
rating in Section ((403.3-6)) 403.4.6 and shall have whole house ventilation controls in accordance with Section 403.4.5. 


403.4.4.2 Whole house ventilation for other than Group R-2 occupan- 
cies. Residential dwelling and sleeping units in other than Group R-2 
occupancies, including I-1 condition 2 occupancies, shall have a whole 
house mechanical ventilation system with supply and exhaust fans in 
accordance with Section 403.4.6.1, 403.4.6.2, 403.4.6.3, or 403.4.6.4. 
The whole house ventilation system shall operate continuously at the 
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. The whole house supply fan shall provide ducted 


1. Interior adjoining spaces that are ventilated from another habital 


tion rate determined in accordance with Section 403.4.2 
unless configured with intermittent off controls in accordance with 
Section 403 


outdoor ven tion air to each habitable space within the residential 


ble space are not required to have outdoor air ducted directly to the 


adjoining space. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" quality 


adjustment system coefficient in accordance with Section 403.4.3. 


2. Interior adjacent rooms that are ventilated from another habitable space are not required to have outdoor air ducted directly to the 
interior adjacent room. These systems are considered not distributed whole house ventilation systems and shall use the "not distributed" 
quality adjustment system coefficient in accordance with Section 403.4.3. The interior adjacent room shall be provided with a transfer 
fan with a minimum airflow rate of 30 cfm or with relief air inlet with a minimum airflow of 20 cfm that is connected to the exhaust/ 
relief air inlet of an ERV/HRV whole house ventilation system. Transfer fans that ventilate interior adjacent rooms shall meet the sone 
rating in Section 403.4.6 and shall have whole house ventilation controls in accordance with Section 403.4.5. 


403.4.5 Whole house ventilation controls. 


manual 


switches, 


The whole house ventilation syst 
timers or other means 


eration of the ventilation system 


occupant; 
ae 


cupant during periods of poor outdoor air quality. Controls shall 


Who] 
with controls 


clude permanent 
ded control 


ing: 


trols shall 
EXCEPTION: 


text or a symbol 
| permanent labeling to incl 
"Leave on unless outdoor air quality is very poor.’ 


le house mechanical vent 
that enable manual 


i 


that 


ndicating their function. 
lude text similar to the fol 
' Manual con- 


tem shall be control] 
that provide for automatic 
are readily accessible by 


L be provided with ready access for the occupant. 


required to have manual override off controls accessible to the occupant. 


3. Whole house ventilation syst 
operate continuously except 


ating) ) 


tems shall be configured to 
where intermittent off controls 


led wit 


th 


op- 


tilation system shall be provided 
L override off of the system by the oc- 


the 


in- 


Central whole house mechanical systems with supply air and/or exhaust that serve more than one dwelling or sleep units are not 


Recommen- 
llow- 


( (eper= 


are provided in accordance with Section 403.4.6.5 and allowed by Sec- 


tion 403.4. 


4.2. 


403.4.6 Whole house ventilation system component requirements. Whole 


house ventilation supply and exha 
have a minimum efficacy as prescribed in the Washington State 
The fans shall be rated for sound at 
design airflow and static 
tion of the system or equipment shall be carried out in accord- 
ance with manufacturer's 


shall 


Energy Code. 


sone 
stal 


at 
la 


EXCEPTIONS: 


installat 


pressure condi 


ion 


ust fans specified in 


instructions. 


tions. 


this section 


a maximum of 1.0 
Design and in- 


1. Central supply or exhaust fans serving multiple residential units do not need to comply with the maximum fan sone requirements. 


2. Interior joining spaces provided with a 30 cfm transfer fan or a 25 square foot permanent opening do not require supply ventilation air 


directly to the space. Transfer fans shall meet the sone rating above and have whole house ventilation controls in accordance with 


Section 403.4.5. 


403.4.6.1 Exhaust 


to the outside in 
shall be designed 
the ou 
and equipped with 


limiting 


fans. 
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E £E 


Exhaust fans required shall be ducted direc 
accordance with Section 501.3. 
to limit the pressure difference to the out 


backdraft dampers or mot 
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fans shall 


with Washington State Energy Code. 
ce with HVI 915, HVI 916, and HVI 920. Exhaust fans 
1 ventilation. 
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required in this 
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2. Inlet free area maximum velocity may exceed 500 feet per minute when a factory-built combined exhaust/intake termination fitting is 


used. 


403.4.6.2 Supply fans. 


ance with Sect 


signed 
inlet fr 


signed for int 
dampers in accordance with 


fans shall 


and HVI 920. 


unit or s] 


filtered. The filter 


nance and replacement. 


ing Value 
EXCEPTION: 


(MERV) 


Supply fans used in 
this section shall supply outdoor air from 
tions 401.4 and 401.5. 
to limit the pressure difference to 
a maximum velocity 
termittent off operation shall be equ 


meeting th 


Intake air openings 


to 500 feet 


requirements of 
intake openings in accord- 


shall be de- 


the outside to limiting the 
per minute and when de- 
ipped with motorized 


of at least 8. 


the Washington State Energy Code. Supply 
be tested and rated in accordance with HVI 915, HVI 916, 
Where outdoor air is provided to each habitable dwelling 
leeping unit by supply fan systems the outdoor air shall be 
shall be provided with access for regular mainte- 
The filter shall have a Minimum Efficiency Rat- 


Central supply fans serving multiple residential units do not need to comply with the HVI testing requirements. 


403.4.6.3 Balanced whole house ventilation system. A balanced whole 


house ventilation syst 
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sh 
Th 
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e total 
all 


an 
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ven 
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mechanical 
be submit 
e exhaust 
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R-2 dwelling and sleeping 
ced whole house ventilat 
ole house ventil 
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tem shall include both supp] 
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403.4.6.4 Furnace integrated supply. 
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requirements of Section 
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to correct the 
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mechanical 
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exhaust 
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403.4.6.7. 
03.4.6.1. The 
6.2. For Group 


to have bal- 
to have distributed 
t distributed system coefficient 
whole house mechanical 
em shall be designed and balanced to meet 
qualization requirements of Section 501.4. 
systems that are not a component of 
lation system are exempt from the balanced airflow cal 


Local exhaust 
venti- 


Lculation. 


condition 


heating and/or cooling air handler fans for outdoor air supply air 
distribution are not permitted. 


EXCEPTION: 


Air handler fans shall be permitted that have multi-speed or variable speed supply airflow control capability with a low speed operation 
not greater than 25 percent of the rated supply air flow capacity during ventilation only operation. Outdoor air intake openings must 
meet the provisions of Sections 401.4 and 401.5 and must include a motorized damper that is activated by the whole house ventilation 
system controller. Intake air openings shall be designed to limit the pressure difference to the outside to limiting the inlet free area 
maximum velocity to 500 ft per min. The motorized damper must be controlled to maintain the outdoor airflow intake airflow within 10 
percent of the whole house mechanical exhaust airflow rate. The supply air handler shall provide supply air to each habitable space in 
the residential unit. The whole house ventilation system shall include exhaust fans in accordance with Section 403.4.6.1 to meet the 
pressure equalization requirements of Section 501.4. The flow rate for the outdoor air intake must be tested and verified at the minimum 
ventilation fan speed and the maximum heating or cooling fan speed. The results of the test shall be submitted and posted in accordance 
with Section 403.4.6.7. 


403.4.6.5 Intermittent off operation. Whole house mechanical ventila- 


tion systems shall be provided with advanced controls 
to operat 
operate for a 
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Run-time 
Percentage in Each 
4-hour Segment 


50% | 66% 


75% | 100% 


Factor? 


2 1.5 


1.3 1.0 


a For ventilation system run-time values between those 


given, the factors are permitted to be determined by 


interpolation. 


b Extrapolation beyond the table is prohibited. 


403.4.6.6 Testing. Whole house mechanical ventilation systems shall be 


tested, balanced and verified 
minimum required by Sec 
performed according to 
structions, 


the ven 
or by using a flow hood, 


flow grid, 


to provide a flow rate not less than the 
tions 403.4.2 and 403.4.3. ] 
tilation equipment manufacturer's in- 

or other airflow meas- 


Testing shall be 


uring device at the mechanical ventilation fan's inlet terminals, out- 


let terminals or grilles or in the con 
by the building official, testing shall be conducted by an 
third party. A written report of the resul 
Signed by the party conducting the test and provided to the 
official and shall be posted in the residential unit in ac- 
with Section 403.4.6.7. 


403.4.6.7 Certificate. 
the mechanical contractor, 
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required 
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Table 403.4.7 


MINIMUM EXHAUST RATES 


shall be provided 


Area to be Exhaust Rate 
exhausted Intermittent Continuous 
Open kitchens In accordance Not permitted 
with Section 
403.4.7.3 
Enclosed In accordance 5 ACH based on 
kitchens with Section kitchen volume 
403.4.7.3 
Bathrooms - 
Toilet rooms 50 cfm 20 cfm 
E-195] 
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If the local exhaust fan is 


included in a whole house ventilation system in accordance with Sec- 
tion 403.4.6, 


criteria. 
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915, HVI 916, 
2. Fan ai 

stal] 

403.4.7. 


system as install 


airflow measurement device. 


the exhaust fan shall be controll 
fied in Section 403.4.5. 


403.4.7.2 Local exhaust fans. 
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Local exhaust 
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led to operate as speci- 
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Exhaust fans shall be tested and rated in accordance with HVI 
and HVI 920 or equivalent. 
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working speed as specified in HVI 916 Section 7.2. 
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tion 7.2. 


provided the duct sizing meets the prescriptive requirements of Table 403.4.7.2. 


2. Remote mounted fans need not meet sound requirements. To be considered for this exception, a remote mounted fan shall be mounted 


tem serving kit 


tchens shall be rat- 
airflow settings 


1. The installed airflow is not required to be field-verified where an exhaust airflow rating at a pressure of 0.25 in. w.g. may be used, 


outside the kitchen, and there shall be at least 4 feet (1 m) of ductwork between the fan and the intake grille. 


Table 403.4.7.2 


PRESCRIPTIVE EXHAUST DUCT SIZING 


Fan Tested cfm at Minimum Flex Maximum Length Minimum Smooth Maximum Length in Maximum 
0.25 inches w.g. Diameter in Feet Diameter Feet Elbows? 
50 4 inches 25 4 inches 70 3 
50 5 inches 90 5 inches 100 3 
50 6 inches No Limit 6 inches No Limit 3 
80 4 inches? NA 4 inches 20 3 
80 5 inches 15 5 inches 100 3 
80 6 inches 90 6 inches No Limit 3 
100 5 inches? NA 5 inches 50 3 
100 6 inches 45 6 inches No Limit 3 
125 6 inches 15 6 inches No Limit 3 
125 7 inches 70 7 inches No Limit 3 
a. For each additional elbow, subtract 10 feet from length. 
b. Flex ducts of this diameter are not permitted with fans of this size. 
403.4.7.3 Local intermittent kitchen exhaust system. Kitchen range 


hoods for domestic cooking appliances shall meet or 
the minimum capture efficiency in 
Capture efficiency ratings shall be d 


minimum airflow or 
Table 403.4.7.3. 
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Kitchen Range Hood Airflow Rates 
(CFM) and ASTM E3087 Capture Effi- 
ciency (CE) Ratings According to 


Kitchen Range Fuel Type 


Hood Over Electric 
Range 


Hood Over Combustion 
Range 


65 percent CE or 160 cfm 


80 percent CE or 250 cfm 
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8. For specific systems see the following sections: 

8.1. Clothes dryer exhaust, Section 504.4. 

8.2. Kitchen hoods and other kitchen exhaust equipment, Sections 
506.3.13, 506.4 and 506.5. 

8.3. Dust stock and refuse conveying systems, Section 511.2. 

8.4. Subslab soil exhaust systems, Section 512.4. 
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8.5. Smoke control systems, Section 513.10.3. 
8.6. Refrigerant discharge, Section 1105.7. 
8.7. Machinery room discharge, Section 1105.6.1. 


501.4 Pressure equalization. Mechanical exhaust systems shall be sized 
to remove the quantity of air required by this chapter to be exhaus- 
ted. The system shall operate when air is required to be exhausted. 
Where mechanical exhaust is required in a room or space, such space 
shall be maintained with a neutral or negative pressure. If a greater 
quantity of air is supplied by a mechanical ventilating supply system 
than is removed by a mechanical exhaust for a room, adequate means 
shall be provided for the natural or mechanical exhaust of the excess 
air supplied. If only a mechanical exhaust system is installed for a 
room or if a greater quantity of air is removed by a mechanical ex- 
haust system than is supplied by a mechanical ventilating supply sys- 
tem for a room, adequate makeup air consisting of supply air, transfer 
air or outdoor air shall be provided to satisfy the deficiency. The 
calculated building infiltration rate shall not be used to satisfy the 
requirements of this section. 


EXCEPTION: Intermittent kitchen exhaust, intermittent domestic dryer exhaust, and intermittent local exhaust systems in R-3 occupancies and 
dwelling units in R-2 occupancies are excluded from the pressure equalization requirement unless required by Section 504 or Section 
505. 


AMENDATORY SECTION (Amending WSR 16-01-148, filed 12/21/15, effective 
7/1/16) 


WAC 51-52-0602 Section 602—( (Duet—eonstruetionand—installe- 
tien)) Plenums. 


602.1 General. Supply, return, exhaust, relief and ventilation air 
plenums shall be limited to uninhabited crawl spaces, areas above a 
ceiling or below the floor, attic spaces and mechanical equipment 
rooms. Plenums shall be limited to one fire area. Air systems that 
serve multiple fire areas shall be ducted from the boundary of the 
fire area served directly to the air-handling equipment. Fuel-fired 
appliances shall not be installed within a plenum. 


AMENDATORY SECTION (Amending WSR 20-03-041, filed 1/8/20, effective 
7/1/20) 


WAC 51-52-1106 Section 1106—Machinery room, special require- 
ments. 


( (4406-52) ) 1106.4.2 Emergency ventilation system. An emergency ven- 
tilation system shall be provided at the minimum exhaust rate speci- 
fied in ASHRAE 15 or Table ((++06-5~—)) 1106.4.2. Shutdown of the 
emergency ventilation system shall be by manual means. 


Table ((ł406-5-2)) 1106.4.2 


MINIMUM EXHAUST RATES 


Refrigerant Qim/sec) Q(cfm) 
R32 15.4 32,600 
R143A 13.6 28,700 
R444A 6.46 13,700 
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Refrigerant Q(m/sec) Q(cfm) 
R444B 10.6 22,400 
R445A 7.83 16,600 
R446A 23.9 50,700 
R447A 23.8 50,400 
R451A 7.04 15,000 
R451B 7.05 15,000 
R1234yf 7.80 16,600 
R1234ze(E) 5.92 12,600 


(Amending WSR 23-02-055, 
and 9/25/23, 


23-12-106, 


effective 3/15/24) 


WSR 23-23-105 


and 23-20-025, 


WAC 51-52-21409 Section 409 (IFGC)— ((Drips—and-sloped-piping)) 


Shutoff valves. 


Table 409.1.1 
Natural Gas Valve Standards 


Appliance Other Valve Applications 
Shutoff Valve 
Application 
Up to 1/2 psig Up to 1/2 psig Up to 2 psig Up to 5 psig Up to 125 psig 
Valve Standards Pressure Pressure Pressure Pressure Pressure 
ANSI Z21.15/CGA 9.1 X -- -- -- -- 
ASME B16.44 X X xa xb -- 
ASME B16.33 x X X X X 
ASME B16.38 -- X X X X 
For SI: 1 pound per square inch gauge = 6.895 cPsa 
a. If labeled 2G. 
b. If labeled 5G. 
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PERMANENT RULES 


BUILDING CODE COUNCIL 
[Filed November 15, 2023, 10:03 a.m., effective March 16, 2024] 


Effective Date of Rule: 


Purpose: 


and model code modifications 
recting errors and omissions. 

Citation of Rules Affected by this Order: Amending 33 sections in 
chapter 51-54A WAC. 


March 16, 2024. 


WSR 23-23-106 


Reconciling state amendments with section renumbering 
in the 2021 International Fire Code; cor- 


19.27.074. 


Statutory Authority for Adoption: RCW 19.27.031, 
Other Authority: RCW 19.27.031, 19.27.074. 


Adopted under notice filed as WSR 23-15-050 on July 13, 2023. 


Changes Other than Edit 


ting from Proposed to Adopted Version: 


WAC Section Change Rationale/Discussion 
51-54A-008 Implementation Implementation date is The state building code council voted to 
changed from October 29, | delay implementation of all codes on 
2023, to March 15, 2024. September 15, 2023. 
51-54A-0202 | Definition: Occupancy Relocates "Boarding Editorial modification intended to align with 
Classification: R-2 houses (nontransient) the model code format. There is no intended 
with more than 16 change in regulatory effect. 
occupants" below 
"Congregate living 
facilities (nontransient) 
with more than 16 
occupants." 
51-54A-0510 | 510.1 and 510.6.1 Replaces "two-way The modification provides consistency 
emergency responder aligning the text in the model code with the 
communications coverage | state amendments in Chapter 5. There is no 
system" with "emergency | intended change in regulatory effect. 
responder 
communications 
enhancement system." 
51-54A-1015 1015.2 Adds the words "of the The modification clarifies section 
International Building references; there is no intended change in 
Code" after section regulatory effect. 
references. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 


Amended 0, 
Amended 0, 


Amended 33, 


Amended 0, 


Repealed 0; or Re 
Repealed 0. 


Number of Sections Adop 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adop 


Repealed 0. 


Number of Sections Adop 
Reform Agency Procedures: 
Number of Sections Adop 


Repealed 0; Pilot 


0; or Other Alternative Rule 


Date Adopted: October 2 
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AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-008 Implementation. The International Fire Code 
adopted by chapter 51-54A WAC shall become effective in all counties 
and cities of this state on ((dt4,+4—2028)) March 15, 2024. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0105 Permits. 


105.5.14.1 Lithium batteries. An operational permit is required for an 
accumulation of more than 15 cubic feet (0.42 m) of lithium-ion and 
lithium metal batteries, where required by Section 322.1. 


105.5.32 Mobile food preparation vehicles. A permit is required for 
mobile preparation vehicles equipped with appliances that produce 
smoke or grease-laden vapors or utilize LP-gas systems or CNG systems. 


105.6.25 Underground supply piping for automatic sprinkler system. A 
construction permit is required for the installation of the portion of 
the underground water supply piping, public or private, supplying a 
water-based fire protection system. The permit shall apply to all un- 
derground piping and appurtenances downstream of the first control 
valve on the lateral piping or service line from the distribution main 
to ((eRe)) 1 foot above finished floor of the facility with the fire 
protection system. Maintenance performed in accordance with this code 
is not considered to be a modification and does not require a permit. 


EXCEPTIONS: 1. When the underground piping is installed by the aboveground piping contractor. 
2. Underground piping that serves a fire protection system installed in accordance with NFPA 13D. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0202 General definitions. 
SECTION 202 GENERAL DEFINITIONS 


ADULT FAMILY HoME. A dwelling, licensed by the state of Washington depart- 
ment of social and health services, in which a person or persons pro- 
vide personal care, special care, room and board to more than one but 
not more than six adults who are not related by blood or marriage to 
the person or persons providing the services. An existing adult family 
home may provide services to up to eight adults upon approval from the 
department of social and health services under RCW 70.128.066 and in 
accordance with Section 903. 
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ALERT SIGNAL. A distinctive signal indicating the need for trained person- 
nel and occupants to initiate a specific action, such as shelter-in- 
place. 


ALERT SYSTEM. Approved devices, equipment and systems or combinations of 
systems used to transmit or broadcast an alert signal. 
ASSISTED LIVING FACILITY. A home or other institution, licensed by the state 


of Washington, providing housing, basic services and assuming general 
responsibility for the safety and well-being of residents under chap- 
ters 18.20 RCW and 388-78A WAC. These facilities may provide care to 
residents with symptoms consistent with dementia requiring additional 
security measures. 


CHILD CARE. For the purposes of these regulations, child care is the care 
of children during any period of a 24-hour day. 


CHILD CARE, FAMILY HOME. A child care facility, licensed by Washington state, 
located in the dwelling of the person or persons under whose direct 
care and supervision the child is placed, for the care of 12 or fewer 
children, including children who reside at the home. 


cuusTeR. Clusters are multiple portable school classrooms separated by 
less than the requirements of the building code for separate build- 
ings. 


COVERED BOAT MooRAGE. A pier or system of floating or fixed access ways to 
which vessels on water may be secured and any portion of which are 
covered by a roof. 
CUSTODIAL CARE. Assistance with day-to-day living tasks; such as assistance 
with cooking, taking medication, bathing, using toilet facilities, and 
other tasks of daily living. Custodial care includes persons receiving 
care who have the ability to respond to emergency situations and may 
receive limited verbal or physical assistance. These care recipients 
may evacuate at a slower rate and/or who have mental and psychiatric 
complications. 


ELECTRICAL cope. The National Electrical Code, promulgated by the National 
Fire Protection Association, as adopted by rule or local ordinance un- 
der the authority of chapter 19.28 RCW. 


EMERGENCY RESPONDER COMMUNICATIONS ENHANCEMENT SYSTEM (ERCES) . An infrastructure solution 

installed within a building to enhance the communications capabilities 
for first responders that utilizes solutions such as a signal booster, 
voting receiver, base station, or other technology capable of enhanc- 

ing the radio frequency (RF) to ensur ffective public safety commu- 

nications. 


FREQUENCY. The particular waveband at which a communications system 
broadcasts or transmits. 


FREQUENCY LICENSE HOLDER(S). The person(s) or entity(s) that are issued the li- 
cense from the frequency licensing authority of United States or other 
country of jurisdiction for the frequencies being used by both the in- 
building emergency responder communications enhancement system and the 
emergency services communications system that it enhances. 


FREQUENCY LICENSING AUTHORITY. The government authority in a country or territo- 
ry that issues frequency licenses for the use of communications fre- 
quencies by authorized entities and individuals. 
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GRAVITY-OPERATED DROP OUT VENTS. Automatic smoke and heat vents containing heat- 
sensitive glazing designed to shrink and drop out of the vent openings 
when exposed to fire. 


HOSPICE CARE CENTER. A building or portion thereof used on a 24-hour basis 
for the provision of hospice services to terminally ill inpatients. 
LIMITED VERBAL OR PHYSICAL ASSISTANCE. Persons who, because of age, physical limi- 
tations, cognitive limitations, treatment or chemical dependency, and 
may not independently recognize, respond, or evacuate without limited 
verbal or physical assistance during an emergency situation. Verbal 
assistance includes prompting, giving, and repeating instructions. 
Physical assistance includes assistance with transfers to walking aids 
or mobility devices and assistance with egress. 


MOBILE FOOD PREPARATION VEHICLE. Mobile food preparation vehicles that are 
equipped with appliances that produce smoke or grease-laden vapors or 
utilize LP-gas systems or CNG systems for the purpose of preparing and 
serving food to the public. Vehicles intended for private recreation 
shall not be considered mobile food preparation vehicles. 


MOTOR VEHICLE. Includes, but not limited to, a vehicle, machine, tractor, 
trailer or semitrailer, or any combination thereof, propelled or drawn 
by mechanical power and designed for use upon the highways in the 
transportation of passengers or property. It does not include a vehi- 
cle, locomotive or car operated exclusively on a rail or rails, ora 
trolley bus operated by electric power derived from a fixed overhead 
wire, furnishing local passenger transportation similar to street- 
railway service. The term "motor vehicle" also includes freight con- 
tainers or cargo tanks used, or intended for use, in connection with 
motor vehicles. 


NIGHTCLUB. An A-2 Occupancy use (( 
Cede)) in which the aggregate area of concentrated use of unfixed 
chairs and standing space that is specifically designated and primari- 
ly used for dancing or viewing performers exceeds 350 square feet 


(32.5 m2), excluding adjacent lobby areas. "Nightclub" does not in- 
clude theaters with fixed seating, banquet halls, or lodge halls. 


OCCUPANCY CLASSIFICATION. For the purposes of this code, certain occupancies 


pe ag 


are defined as follows: 


Institutional Group I-1. Institutional Group I-1 occupancy shall 
include buildings, structures or portions thereof for more than 16 
persons excluding staff, who reside on a 24-hour basis in a supervised 
environment and receive custodial care. Buildings of Group I-1 shall 
be classified as one of the occupancy conditions indicated below. This 
group shall include, but not be limited to, the following: Assisted 
living facilities licensed under chapter 388-78A WAC and residential 
treatment facilities licensed under chapter 246-337 WAC shall be clas- 
sified as Group I-1, Condition 2. 


No change to the rest of the occupancy conditions. 


Group I-2. This occupancy shall include buildings and structures 
used for medical care on a 24-hour basis for more than five persons 
who are incapable of self-preservation. This group shall include, but 
not be limited to, the following: 


Foster care facilities 
Detoxification facilities 
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Child care facility. Child care facilities that provide supervi- 


L be classified as Group I-4. 


Where the occupants are capable of responding to an emergency situation without physical assistance from the staff, the facility shall be 
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1. A child day care facility that provides care for more than five but no more than 100 children 2 1/2 years or less of age, where the 


rooms in which the children are cared for are located on a level of exit discharge serving such rooms and each of these child care rooms 
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R-3 Residential occupancies where the occupants are primarily 
permanent in nature and not classified as Group R-1, R-2, R-4, or I, 
including: 

Buildings that do not contain more than two dwelling units. 

( (Boasding houses—menteanstent} with 16+ fewer cceupants 

=) ) 

Care facilities that provide accommodations for five or fewer 
persons receiving care. 

Congregate living facilities (nontransient) with 16 or fewer oc- 
cupants. 


Boarding houses (nontransient) with 16 or fewer occupants 
Convents 
Dormitories 
Fraternities and sororities 
Monasteries 

Congregate living facilities (transient) with 10 or fewer occu- 
pants. 


Boarding houses (transient) with 10 or fewer occupants 
Lodging houses (transient) with five or fewer guestrooms and 
10 or fewer occupants 

Care facilities within a dwelling. Care facilities for five or 
fewer persons receiving care that are within a single-family dwelling 
are permitted to comply with the International Residential Code provi- 
ded an automatic sprinkler system is installed in accordance with Sec- 
tion 903.3.1.3 or with Section P2904 of the International Residential 
Code. 

Adult family homes, family home child care. Adult family homes 
and family home child care facilities that are within a single-family 
home are permitted to comply with the International Residential Code. 

Foster family care homes. Foster family care homes licensed by 
Washington state are permitted to comply with the International Resi- 
dential Code, as an accessory use to a dwelling, for six or fewer 
children including those of the resident family. 

( (R-4—Ctreassifiestien+ssot_adepted:Any“eference_in_ths—ecode 
=) ) 


PORTABLE SCHOOL CLASSROOM. A prefabricated structure consisting of one or more 
rooms with direct exterior egress from the classroom(s). The structure 
is transportable in one or more sections, and is designed to be used 
as an educational space with or without a permanent foundation. The 
structure shall be capable of being demounted and relocated to other 
locations as needs arise. 


POWERED MICROMOBILITY DEVICES. Motorized bicycles, motorized scooters, and other 
personal mobility devices powered by a rechargeable battery. The term 
does not include motor vehicles that are required to be registered 
with the department of motor vehicles for the state or jurisdiction. 


RECALL SIGNAL. An electrically or mechanically operated signal used to re- 
call occupants after an emergency drill or to terminate a shelter-in- 

place event that shall be distinct from any alarm or alert signal used 
to initiate an emergency plan, or other signals. 


SHELTER-IN-PLACE. An emergency response used to minimize exposure of fa- 
cility occupants to chemical or environmental hazards by taking refuge 
in predetermined interior rooms or areas where actions are taken to 
isolate the interior environment from the exterior hazard. 
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SPECIAL HAZARDS SUPPRESSION SYSTEMS. Wet-chemical systems (NFPA 17A), Dry-chemical 
systems (NFPA 17), Foam systems (NFPA 11), Carbon dioxide systems 
(NFPA 12), Halon systems (NFPA 12A), Clean-agent systems (NFPA 2001), 
Automatic water mist systems (NFPA 750), Aerosol fire-extinguishing 
systems (NFPA 2010), and Explosion prevention systems (NFPA 69). 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0314 Indoor displays. 


314.4 Vehicles. Liquid- or gas-fueled vehicles, boats, aircraft or 
other motorcraft shall not be located indoors except as follows: 

1. The engine starting system is made inoperable or ignition bat- 
teries are disconnected except where the fire code official requires 
that the batteries remain connected to maintain safety features. 

2. Fuel in fuel tanks does not exceed any of the following: 
2.1. Class I, II, and III liquid fuel does not exceed one-quarter 
tank or 5 gallons (19 L), whichever is less. 

2.2. LP gas does not exceed one-quarter tank or 6.6 gallons (25 
L), whichever is less. 

2.3. CNG does not exceed one-quarter tank or 630 cubic feet (17.8 


, whichever is less. 
2.4. Hydrogen does not exceed one-quarter tank or 2,000 cubic 


feet (0.57 m), whichever is less. 

3. Fuel tanks and fill openings are closed and sealed to prevent 
tampering. 

4. Vehicles, aircraft, boats or other motorcraft equipment are 
not fueled or defueled within the building. 


m?) 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0322 ((General)) Lithium batteries. 


322.1 General. The storage of lithium-ion and lithium metal batteries 
shall comply with Section 322. 


EXCEPTIONS: 1. New or refurbished batteries installed in the equipment, devices, or vehicles they are designed to power. 
2. New or refurbished batteries packed for use with the equipment, devices, or vehicles they are designed to power. 
3. Batteries in original retail packaging that are rated at 300 watt-hours or less for lithium-ion batteries or contain 25 grams or less of 
lithium metal for lithium metal batteries. 
4. Temporary storage of batteries or battery components during the battery manufacturing process prior to completion of final quality 
control checks. 
5. Temporary storage of batteries during the vehicle manufacturing or repair process. 


322.2 Permits. Permits shall be required for an accumulation of more 
than 15 cubic feet (0.42 m?) of lithium-ion and lithium metal batter- 


ies, other than batteries listed in the exceptions to Section 322.1, 
as set forth in Section 105.5.14.1. 


322.3 Fire safety plan. A fire safety plan shall be provided in ac- 
cordance with Section 403.10.6. In addition, the fire safety plan 
shall include emergency response actions to be taken upon detection of 
a fire or possible fire involving lithium-ion or lithium metal battery 
storage. 
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fire detection and alarm system complying with Section 907. The fire 
detection system shall use air-aspirating smoke detection, radiant en- 
ergy-sensing fire detection, or both. 


322.4.2.5 Explosion control. Where the approved technical opinion and 
report required by Section 322.4.2.1 recommends explosion control, ex- 
plosion control complying with Section 911 shall be provided. 


322.4.2.6 Reduced requirements for storage of partially charged bat- 
teries. Indoor storage areas for lithium-ion and lithium metal batter- 
ies with a demonstrated state of charge not exceeding 30 percent shall 
not be required to comply with Section 322.4.2.1, 322.4.2.2, or 
322.4.2.5, provided that procedures for limiting and verifying that 
the state of charge will not exceed 30 percent have been approved. 


322.4.3 Outdoor storage. Outdoor storage of lithium-ion or lithium 
metal batteries shall comply with Sections 322.4.3.1 through 
S22 ett ees 


322.4.3.1 Distance from storage to exposures. Outdoor storage of lith- 
ijum-ion or lithium metal batteries, including storage beneath weather 
protection in accordance with Section 414.6.1 of the International 
Building Code, shall comply with one of the following: 


1. Battery storage shall be located not less than 20 feet (6096 
mm) from any building, lot line, public street, public alley, public 
way, or means of egress. 

2. Battery storage shall be located not less than 3 feet (914 mm) 
from any building, lot line, public street, public alley, public way, 


or means of egress, where the battery storage is separated by a 2-hour 
fire-resistance rated assembly without openings or penetrations and 
extending 5 feet (1524 mm) above and to the sides of the battery stor- 
age area. 

3. Battery storage shall be located not less than 3 feet (914 mm) 
from any building, lot line, public street, public alley, public way, 
or means of egress, where batteries are contained in approved prefab- 
ricated portable structures providing a complete 2-hour fire-resist- 
ance rated enclosure. 


322.4.3.2 Storage area size limits and separation. Outdoor storage 
areas for lithium-ion or lithium metal batteries, including storage 
beneath weather-protection in accordance with Section 414.6.1 of the 


International Building Code, shall not exceed 900 sq. ft. (83.6 m2). 
The height of battery storage in such areas shall not exceed 10 feet 


(3048 mm). Multiple battery storage areas shall be separated from each 
other by not less than 10 feet (3048 mm) of open space. 


322.4.3.3 Fire detection. Outdoor storage areas for lithium-ion or 
lithium metal batteries, regardless of whether such areas are open, 
under weather protection or in a prefabricated portable structure, 
shall be provided with an approved automatic fire detection and alarm 
system complying with Section 907. The fire detection system shall use 
radiant energy-sensing fire detection. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0403 Emergency preparedness requirements. 
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403.4.3 Assembly points and fire operations. Assembly points shall not 
be in areas likely to be utilized for fire service operations. 


403.9.2 Group R-2 occupancies. Group R-2 occupancies shall comply with 
Sections 403.9.2.1 through 403.9.2.4. 


403.9.2.4 Group R-2 assisted living and residential care facilities. 
Assisted living and residential care facilities licensed by the state 
of Washington shall comply with Section 403.7.1 as required for Group 
I-1 Condition 2 occupancies. 


( (4039.3Greup-R-4 eceupancies.fhis section notadeptecd: ) ) 


403.10.6 Buildings with lithium-ion or lithium metal battery storage. 
An approved fire safety plan in accordance with Section 404 shall be 
prepared and maintained for buildings with lithium-ion or lithium met- 
al battery storage. 


403.11.3 Crowd managers for gatherings exceeding 1,000 people. Where 
facilities or events involve a gathering of more than 1,000 people, or 
as required by the fire code official, crowd managers shall be provi- 
ded in accordance with Sections 403.11.3.1 through 403.11.3.3. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0406 Employee training and response procedures. 


406.1 General. Employees in the occupancies listed in Section 403 
shall be trained in the emergency procedures described in their emer- 
gency plans. Training shall be based on these plans and as described 
in Sections 406.2 through ( (406-3-4)) 406.3.5. 


406.2 Frequency. Employees shall receive training in the contents of 
the emergency plans and their duties as part of new employee orienta- 
tion and at least annually thereafter. Records shall be kept and made 
available to the fire code official upon request. 


406.3 Employee training program. Employees shall be trained in fire 
prevention, evacuation, sheltering-in-place, and fire safety in ac- 
cordance with Sections 406.3.1 through ((406-3-+4)) 406.3.5. 


406.3.4 Emergency lockdown training. This section is not adopted. 


406.3.5 Emergency shelter-in-place training. Where a facility has a 
shelter-in-place plan, employees shall be trained on the alert and re- 
call signals, communication system, location of emergency supplies, 
the use of the incident notification and alarm system, and their as- 
Signed duties and procedures in the event of an alarm or emergency. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0501 ((General-)) Reserved. 
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AMENDATORY SECTION (Amending WSR 13-04-063, filed 2/1/13, effective 
7/1/13) 


WAC 51-54A-0503 Fire apparatus access roads. 


503.1 Where required. Fire apparatus access roads shall be provided 
and maintained in accordance with locally adopted street, road, and 
access standards. 


503.1.1 Buildings and facilities((;)). This section is not adopted. 


503.1.2 Additional access ((+)). This section is not adopted. 


503.1.3 High-piled storage ((7+)). This section is not adopted. 


503.2 Specifications. This section is not adopted. 
503.3 Marking. This section is not adopted. 


503.4 Obstruction of fire apparatus access roads. This section is not 
adopted. 


503.4.1 Traffic calming devices. This section is not adopted. 


AMENDATORY SECTION (Amending WSR 16-03-055, filed 1/16/16, effective 
7/1/16) 


WAC 51-54A-0507 Fire protection water supplies. 


507.3 Fire flow. Fire flow requirements for buildings or portions of 
buildings and facilities shall be determined by an approved method. 


EXCEPTIONS: 1. Fire flow is not required for structures under 500 square feet (46 m2) with a B, U or R-1 occupancy where structures are at least 30 
feet (9144 mm) from any other structure and are used only for recreation. 
2. In rural and suburban areas in which adequate and reliable water supply systems do not exist, the fire code official is authorized to 
utilize NFPA 1142 or the International Wildland-Urban Interface Code. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0510 Emergency responder communication coverage. 


510.1 Emergency responder communication coverage in new buildings. Ap- 
proved in-building, emergency responder communications enhancement 
system (ERCES) for emergency responders shall be provided in all new 
buildings. In-building ERCES within the building shall be based on the 
existing coverage levels of the public safety communication systems 
utilized by the jurisdiction, measured at the exterior of the build- 
ing. The ( (#we-wey)) emergency responder communications ( (eerveraege) ) 
enhancement system, where required, shall be of a type determined by 
the fire code official and the frequency license holder(s). This sec- 
tion shall not require improvement of the existing public safety com- 
munication systems. 


EXCEPTIONS: 1. Where approved by the building official and the fire code official, a wired communication system in accordance with Section 
907.2.13.2 shall be permitted to be installed or maintained instead of an approved communication coverage system. 
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2. Where it is determined by the fire code official that the communication coverage system is not needed. 

3. In facilities where emergency responder communication coverage is required and such systems, components or equipment required 
could have a negative impact on the normal operations of that facility, the fire code official shall have the authority to accept an 
automatically activated emergency responder communication coverage system. 


510.2 Emergency responder communication enhancement system in existing 
buildings. Existing buildings shall be provided 

with approved in-building, emergency responder communications enhance- 
ment system for emergency responders as required in Chapter 11. 


510.3 Permit required. A construction permit for the installation of 
or modification to in-building, emergency responder communication en- 
hancement systems and related equipment is required as specified in 
Section 105.6.4. Maintenance performed in accordance with this code is 
not considered a modification and does not require a permit. 


510.4 Technical requirements. Equipment required to provide in-build- 
ing, emergency responder communication enhancement system shall be 
listed in accordance with UL 2524. Systems, components and equipment 
required to provide the in-building, emergency responder communication 
enhancement system shall comply with Sections 510.4.1 through 
510.4.2.8. 


510.4.1 Emergency responder communication enhancement system signal 
strength. The building shall be considered to have an acceptable in- 
building, emergency responder communication enhancement system where 
Signal strength measurements in 95 percent of all areas and 99 percent 
of areas designated as critical areas by the fire code official on 
each floor of the building meet the signal strength requirements in 
Sections 510.4.1.1 through 510.4.1.3. 


510.4.1.1 Minimum signal strength into the building. The minimum in- 
bound signal strength shall be sufficient to provide usable voice com- 
munications throughout the coverage area as specified by the fire code 
official. The inbound signal level shall be a minimum of -95 dBm in 95 
percent of the coverage area and 99 percent in critical areas and suf- 
ficient to provide not less than a delivered audio quality (DAQ) of 
3.0 or an equivalent signal-to-interference-plus-noise ratio (SINR) 
applicable to the technology for either analog or digital signals. 


510.4.2 System design. The in-building, emergency responder communica- 
tion enhancement system shall be designed in accordance with Sections 
510.4.2.1 through 510.4.2.8 and NFPA 1221. 


510.4.2.1 Amplification systems and components. Buildings and struc- 
tures that cannot support the required level of in-building, emergency 
responder communication enhancement system shall be equipped with sys- 
tems and components to enhance the radio signals and achieve the re- 
quired level of in-building, emergency responder communication en- 
hancement system specified in Sections 510.4.1 through 510.4.1.3. In- 
building, emergency responder communication enhancement systems uti- 
lizing radio-frequency-emitting devices and cabling shall be approved 
by the fire code official. Prior to installation, all RF-emitting de- 
vices shall have the certification of the radio licensing authority 
and be suitable for public safety use. 


510.4.2.2 Technical criteria. The fire code official shall maintain a 
document providing the specific technical information and requirements 
for the in-building, emergency responder communication enhancement 
system. This document shall contain, but not be limited to, the vari- 
ous frequencies required, the location of radio sites, th ffectiv 
radiated power of radio sites, the maximum propagation delay in micro- 
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seconds, the applications being used and other supporting technical 
information necessary for system design. 


510.4.2.3 Standby power. In-building, emergency responder communica- 
tion enhancement systems coverage systems shall be provided with dedi- 
cated standby batteries or provided with 2-hour standby batteries and 
connected to the facility generator power system in accordance with 
Section 1203. The standby power supply shall be capable of operating 
the in-building, emergency responder communication enhancement system 
at 100 percent system capacity for a duration of not less than 12 
hours. 


510.4.2.4 Signal booster requirements. If used, signal boosters shall 
meet the following requirements: 

1. All signal booster components shall be a National Electrical 
Manufacturer's Association (NEMA) 4, IP66-type waterproof cabinet or 
equivalent. 


EXCEPTION: Listed battery systems that are contained in integrated battery cabinets. 

2. Battery systems used for the emergency power source shall be 
contained in a NEMA 3R or higher-rated cabinet, IP65-type waterproof 
cabinet or equivalent. 

EXCEPTION: Listed battery systems that are contained in integrated battery cabinets. 

3. Equipment shall have FCC or other radio licensing authority 
certification and be suitable for public safety use prior to installa- 
tion. 


4. Where a donor antenna exists, isolation shall be maintained 
between the donor antenna and all inside antennas to not less than 20 
dB greater than the system gain under all operating conditions. 

5. Bi-directional amplifiers (BDA) used for in-building, emergen- 
cy responder communication enhancement systems shall be fitted with 
anti-oscillation detection and control circuitry and per-channel AGC. 

6. The installation of amplification systems or enhancement sys- 
tems that operate on or provide the means to cause interference on any 
in-building, emergency responder communication enhancement system net- 
work shall be coordinated and approved by the fire code official. 

7. Only channelized signal boosters shall be permitted. 


EXCEPTION: Broadband BDAs may be utilized when specifically authorized in writing by the frequency license holder. 


510.4.2.5 System monitoring. The in-building, emergency responder com- 
munication enhancement system shall include automatic supervisory and 
trouble signals that are monitored by a supervisory service and are 
annunciated by the fire alarm system in accordance with NFPA 72. The 
following conditions shall be separately annunciated by the fire alarm 
system, or, if the status of each of the following conditions is indi- 
vidually displayed on a dedicated panel on the in-building, emergency 
responder communication enhancement system, a single automatic super- 
visory signal may be annunciated on the fire alarm system indicating 
deficiencies of the in-building, emergency responder communication en- 
hancement system: 

1. Loss of normal AC power supply. 

2. System battery charger(s) failure. 
3. Malfunction of the donor antenna(s). 
4 
5 


Failure of active RF-emitting device(s). 
Low-battery capacity at 70 percent reduction of operating ca- 


Active system component malfunction. 
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7. Malfunction of the communications link between the fire alarm 
system and the in-building, emergency responder communication enhance- 
ment system. 

8. Oscillation of active RF-emitting device(s). 


510.4.2.6 Additional frequencies and change of frequencies. The in- 
building, emergency responder communication ((eerexage)) enhancement 
system shall be capable of modification or expansion in the event fre- 
quency changes are required by the FCC or other radio licensing au- 
thority, or additional frequencies are made available by the FCC or 
other radio licensing authority. 


510.4.2.7 Design documents. The fire code official shall have the au- 
thority to require "as-built" design documents and specifications for 
in-building, emergency responder communication enhancement systems. 
The documents shall be in a format acceptable to the fire code offi- 
cial. 


510.4.2.8 Radio communication antenna density. Systems shall be engi- 
neered to minimize the near-far effect. In-building, emergency res- 
ponder communication enhancement system designs shall include suffi- 
cient antenna density to address reduced gain conditions. 


EXCEPTION: Systems where all portable devices within the same band use active power control features. 


510.5 Installation requirements. The installation of the in-building, 
emergency responder communication enhancement system shall be in ac- 
cordance with NFPA 1221 and Sections 510.5.1 through 510.5.7. 


510.5.1 Mounting of the donor antenna(s). To maintain proper alignment 
with the system designed donor site, donor antennas shall be perma- 
nently affixed on the highest possible position on the building or 
where approved by the fire code official. A clearly visible sign stat- 
ing "MOVEMENT OR REPOSITIONING OF THIS ANTENNA IS PROHIBITED WITHOUT APPROVAL FROM THE FIRE CODE OFFI- 
cian." shall be posted. The antenna installation shall be in accordance 
with the applicable requirements in the International Building Code 
for weather protection of the building envelope. 


510.5.3 Minimum qualifications of personnel. The minimum qualifica- 
tions of the system designer and lead acceptance test personnel shall 
include both of the following: 
1. A valid FCC-issued general radio telephone operators license. 
2. Certification of in-building system training issued by an ap- 
proved organization or approved school, or a certificate issued by the 
manufacturer of the equipment being installed. 


510.5.4 Acceptance test procedure. Where an in-building emergency res- 
ponder communication enhancement system is required, and upon comple- 
tion of installation, the building owner shall have the radio system 
tested to verify that two-way coverage on each floor of the building 
is in accordance with Section 510.4.1. The test procedure shall be 
conducted as follows: 
1. Each floor of the building shall be divided into a grid of 20 
approximately equal test areas, with a maximum test area size of 6,400 
square feet (595 m2). Where the floor area exceeds 128,000 square feet 


(11,904 m?), the floor shall be divided into as many approximately 
equal test areas as needed, such that no test area exceeds the maximum 
square footage allowed for a test area. 

2. The test shall be conducted using a calibrated portable radio 
of the latest brand and model used by the agency talking through the 


Certified on 11/30/2023 [ 214 ] WSR Issue 23-23 - Permanent 


agency's radio communications system or equipment 


Washington State Register, 


code official. 


3.5 ‘CO 


calibrated spectrum analyzer for each of 
this testing shall be created for each floor wher 


ded, indic 
510.5.4(1) 
test area. 
4. Fu 


approved b 
quality (D 
Communicat 


each fl 
ilding; 


on 
bu 


calibrated portabl 


verage testing of sig 


ating the 


Issue 23 


th shall 
the tes 


nal strengt 


-23 WSR 23-23-106 


approved by the fire 


be conducted using a 
grids. A diagram of 


ths and fre 


1 


Indicate all 


strengi 
areas, 


nctional tal 
le radios of t 


used by the agency's radio communicat 
the fire code official. 


y 
AQ) metrics, where a 


ions between handsets 


oor; between each cri 
between each critical 


fire alarm control panel; betw 


th 
5. Fa 
shall resu 


EXCEPTION: 
6. 


In 


der to be more statistically accura 
divided in 
test 


be 
adjacent 
system fai 
95 percent 
Te A 
ll be s 
way commun 
publ 


lic age 
has 


sha 


he lates 
tions system o 
Testing shall 
passing result is a 
shall be tested an 


tical area and a ra 
area and the fire 


than 5 
of the 


ilure of more 
lt in failure 


the event that two o 


Les 
not 
test, 


to 40 equal 
areas shal 


a 
r 


l 


n each landing in 


e fire command center or fire alarm panel. 


percent of the test 


test. 


Critical areas shall be provided with 99 percent floor area coverage. 


f the test areas fa 
te, the floor s 
reas. Failure of no 


esult in failure of 


ls the 40 area 
coverage requirement 
test location approxi 


the system shall be 


mat 


tely in the cente 


elected for the test, 
ications to and from 
ney's radio communica 
elected, that locatio 


w Os ¢ 


been s 
Failure in 
failure of 
mitted. 

8. Th 


Ç iE 


the selected test lo 
that test area. Addi 


with the radio ena 
the outside of the 
tions system. Once 
n shall represent t 
cation shall be con 
tional 


test locatio 


e gain values of all 


test measu 
so that th 
event that 
shall be r 
values. 
9. 


As 


rement results shall 
e measurement 
the measurement resu 

equired to rerun the 


part of the installa 


Suitable 
tions are 
shall be c 
al inspect 
10. S$ 
sly cond 
all be p 
antenna. T 
that repre 
bot 
within the 


ou 
sh 


shall 
ted b 
time 


tal 
est equipment b 
not being generat 
onducted at the 
ions. 

ystems shall be 
ucting subject 
ositioned not 
he second port 


teste 
tive voi 
greater 


amplifiers shall be 
be kept on file wit 


ts can be verified during ann 
the building owner 


lost, 
tes 


lts become 
acceptance 


tö 


tion, a spectrum an 
e utilized to ensur 
y the subject signa 
of installat 


d using 
ce quali 
than 10 feet 


two portabl 
ty checks. 
(3048 


table radio shall be positioned a 


sents the farthest di 


same band, subjectiv 


S 
up on di 
e audio testing sha 


tance from any indoor ant 
th portable radios simultaneously keyed 


coverage is provi- 


testing grid used for the test in Section 
and including signal 
critical 
k-back testing shall be conducted using two 
t brand and model 


quencies for each 


r other equipment 
use digital audible 
DAQ of 3 or higher. 
d recorded in the 


grid square diagram required by Section 510.5.3(2); each grid square 


dio outside the 
command center or 
each stairwell and 


areas on any floor 


il the 
hall be 
t more 


test, in or- 
permitted to 
than two non- 
the test. If the 
altered to meet the 


r of each test area 
bled to verify two- 
building through the 
the test location 

he entire test area. 
sidered to be a 

ns shall not be per- 


measured and the 
the building owner 
ual tests. In the 


h 


reestablish the gain 


alyzer or other 
e spurious oscilla- 
l booster. This test 


tion and at subsequent annu- 


e radios simultane- 
One portable radio 
mm) from the indoor 
t a distance 
tenna. With 
fferent frequencies 
ll be conducted and 


comply with DAQ levels as specified in Sections 510.4.1.1 and 


510.4.1.2. 


Certified 


on 11/30/2023 


[ 215 ] 


WSR Issue 23-23 


- Permanent 


Washington State Register, Issue 23-23 WSR 23-23-106 


11. Documentation maintained on premises. At the conclusion of 
the testing, and prior to issuance of the building certificate of oc- 
cupancy, the building owner or owner's representative shall place a 
copy of the following records in the Distributed Antenna System enclo- 
sure or the building engineer's office. The records shall be available 


to the fire code official and mai 
life of the system: 


n 


tained by the building owner for the 


a. A certification letter st 


a 


ting that the emergency responder 


enhancement coverage system has been installed and tested in accord- 
ance with this code, and that the system is complete and fully func- 


tional. 


b. The grid square diagram created as part of testing in Sections 


SLO. 32): and 510.5.3°(3)-. 


c. Data sheets and/or manufacturer specifications for the emer- 
gency responder enhancement coverage system equipment; back up bat- 


tery; and charging system (if util 
locations and wiring schematic. 


d. A diagram showing device 


ized). 


e. A copy of the electrical permit. 


510.5.5 FCC compliance. The in-building, emergency responder communi- 


cation enhancement system install 
with all applicable federal regul 


at 


a 


ion and components shall comply 
tions including, but not limited to, 


FCC 47 C.F.R. Part 90.219. 


510.5.6 Wiring. The backbone, antenna distribution, radiating, or any 
fiber optic cables shall be rated as plenum cables. The backbone ca- 
bles shall be connected to the antenna distribution, radiating, or 
copper cables using hybrid coupler devices of a value determined by 


the overall design. Backbone cabl 
sure that matches the building's 


shafts or interior exit stairways. 


cable and the antenna cables shal 


matches the building's fire-resist 


© 
r 


1 


s shall be routed through an enclo- 
equired fire-resistance rating for 
The connection between the backbone 
be made within an enclosure that 
ance rating for shafts or interior 


exit stairways, and passage of the antenna distribution cable in and 


out of the enclosure shall be prot 


ternational Building Code. 


ected as a penetration per the In- 


510.5.7 Identification signs. Emergency responder enhancement systems 
shall be identified by an approved sign located on or near the fire 
alarm control panel or other approved location stating "This building 
is equipped with an Emergency Responder Enhancement Coverage System. 
Control Equipment located in ....... or as approved by the Fire Code 
Official." A sign stating "Emergency Responder Enhancement Coverage 
System Equipment" shall be placed on or adjacent to the door of the 
room containing the main system components. 


510.6 Maintenance. The in-building, emergency responder communication 
enhancement system shall be maintained operational at all times in ac- 
cordance with Sections 510.6.1 through 510.6.4. 


510.6.1 Testing and proof of compliance. The owner of the building or 
owner's authorized agent shall have the in-building, ( (4we-wey)) emer- 
gency responder communication ((eererage)) enhancement system inspec- 
ted and tested annually or where structural changes occur including 
additions or remodels that could materially change the original field 
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3. The test area boundaries shall not deviate from the areas es- 
tablished at the time of the acceptance test, or as modified by the 
fire code official. The building shall be considered to have accepta- 
ble emergency responder communication coverage when the required sig- 
nal strength requirements in Sections 510.4.1.1 and 510.4.1.2 are lo- 
cated in 95 percent of all areas on each floor of the building and 99 


percent in critical areas, and any nonfunctional serving antenna are 
repaired to function within normal ranges. If the documentation of the 
acceptance test or most recent previous annual test results are not 


available or acceptable to the fire code official, the radio coverage 
verification testing described in Section 510.5.3 shall be conducted. 


510.6.2 Additional frequencies. The building owner shall modify or ex- 
pand the in-building, emergency responder communication enhancement 
system at their expense in the event frequency changes are required by 
the FCC or other radio licensing authority, or additional frequencies 
are made available by the FCC or other radio licensing authority. Pri- 
or approval of an in-building, emergency responder communication en- 
hancement system on previous frequencies does not exempt this section. 


510.6.3 Nonpublic safety system. Where other nonpublic safety amplifi- 
cation systems installed in buildings reduce the performance or cause 
interference with the in-building, emergency responder communication 

enhancement system, the nonpublic safety amplification system shall be 
corrected or removed. 


510.6.4 Field testing. Agency personnel shall have the right to enter 
onto the property at any reasonable time to conduct field testing to 
verify the required level of radio coverage or to disable a system ad- 
versely impacting the emergency responder communication enhancement 
system in the region. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0901 General. 


901.4.2 Nonrequired fire protection systems and life safety systems. A 
fire protection and life safety system or portion thereof not required 
by this code or the International Building Code shall be allowed to be 
furnished for partial or complete protection provided such installed 
system meets the applicable requirements of this code and the Interna- 
tional Building Code. Such systems or portion of system shall be pro- 
vided with signage stating "NON-REQUIRED system." Signage shall be durable 
and permanent in nature, with contrasting color and background, and 
with lettering of not less than 1 inch (25 mm) in height. Location of 
such signage shall be approved. 


901.8.2 Removal of existing occupant-use hose lines. The fire code of- 
ficial is authorized to permit the removal of existing occupant-use 
hose lines where all of the following conditions exist: 
Installation is not required by this code, the International 
Building Code, or a previously approved alternative method. 
2. The hose line would not be utilized by trained personnel or 
the fire department. 
3. The remaining outlets are compatible with local fire depart- 
ment fittings. 
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AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0903 Automatic sprinkler systems. 


903.2 Where required. Approved automatic sprinkler systems in new 
buildings and structures shall be provided in the locations described 
in Sections 903.2.1 through 903.2.12. 


EXCEPTIONS: 1. Spaces or areas in telecommunications buildings used exclusively for telecommunications equipment, associated electrical power 
distribution equipment, batteries and standby engines, provided that those spaces or areas are equipped throughout with an automatic 
smoke detection system in accordance with Section 907.2 and are separated from the remainder of the building by not less than 1-hour 
fire barriers constructed in accordance with Section 707 of the International Building Code or not less than 2-hour horizontal 
assemblies constructed in accordance with Section 711 of the International Building Code, or both. 

2. Bottom of the elevator hoistway in an enclosed and noncombustible elevator shaft. 


903.2.1.3 Group A-3. An automatic sprinkler system shall be provided 
throughout stories containing Group A-3 occupancies and throughout all 
stories from the Group A-3 occupancy to and including the levels of 
exit discharge serving that occupancy where one of the following con- 
ditions exists: 

1. The fire area exceeds 12,000 square feet (1115 mÊ). 

2. The fire area has an occupant load of 300 or more. 

3. The fire area is located on a floor other than a level of exit 
discharge serving such occupancies. 


EXCEPTION: For fixed guideway transit and passenger rail system stations, an automatic sprinkler system shall be provided in accordance with 
Section 4901. 


903.2.1.6 Assembly occupancies on roofs. Where an occupied roof has an 
assembly occupancy with an occupant load exceeding 100 for Group A-2, 
and 300 for other Group A occupancies, the building shall be equipped 
with an automatic sprinkler system in accordance with Section 
903s 3a ie or 90n E23 


EXCEPTION: Open parking garages of Type I or Type II construction. 


903.2.1.8 Nightclub. An automatic sprinkler system shall be provided 
throughout Group A-2 nightclubs as defined in this code. 


903.2.3 Group E. An automatic sprinkler system shall be provided for 
fire areas containing Group E occupancies where the fire area has an 
occupant load of 51 or more, calculated in accordance with Table 
1004.5. 


EXCEPTIONS: 1. Portable school classrooms with an occupant load of 50 or less calculated in accordance with Table 1004.5, provided that the 
aggregate area of any cluster of portable classrooms does not exceed 6,000 square feet (557 m2); and clusters of portable school 
classrooms shall be separated as required by the building code; or 
2. Portable school classrooms with an occupant load from 51 through 98, calculated in accordance with Table 1004.5, and provided 
with two means of direct independent exterior egress from each classroom in accordance with Chapter 10, and one exit from each class 
room shall be accessible, provided that the aggregate area of any cluster of portable classrooms does not exceed 6,000 square feet (557 
m°); and clusters of portable school classrooms shall be separated as required by the building code; or 
3. Fire areas containing day care and preschool facilities with a total occupant load of 100 or less located at the level of exit discharge 
where every room in which care is provided has not fewer than one exit discharge door. 


903.2.6 Group I. An automatic sprinkler system shall be provided 
throughout buildings with a Group I fire area. 


EXCEPTIONS: 1. An automatic sprinkler system installed in accordance with Section 903.3.1.2 shall be permitted in Group I-1 Condition 1 facilities. 
2. Where new construction or additions house less than 16 persons receiving care, an automatic sprinkler system installed in accordance 
with Section 903.2.8.3 shall be permitted for Group I-1, Condition 2, assisted living facilities licensed under chapter 388-78A WAC and 
residential treatment facilities licensed under chapter 246-337 WAC. 

3. An automatic sprinkler system installed in accordance with Section 903.3.1.2 shall be permitted in additions to existing buildings 
where both of the following situations are true: 

3.1. The addition is made to a building previously approved as Group LC or Group R-2 that houses either an assisted living facility 
licensed under chapter 388-78A WAC or residential treatment facility licensed under chapter 246-337 WAC. 

3.2. The addition contains spaces for 16 or fewer persons receiving care. 


903.2.6.1 Group I-4. An automatic sprinkler system shall be provided 
in fire areas containing Group I-4 occupancies where the fire area has 
an occupant load of 51 or more, calculated in accordance with Table 
1004.5. 
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EXCEPTIONS: 1. An automatic sprinkler system is not required where Group I-4 day care facilities with a total occupant load of 100 or less, and 
located at the level of exit discharge and where every room where care is provided has not fewer than one exterior exit door. 
2. In buildings where Group I-4 day care is provided on levels other than the level of exit discharge, an automatic sprinkler system in 
accordance with Section 903.3.1.1 shall be installed on the entire floor where care is provided, all floors between the level of care and 
the level of exit discharge and all floors below the level of exit discharge other than areas classified as an open parking garage. 


903.2.8 Group R. An automatic sprinkler system installed in accordance 
with Section 903.3 shall be provided throughout all buildings with a 
Group R fire area. 


EXCEPTION: Group R-1 if all of the following conditions apply: 
1. The Group R fire area is no more than 500 square feet (46 m2) and is used for recreational use only. 
2. The Group R fire area is on only one story. 
3. The Group R fire area does not include a basement. 
4. The Group R fire area is no closer than 30 feet (9144 mm) from another structure. 
5. Cooking is not allowed within the Group R fire area. 
6. The Group R fire area has an occupant load of no more than eight. 
7. A hand-held (portable) fire extinguisher is in every Group R fire area. 


903.2.8.5 Adult family home. An adult family home with a capacity of 
seven or eight that serves residents who require assistance during an 
evacuation must install an automatic sprinkler system that meets the 
requirements of NFPA 13D. 


903.2.11.1.3 Basements. Where any portion of a basement is located 
more than 75 feet (22,860 mm) from openings required by Section 
903.2.11.1, or where new walls, partitions or other similar obstruc- 
tions are installed that increase the exit access travel distance to 
more than 75 feet (22,860 mm), the basement shall be equipped through- 
out with an approved automatic sprinkler system. 


903.2.11.5 Commercial cooking operations. An automatic sprinkler sys- 
tem shall be installed in commercial kitchen exhaust hood and duct 
systems where an automatic sprinkler system is used to comply with 
Section 904. 


EXCEPTION: An automatic fire sprinkler system is not required to protect the ductwork that is in excess of 75 feet (22,860 mm) when the commercial 
kitchen exhaust hood is protected by a system listed per UL 300. 


Table 903.2.11.6 
Additional Required Fire Protection 


Systems 
Note: Add section and subject to existing model code table. 
Section Subject 
((3242)) 322.4.2.3 Lithium-ion and lithium 
metal battery storage 


903.2.11.7 Relocatable buildings within buildings. Relocatable build- 
ings or structures located within a building with an approved fire 
sprinkler system shall be provided with fire sprinkler protection 
within the occupiable space of the building and the space underneath 
the relocatable building. 


EXCEPTIONS: 1. Sprinkler protection is not required underneath the building when the space is separated from the adjacent space by construction 
resisting the passage of smoke and heat and combustible storage will not be located there. 
2. If the building or structure does not have a roof or ceiling obstructing the overhead sprinklers. 
3. Construction trailers and temporary offices used during new building construction prior to occupancy. 
4. Movable shopping mall kiosks with a roof or canopy dimension of less than 4 feet (1219 mm) on the smallest side. 


903.3.1.2 NFPA 13R sprinkler systems. Automatic sprinkler systems in 
Group R occupancies up to and including four stories in height in 
buildings not exceeding 60 feet (18,288 mm) in height above grade 
plane shall be permitted to be installed throughout in accordance with 
NFPA 13R. The number of stories of Group R occupancies constructed in 
accordance with Sections 510.2 and 510.4 of the International Building 
Code shall be measured from the horizontal assembly creating separate 
buildings. 
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903.3.5.3 Underground portions of fire protection system water supply 
piping. The portion of the installation or modification of an under- 
ground water main, public or private, dedicated to supplying a water- 
based fire protection system shall be in accordance with NFPA 24 and 
chapter 18.160 RCW. Piping and appurtenances downstream of the first 
control valve on the lateral or service line from the distribution 
main to ((eRe-feet)) 1 foot (305 mm) above finished floor shall be ap- 
proved by the fire code official. Such underground piping shall be in- 
stalled by a fire sprinkler system contractor licensed in accordance 
with chapter 18.160 RCW and holding either a Level U or a Level 3 li- 
cense. For underground piping supplying systems installed in accord- 


ance with Section 903.3.1.2, a Level 2, 3, or U licensed contractor is 
acceptable. 
EXCEPTIONS: 1. Portions of underground piping supplying automatic sprinkler systems installed in accordance with Section 903.3.1.3. 


2. Portions of underground water mains serving sprinkler systems that are designed and installed in accordance with Section 903.3.1.2 
and are less than ((fexr)) 4 inches (100 mm) in nominal diameter. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0904 Alternative automatic fire-extinguishing sys- 
tems. 


( ({B£fective July t,—2024-}) ) 


904.1.1 Certification of service personnel for fire-extinguishing 
equipment. Service personnel performing system design, installation, 
or conducting system maintenance or testing on automatic fire-extin- 
quishing systems, other than automatic sprinkler systems, shall pos- 
sess the appropriate ICC/NAFED certification. 


904.1.1.1 Preengineered kitchen fire-extinguishing systems. A current 
ICC/NAFED certification for preengineered kitchen fire-extinguishing 
systems is required when performing design, installation, inspection/ 
testing or maintenance on kitchen suppression systems. 


904.1.1.2 Engineered fire suppression systems. A current ICC/NAFED 
certification for engineered fire suppression systems is required when 
performing design, installation, inspection/testing or maintenance on 
kitchen suppression systems. 


904.1.1.3 Preengineered industrial fire-extinguishing system. A cur- 
rent ICC/NAFED certification for preengineered industrial fire-extin- 
quishing system is required when performing design, installation, in- 
spection/testing or maintenance on kitchen suppression systems. 


904.1.1 (Effective July 1, 2024) Certification of personnel for alter- 
native fire-extinguishing equipment. Personnel performing system de- 
sign, installation, maintenance, programming or testing on automatic 
fire-extinguishing systems, other than automatic sprinkler systems, 
shall possess the appropriate National Institute for Certification in 
Engineering Technologies (NICET) Special Hazards Suppression Systems 
certification. 


EXCEPTION: A current ICC/NAFED certification for preengineered kitchen fire extinguishing system technician is allowed in lieu of NICET Level II 
or higher in Special Hazards Suppression Systems for the design, installation, inspection/testing or maintenance on preengineered 
kitchen suppression systems. 


904.1.1.1 (Effective July 1, 2024) Design. All construction documents 
shall be reviewed by a NICET Level III in special hazard suppression 
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systems or a licensed professional engineer (PE) in the state of Wash- 
ington prior to being submitted for permitting. The reviewing profes- 
sional shall submit a stamped, signed, and dated letter; or a verifi- 
cation method approved by the fire code official indicating the system 
has been reviewed and meets or exceeds the design requirements of the 
state of Washington and the local jurisdiction. 


904.1.1.2 (Effective July 1, 2024) Installation. Installation not de- 
fined as "electrical construction trade" by chapter 19.28 RCW or "Fire 
Protection Sprinkler Fitting" by chapter 18.270 RCW, shall be comple- 
ted by or directly supervised by a NICET Level II or higher in special 
hazards suppression systems. Supervision shall consist of a person be- 
ing on the same job site and under the control of a NICET Level II or 
higher in special hazards suppression systems. 


904.1.1.3 (Effective July 1, 2024) Testing/maintenance. Inspection, 
testing, commissioning, maintenance, and programming not defined as 
"electrical construction trade" by chapter 19.28 RCW or "Fire Protec- 
tion Sprinkler Fitting" by chapter 18.270 RCW, shall be completed by a 
NICET Level II or higher in special hazards suppression systems. 


904.13 Commercial cooking systems. The automatic fire-extinguishing 
system for commercial cooking systems shall be of a type recognized 
for protection of commercial cooking equipment and exhaust systems of 
the type and arrangement protected. Preengineered automatic dry- and 
wet-chemical extinguishing systems shall be tested in accordance with 
UL 300 and listed and labeled for the intended application. Other 
types of automatic fire-extinguishing systems shall be listed and la- 
beled for specific use as protection for commercial cooking opera- 
tions. The system shall be installed in accordance with this code, 
NFPA 96, its listing and the manufacturer's installation instructions. 
Additional protection is not required for ductwork beyond 75 feet 
(22,860 mm) when hood suppression system complies with UL 300. Signage 
shall be provided on the exhaust hood or system cabinet, indicating 
the type and arrangement of cooking appliances protected by the auto- 
matic fire-extinguishing system. Signage shall indicate appliances 
from left to right, be durable, and the size, color, and lettering 
shall be approved. Automatic fire-extinguishing systems of the follow- 
ing types shall be installed in accordance with the referenced stand- 
ard indicated, as follows: 

1. Carbon dioxide extinguishing systems, NFPA 12. 

2. Automatic sprinkler systems, NFPA 13. 

3. Automatic water mist systems, NFPA 750. 

4. Foam-water sprinkler system or foam-water spray systems, NFPA 


16. 
5. Dry-chemical extinguishing systems, NFPA 17. 
6. Wet-chemical extinguishing systems, NFPA 17A. 
EXCEPTIONS: 1. Factory-built commercial cooking recirculating systems that are tested in accordance with UL 710B and listed, labeled and installed 


in accordance with Section 304.1 of the International Mechanical Code. 
2. Protection of duct systems beyond 75 feet (22,860 mm) when the commercial kitchen exhaust hood is protected by a system listed in 
accordance with UL 300. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-0907 Fire alarm and detection systems. 
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907.2.3 Group E. Group E occupancies shall be provided with a manual 
system that initiates the occupant notification signal uti- 


fire alarm 
lizing one 

1. An 
quirements 
tion 907.6; 

2. As 
accordance 


2! TE 
nouncements 
2.2 In 
initiate a 
Zaid: TH 
ing, areas 


of the following: 


emergency voice/alarm communication system meeting the re- 
of Section 907.5.2.2 and installed in accordance with Sec- 


or 


ystem 


developed as part of a safe school plan adopted in 


with RCW 28A.320.125 or developed as part of an emergency 
response system consistent with the provisions of RCW 28A.320.126. The 
system must achieve all of the following performance standards: 

e ability to broadcast voice messages or customized an- 


r 


cludes a feature for multiple sounds, including sounds to 
lock down; 


e abi] 


lity to deliver messages to the interior of a build- 


outside of a building as designated pursuant to the safe 


to personnel; 
Lity for two-way communications; 
Lity for individual room calling; 


Lity for a manual override; 


stallation in accordance with NFPA 72; 


school plan, and 
2.4 The abil 
2.5 The abil 
2.6 The abil 
2.7 In 
2.8 

of battery 
2.9 In 


Provide 15 minutes of battery backup for alarm and 24 hours 


backup for standby; and 
cludes a program for annual inspection and maintenance in 
accordance with NFPA 72. 


EXCEPTIONS: 1. A manual fire alarm system is not required in Group E occupancies with an occupant load of 50 or less. 
2. Emergency voice/alarm communication systems meeting the requirements of Section 907.5.2.2 and installed in accordance with 
Section 907.6 shall not be required in Group E occupancies with occupant loads of 100 or less, such as individual portable school 
classroom buildings; provided that activation of the manual fire alarm system initiates an approved occupant notification signal in 
accordance with Section 907.5. 
3. Where an existing approved alarm system is in place, an emergency voice/alarm system is not required in any portion of an existing 
Group E building undergoing any one of the following repairs, alteration or addition: 
3.1 Alteration or repair to an existing building including, without limitation, alterations to rooms and systems, and/or corridor 
configurations, not exceeding 35 percent of the fire area of the building (or the fire area undergoing the alteration or repair if the 
building is comprised of two or more fire areas); or 
3.2 An addition to an existing building, not exceeding 35 percent of the fire area of the building (or the fire area to which the addition is 
made if the building is comprised of two or more fire areas). 
4. Manual fire alarm boxes are not required in Group E occupancies where all of the following apply: 
4.1 Interior corridors are protected by smoke detectors. 
4.2 Auditoriums, cafeterias, gymnasiums and similar areas are protected by heat detectors or other approved detection devices. 
4.3 Shops and laboratories involving dusts or vapors are protected by heat detectors or other approved detection devices. 
5. Manual fire alarm boxes shall not be required in Group E occupancies where all of the following apply: 
5.1 The building is equipped throughout with an approved automatic sprinkler system installed in accordance with Section 903.3.1.1. 
5.2 The emergency voice/alarm communication system will activate on sprinkler waterflow. 
5.3 Manual activation is provided from a normally occupied location. 


907.2.3.1 Sprinkler systems or detection. When automatic sprinkler 
systems or smoke detectors are installed, such systems or detectors 


sha 


be connected to the building fire alarm system. 


907.2.6.1 Group I-1. An automatic smoke detection system shall be in- 


stalled in corridors, waiting areas open to corridors and habitable 
spaces other than sleeping units and kitchens. The system shall be ac- 
tivated in accordance with Section 907.4. 


EXCEPTIONS: 1. For Group I-1 Condition 1 occupancies, smoke detection in habitable spaces is not required where the facility is equipped throughout 
with an automatic sprinkler system installed in accordance with Section 903.3.1.1. 
2. Smoke detection is not required for exterior balconies. 


907.2.6.4 Group I-4 occupancies. A manual fire alarm system that ini- 
tiates the occupant notification signal utilizing an emergency voice/ 
alarm communication system meeting the requirements of Section 


907.5.2.2 and 


installed in accordance with Section 907.6 shall be in- 


stalled in Group I-4 occupancies. When automatic sprinkler systems or 
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smoke detectors are installed, such systems or detectors shall be con- 
nected to the building fire alarm system. 


EXCEPTIONS: 1. A manual fire alarm system is not required in Group I-4 occupancies with an occupant load of 50 or less. 
2. Emergency voice alarm communication systems meeting the requirements of Section 907.5.2.2 and installed in accordance with 
Section 907.6 shall not be required in Group I-4 occupancies with occupant loads of 100 or less, provided that activation of the manual 
fire alarm system initiates an approved occupant notification signal in accordance with Section 907.5. 


907.2.11.1 Group R-1. Single or multiple-station smoke alarms shall be 


installed in all of the following locations in Group R-1: 
1. In sleeping areas. 
2. In each loft constructed in accordance with Section 420.13 of 
the International Building Code. 
3. In every room in the path of the means of egress from the 
sleeping area to the door leading from the sleeping unit. 
In each story within the sleeping unit, including basements. 


For sleeping units with split levels and without an intervening door 
between the adjacent levels, a smoke alarm installed on the upper lev- 
el shall suffice for the adjacent lower level provided that the lower 
level is less than one full story below the upper level. 


907.2.11.2 Groups R-2, R-3, R-4, and I-1. Single- or multiple-station 
smoke alarms shall be installed and maintained in Groups R-2, R-3, 


R-4, and I-1 regardless of occupant load at all of the following loca- 
tions: 
1. On the ceiling or wall outside of each separate sleeping area 


in the immediate vicinity of bedrooms. 


2. In each room used for sleeping purposes. 

3. In each loft constructed in accordance with Section 420.13 of 
the International Building Code. 

4. In each story within a dwelling unit, including basements but 
not including crawl spaces and uninhabitable attics. In dwellings or 
dwelling units with split levels and without an intervening door be- 
tween the adjacent levels, a smoke alarm installed on the upper level 


shall suffice for the adjacent lower level provided that the lower 
level is less than one full story below the upper level. 


907.5.2.1.2 Maximum sound pressure. The maximum sound pressure level 

for audible alarm notification appliances shall be 110 dBA at the min- 
imum hearing distance from the audible appliance. For systems operat- 
ing in public mode, the maximum sound pressure level shall not exceed 
30 dBA over the average ambient sound level. Where the average ambient 
noise is greater than 95 dBA, visible alarm notification appliances 

shall be provided in accordance with NFPA 72 and audible alarm notifi- 
cation appliances shall not be required. 


907.8.4.1 Testing/maintenance: All inspection, testing, maintenance 
and programing not defined as "electrical construction trade" by chap- 
ter 19.28 RCW shall be completed by a NICET II or ESA/NTS Certified 
Fire Alarm Technician (CFAT) Level II Fire in fire alarms (effective 
July 1, 2018). 


907.11 NICET: National Institute for Certification in Engineering 
Technologies and ESA/NTS: Electronic Security Association/National 
Training School. 


907.11.1 Scope. This section shall apply to new and existing fire 
alarm systems. 


907.11.2 Design review: All construction documents shall be reviewed 
by a NICET III, an ESA/NTS Certified Fire Alarm Designer (CFAD) Level 
III Fire in fire alarms, or a licensed professional engineer (PE) in 
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Washington prior to being submitted for permitting. The reviewing pro- 
fessional shall submit a stamped, signed, and dated letter; or a veri- 
fication method approved by the local authority having jurisdiction 
indicating the system has been reviewed and meets or exceeds the de- 
sign requirements of the state of Washington and the local jurisdic- 
tion (effective July 1, 2018). 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1003 General means of egress. 


1003.7 Elevators, escalators, and moving walks. Elevators, escalators, 
and moving walks shall not be used as a component of a required means 
of egress from any other part of the building. 


EXCEPTIONS: 1. Elevators used as an accessible means of egress in accordance with Section 1009.4. 
2. Escalators used as a means of egress for fixed transit and passenger rail systems in accordance with Section 4901. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1006 Number of exits and exit access doorways. 


1006.2.1 Egress based on occupant load and common path of egress trav- 
el distance. Two exits or exit access doorways from any space shall be 
provided where the design occupant load or the common path of egress 
travel distance exceeds the values listed in Table 1006.2.1. The cumu- 
lative occupant load from adjacent rooms, areas or spaces shall be de- 
termined in accordance with Section 1004.2. 


EXCEPTIONS: 1. The number of exits from foyers, lobbies, vestibules or similar spaces need not be based on cumulative occupant loads for areas 
discharging through such spaces, but the capacity of the exits from such spaces shall be based on applicable cumulative occupant loads. 
2. Care suites in Group I-2 occupancies complying with Section 407.4 of the International Building Code. 
3. Unoccupied mechanical rooms and penthouses are not required to comply with the common path of egress travel distance 
measurement. 
4. The common path of travel for fixed transit and passenger rail system stations shall be in accordance with Section 4901. 


1006.2.1.1 Three or more exits or exit access doorways. Three exits or 
exit access doorways shall be provided from any space with an occupant 
load of 501 to 1,000. Four exits or exit access doorways shall be pro- 
vided from any space with an occupant load greater than 1,000. 


EXCEPTION: The number of required exits for fixed transit and passenger rail systems may be reduced by one at open stations. 


1006.3.4 Single exits. A single exit or access to a single exit shall 
be permitted from any story or occupied roof where one of the follow- 
ing conditions exists: 
The occupant load, number of dwelling units and exit access 
travel distance within the portion of the building served by the sin- 
gle exit do not exceed the values in Table 1006.3.4(1) or 1006.3.4(2). 

2. Rooms, areas and spaces complying with Section 1006.2.1 with 
exits that discharge directly to the exterior at the level of exit 
discharge, are permitted to have one exit or access to a single exit. 

3. Parking garages where vehicles are mechanically parked shall 
be permitted to have one exit or access to a single exit. 

4. Groups R-3 and R-4 occupancies shall be permitted to have one 
exit or access to a single exit. 
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5. Individual single-story or multistory dwelling units shall be 
permitted to have a single exit or access to a single exit from the 
dwelling unit provided that both of the following criteria are met: 

5.1. The dwelling unit complies with Section 1006.2.1 as a space 
with one means of egress. 
5.2. Either the exit from the dwelling unit discharges directly 
to the exterior at the level of exit discharge, or the exit access 
outside the dwelling unit's entrance door provides access to not less 
than two approved independent exits. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1010 Doors, gates and turnstiles. 


1010.2.4 Locks and latches. Locks and latches shall be permitted to 
prevent operation of doors where any of the following exists: 

1. Places of detention or restraint. 

2. In buildings in occupancy Group A having an occupant load of 
300 or less, Groups B, F, M, and S, and in places of religious wor- 
ship, the main door or doors are permitted to be equipped with key-op- 
erated locking devices from the egress side provided: 

2.1. The locking device is readily distinguishable as locked; 

2.2. A readily visible sign is posted on the egress side on or 
adjacent to the door stating: THIS DOOR TO REMAIN UNLOCKED WHEN BUILDING IS OCCUPIED. 
The sign shall be in letters 1 inch (25 mm) high on a contrasting 
background; and 
2.3. The use of the key-operated locking device is revocable by 
the building official for due cause. 
3. Where egress doors are used in pairs, approved automatic flush 
bolts shall be permitted to be used, provided that the door leaf hav- 
ing the automatic flush bolts has no doorknob or surface-mounted hard- 
ware. 


4. Doors from individual dwelling or sleeping units of Group R 
occupancies having an occupant load of 10 or less are permitted to be 
equipped with a night latch, dead bolt, or security chain, provided 
such devices are openable from the inside without the use of a key or 
a tool. 

5. Fire doors after the minimum elevated temperature has disabled 
the unlatching mechanism in accordance with listed fire door test pro- 
cedures. 

6. Doors serving roofs not intended to be occupied shall be per- 
mitted to be locked preventing entry to the building from the roof. 

7. Approved, listed locks without delayed egress shall be permit- 
ted in Group I-1 condition 2 assisted living facilities licensed under 
chapter 388-78A WAC and Group I-1 Condition 2 residential treatment 
facilities licensed under chapter 246-337 WAC by the state of Washing- 
ton, provided that: 

7.1. The clinical needs of one or more patients require special- 
ized security measures for their safety. 

7.2. The doors unlock upon actuation of the automatic sprinkler 
system or automatic fire detection system. 

7.3. The doors unlock upon loss of electrical power controlling 
the lock or lock mechanism. 
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7.4. The lock shall be capable of being deactivated by a signal 
from a switch located in an approved location. 

7.5. There is a system, such as a keypad and code, in place that 
allows visitors, staff persons and appropriate residents to exit. In- 
structions for exiting shall be posted within ((s+*)) 6 feet of the 
door. 

8. Other than egress courts, where occupants must egress from an 
exterior space through the building for means of egress, exit access 
doors shall be permitted to be equipped with an approved locking de- 
vice where installed and operated in accordance with all of the fol- 
lowing: 

8.1. The occupant load of the occupied exterior area shall not 
exceed 300 as determined by IBC Section 1004. 

8.2. The maximum occupant load shall be posted where required by 
Section 1004.9. Such sign shall be permanently affixed inside the 
building and shall be posted in a conspicuous space near all the exit 
access doorways. 
8.3. A weatherproof telephone or two-way communication system in- 
stalled in accordance with Sections 1009.8.1 and 1009.8.2 shall be lo- 
cated adjacent to not less than one required exit access door on the 
exterior side. 

8.4. The egress door locking device is readily distinguishable as 
locked and shall be a key-operated locking device. 

8.5. A clear window or glazed door opening, not less than 5 


square feet (0.46 m7) ( (Sq@.—#t-)) in area, shall be provided at each 
exit access door to determine if there are occupants using the outdoor 
area. 

8.6. A readily visible durable sign shall be posted on the inte- 
rior side on or adjacent to each locked required exit access door 
serving the exterior area stating: THIS DOOR TO REMAIN UNLOCKED WHEN THE OUTDOOR AREA IS 
occuPIED. The letters on the sign shall be not less than 1 inch high on a 
contrasting background. 

9. Locking devices are permitted on doors to balconies, decks, or 
other exterior spaces serving individual dwelling or sleeping units. 

10. Locking devices are permitted on doors to balconies, decks, 
or other exterior spaces of 250 square feet or less, serving a private 
office space. 


1010.2.14 Controlled egress doors in Groups I-1 and I-2. Electric 
locking systems, including electromechanical locking systems and elec- 
tromagnetic locking systems, shall be permitted to be locked in the 


means of egress in Group I-1 or I-2 occupancies where the clinical 
needs of persons receiving care require their containment. Controlled 
egress doors shall be permitted in such occupancies where the building 


is equipped throughout with an automatic sprinkler system in accord- 
ance with Section 903.3.1.1 or an approved automatic smoke or heat de- 
tection system installed in accordance with Section 907, provided that 
the doors are installed and operate in accordance with all of the fol- 
lowing: 

1. The doors shall unlock on actuation of the automatic sprinkler 
system or automatic smoke detection system. 

2. The door locks shall unlock on loss of power controlling the 
lock or lock mechanism. 

3. The door locking system shall be installed to have the capa- 
bility of being unlocked by a switch located at the fire command cen- 
ter, a nursing station or other approved location. The switch shall 
directly break power to the lock. 
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4. A building occupant shall not be required to pass through more 
than one door equipped with a controlled egress locking system before 
entering an exit. 

5. The procedures for unlocking the doors shall be described and 
approved as part of the emergency planning and preparedness required 
by Chapter 4 of the International Fire Code. 

6. There is a system, such as a keypad and code, in place that 
allows visitors, staff persons and appropriate residents to exit. In- 
structions for exiting shall be posted within ((s+*)) 6 feet of the 
door. 


7. All clinical staff shall have the keys, codes or other means 
necessary to operate the locking systems. 

8. Emergency lighting shall be provided at the door. 

9. The door locking system units shall be listed in accordance 
with UL 294. 


EXCEPTIONS: 1. Items 1 through 4 and 6 shall not apply to doors to areas where persons, which because of clinical needs, require restraint or 
containment as part of the function of a psychiatric treatment area. 
2. Items | through 4 and 6 shall not apply to doors to areas where a listed egress control system is utilized to reduce the risk of child 
abduction from nursery and obstetric areas of a Group I-2 hospital. 


1010.3.4 Security grilles. In Groups B, F, M and S, horizontal sliding 
or vertical security grilles are permitted at the main exit and shall 
be openable from the inside without the use of a key or special knowl- 
edge or effort during periods that the space is occupied. The grilles 
shall remain secured in the full-open position during the period of 
occupancy by the general public. Where two or more exits or access to 
exits are required, not more than one-half of the exits or exit access 
doorways shall be equipped with horizontal sliding or vertical securi- 
ty grilles. 


1010.3.4.1 Fixed transit and passenger rail systems. In fixed transit 
and passenger rail system stations horizontal and vertical security 
grilles are permitted at station entrances as a component in the means 
of egress when the station is under constant supervision by on-site 
security personnel and an exit door with panic hardware that swings in 
the direction of egress, with a minimum clear width of 32 inches (813 
mm), provided within 10 feet of the gate. The security grilles shall 
remain secured in the full-open position during the period of occupan- 
cy by the general public. 


NEW SECTION 


WAC 51-54A-1014 Section 1014—Handrails. 


1014.2 Height and location. Handrails serving flights of stairways, 
ramps, stepped aisles, and ramped aisles shall comply with the provi- 
sions of Sections 1014.2.1 and 1014.2.2. 


1014.2.1 Height. Handrail height, measured above stair tread nosings, 
or finish surface of ramp slope, shall be uniform, not less than 34 
inches (864 mm) and not more than 38 inches (965 mm). Handrail height 
of alternating tread devices and ships ladders, measured above tread 
nosings, shall be uniform, not less than 30 inches (762 mm) and not 
more than 34 inches (864 mm). 


EXCEPTIONS: 1. Where handrail fittings or bendings are used to provide continuous transition between flights, the fittings or bendings shall be 
permitted to exceed the maximum height. 
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up R-2 occupancies; and in Group U occupancies that are associated with a 
ng units in Group R-2 occupancies; where handrail fittings or bendings are 
sition at winder treads, transition from handrail to guard, or where used at the 


start of a flight, the handrail height at the fittings or bendings shall be permitted to exceed the maximum height. 
3. Handrails on top of a guard where permitted along stepped aisles and ramped aisles in accordance with Section 1030.16. 


1014.2.2 Lateral location. 


horizontally from the edge of the walking surface. 
ting into the width of the walking surface shal 
1014.8. 


1014.8 Projections. 
accessible route, th 
(914 mm) minimum. 
ramped aisles, flights of st 
exceed 4.5 inches (114 mm) 
tions into the required widt 
headroom height required in Section 
mediate handrails sh 

width. Where a pair of intermediate 
stairway width withou 
mediate handrails and 


On ramps and on 


tairways 


th shall 


the distanc 


the walking surface of flights of stairways, 
and ramped aisles shall be located within 6 inches 


Projections into th 


t a walking surface b 
between 


Handrails located outward from the edge of 


stepped aisles, 
(152 mm) measured 
Handrails projec- 
ll comply with Section 


ramps, 


ramped aisles that are part of an 


e clear width between handrails shall be 36 inches 


e required width of stepped and 
each side shall not 


and ramps at 


at or below the handrail height. Projec- 
not be limited above the minimum 
1011.3. Projections due to inter- 


all not constitute a reduction in the egress 


handrails are provided within the 
tween the pair of inter- 


the pair of intermediate 


handrails is greater than 6 inches 


each such 
(152 mm). 


NEW SECTION 


(152 mm), 
width shall be reduced by the distance bet 
intermediate pair of handrails 


the available egress 
tween the closest edges of 
that is greater than 6 inches 


WAC 51-54A-1015 Section 1015—Guards. 


1015.2 Where required. Guards shall 
ing surfaces, including mezzanines, 
cordance with Section 420.14 of the 
aisles, stairs, ramps, and landings 
ches (762 mm) measured vertically 
point within 36 inches (914 mm) 
side. Guards shall be provided at 
tions of an occupied roof. 


Building Code. 


EXCEPTION: Guards are not required for the following locations: 


. On the loading side of loading docks or piers. 
. On raised stage and platform floor areas, such as runwa 


. At elevated walking surfaces appurtenant to stages and 
Along vehicle service pits not accessible to the public. 


are present at the perimeter of the roof. 


to the f] 
horizont 
the perimeter of the occupied por- 
Guards shall 
attachment in accordance with Section 


be located al 
equipment pla 


long open-sided walk- 
tforms, lofts in ac- 
International Building Code, 

that are located more than 30 in- 
loor or grade below at any 
the edge of the open 


tally to 
L be adequate in strength and 
1607.9 of the International 


On the audience side of stages and raised platforms, including stairs leading up to the stage and raised platforms. 


ys, ramps, and side stages used for entertainment or presentations. 


. At vertical openings in the performance area of stages and platforms. 


platforms for access to and utilization of special lighting or equipment. 


. In assembly seating areas at cross aisles in accordance with Section 1030.17.2. 
. On the loading side of station platforms on fixed guideway transit or passenger rail stations. 
. Portions of an occupied roof located less than 30 inches measured vertically to adjacent unoccupied roof areas when approved guards 


10. At an occupied portion of an occupied roof where a barrier approved by the building official is provided. 


1015.3 Height. Required guards shall 


be not less than 42 inches (1067 


from the line connecting the 


mm) high, measured vertically as follows: 
1. From the adjacent walking surfaces. 
2. On stairways and stepped aisles, 
leading edges of the tread nosings. 
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3. On ramps and ramped aisles, from the ramp surface at the 


guard. 


EXCEPTIONS: 1. For occupancies in Group R-3 not more than three stories above grade in height and within individual dwelling units in occupancies 


in Group R-2 not more than three stories above grade in height with separate means of egress, required guards shall be not less than 36 
inches (914 mm) in height measured vertically above the adjacent walking surfaces. 

2. For occupancies in Group R-3, and within individual dwelling units in occupancies in Group R-2, guards on the open sides of stairs 
shall have a height not less than 34 inches (864 mm) measured vertically from a line connecting the leading edges of the treads. 

3. For occupancies in Group R-3, and within individual dwelling units in occupancies in Group R-2, where the top of the guard serves as 
a handrail on the open sides of stairs, the top of the guard shall be not less than 34 inches (864 mm) and not more than 38 inches (965 
mm) measured vertically from a line connecting the leading edges of the treads. 

4. In areas with ceiling heights of 7 feet (2134 mm) or less in /ofts constructed in accordance with Section 420.14, guards shall not be 
less than 36 inches (914 mm) in height or one-half of the clear height from the /oft floor to the /oft ceiling, whichever is less. 

5. The guard height in assembly seating areas shall comply with Section 1030.17 as applicable. 

6. Along alternating tread devices and ships ladders, guards where the top rail serves as a handrail shall have height not less than 30 
inches (762 mm) and not more than 34 inches (864 mm), measured vertically from the leading edge of the device tread nosing. 

7. In Group F occupancies where exit access stairways serve fewer than three stories and such stairways are not open to the public, and 
where the top of the guard also serves as a handrail, the top of the guard shall be not less than 34 inches (864 mm) and not more than 38 
inches (965 mm) measured vertically from a line connecting the leading edges of the treads. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 


filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1017 Exit access travel distance. 


Table 1017.2 
Exit Access Travel Distance? 


Occupancy Without Sprinkler System (feet) With Sprinkler System (feet) 
A, E, F-1, M, R, S-1 200° 250° 
I-1 Not Permitted 2506 
B 200 300° 
F-2, S-2, U 300 400° 
H-1 Not Permitted 75d 
H-2 Not Permitted 1004 
H-3 Not Permitted 1504 
H-4 Not Permitted 1754 
H-5 Not Permitted 200° 
(E2) 1-2, I-3 Not Permitted 200° 
14 150 200° 


For SI: 1 foot = 304.8 mm. 


a 


See the following sections for modifications to exit access travel distance requirements: 

* Section 402.8 of the International Building Code: For the distance limitation in malls. 

* Section 407.4 of the International Building Code: For the distance limitation in Group I-2. 

e Sections 408.6.1 and 408.8.1 of the International Building Code: For the distance limitations in Group I-3. 

e Section 411.2 of the International Building Code: For the distance limitation in special amusement areas. 

e Section 412.6 of the International Building Code: For the distance limitations in aircraft manufacturing facilities. 
e Section 1006.2.2.2: For the distance limitation in refrigeration machinery rooms. 

e Section 1006.2.2.3: For the distance limitation in refrigerated rooms and spaces. 

e Section 1006.3.4: For buildings with one exit. 

e Section 1017.2.2: For increased distance limitation in Groups F-1 and S-1. 

e Section 1030.7: For increased limitation in assembly seating. 

e Section 3103.4 of the International Building Code: For temporary structures. 

e Section 3104.9 of the International Building Code: For pedestrian walkways. 

e Section 4901: For fixed guideway and passenger rail stations. 

Buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1 or 903.3.1.2. See Section 903 for 
occupancies where automatic sprinkler systems are permitted in accordance with Section 903.3.1.2. 

Buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.1. 


Group H occupancies equipped throughout with an automatic sprinkler system in accordance with Section 903.2.5.1. 


Group R-3 and R-4 buildings equipped throughout with an automatic sprinkler system in accordance with Section 903.3.1.3. See Section 
903.2.8 for occupancies where automatic sprinkler systems are permitted in accordance with Section 903.3.1.3. 
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AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1019 ( (Seetion—1019—Exit access _stairways—and 
ramps—)) Reserved. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1104 Means of egress for existing buildings. 


1104.1 General. Means of egress in existing buildings shall comply 
with Section ((4+034+)) 1032 and 1104.2 through 1104.25. 


EXCEPTION: Means of egress conforming to the requirements of the building code under which they were constructed and Section (483) 1032 
shall not be required to comply with 1104.2 through 1104.22 and 1104.25. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-1205 Section 1205—Solar photovoltaic power systems. 


1205.1 General. Installation, modification, or alteration of solar 
photovoltaic power systems shall comply with this section. Due to the 
emerging technologies in the solar photovoltaic industry, it is under- 
stood fire code officials may need to amend prescriptive requirements 
of this section to meet the requirements for firefighter access and 
product installations. Section 104.10 Alternative materials and meth- 
ods of this code shall be considered when approving the installation 
of solar photovoltaic power systems. Solar photovoltaic power systems 
shall be installed in accordance with Sections 1205.2.1 through 
1205.6, the International Building Code, and chapter 19.28 RCW. 


1205.2.1 Solar photovoltaic systems for Group R-3 residential and 
buildings built under the International Residential Code. Solar photo- 
voltaic systems for Group R-3 residential and buildings built under 
the International Residential Code shall comply with Sections 
1205.2.1.1 through ( (+205.2-4+.3)) 1205.2.3. 


EXCEPTIONS: 1. Residential dwellings with an approved automatic fire sprinkler system installed. 
2. Residential dwellings with approved mechanical or passive ventilation systems. 
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3. Where the fire code official determines that the slope of the roof is too steep for emergency access. 

4. Where the fire code official determines that vertical ventilation tactics will not be utilized. 

5. These requirements shall not apply to roofs where the total combined area of the solar array does not exceed 33 percent as measured 
in plan view of the total roof area of the structure, where the solar array will measure 1,000 sq. ft. or less in area, and where a minimum 
18 inches unobstructed pathway shall be maintained along each side of any horizontal ridge. 


1205.6 Size of solar photovoltaic array. 

1. Each photovoltaic array shall be limited to 150 feet (45,720 
mm) by 150 feet (45,720 mm). Multiple arrays shall be separated by a 
3-foot wide (914 mm) clear access pathway. 

2. Panels/modules shall be located up to the roof ridge where an 
alternative ventilation method approved by the fire code official has 
determined vertical ventilation techniques will not be employed. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-3303 Administrative safety controls. 


3303.1.1 Components of site safety plans. Site safety plans shall in- 
clude the following as applicable: 

1. Name and contact information of site safety director. 

2. Documentation of the training of the site safety director and 
fire watch personnel. 

3. Procedures for reporting emergencies. 

4. Fire department vehicle access routes. 

5. Location of fire protection equipment, including portable fire 
extinguishers, standpipes, fire department connections, and fire hy- 
drants. 

6. Smoking and cooking policies, designated areas to be used 
where approved, and signage locations in accordance with Section 
3305307 % 

7. Location and safety considerations for temporary heating 
equipment. 

8. Hot work permit plan. 

9. Plans for control of combustible waste material. 

10. Locations and methods for storage and use of flammable and 
combustible liquids and other hazardous materials. 

11. Provisions for site security. 

12. Changes that affect this plan. 

13. Other site-specific information required by the fire code of- 
ficial. 


3303.2.1 Training. Training of fire watch and other responsible per- 
sonnel in the use of fire protection equipment shall be the responsi- 
bility of the site safety director. Records of training shall be kept 
and made a part of the written plan for the site safety plan. 


3303.3 Daily fire safety inspection. The site safety director shall be 
responsible for completion of a daily fire safety inspection at the 
project site. Each day, all building and outdoor areas shall be in- 
spected to ensure compliance with the inspection list in this section. 
The results of each inspection shall be documented and maintained on- 
site until a certificate of occupancy has been issued. Documentation 
shall be immediately available on-site for presentation to the fire 
code official upon request. 

1. Any contractors entering the site to perform hot work each day 
have been instructed in the hot work safety requirements in Chapter 
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35, and hot work is performed only in areas approved by the site safe- 
ty director. 

2. Temporary heating equipment is maintained away from combusti- 
ble materials in accordance with the equipment manufacturer's instruc- 
tions. 
3. Combustible debris, rubbish and waste material is removed from 
the building in areas where work is not being performed. 

4. Temporary wiring does not have exposed conductors. 

5. Flammable liquids and other hazardous materials are stored in 
locations that have been approved by the site safety director when not 
involved in work that is being performed. 

6. Fire apparatus access roads required by Section 3307 are main- 
tained clear of obstructions that reduce the width of the usable road- 
way to less than 20 feet (6096 mm). 

7. Fire hydrants are clearly visible from access roads and are 
not obstructed. 

8. The location of fire department connections to standpipe and 
in-service sprinkler systems are clearly identifiable from the access 
road and such connections are not obstructed. 

9. Standpipe systems are in service and continuous to the highest 
work floor, as specified in Section 3307.5. 

10. Portable fire extinguishers are available in locations re- 
quired by Sections 3306.6 and 3305.10.2. 


3303.5 Fire watch. Where required by the fire code official or the 
site safety plan established in accordance with Section 3303.1, a fire 
watch shall be provided for building demolition and for building con- 
struction. 

EXCEPTION: New construction that is built under the (GRE)) International Residential Code. 


3303.5.1 Fire watch during construction. A fire watch shall be provi- 
ded during nonworking hours for new construction that exceeds 40 feet 
12,192 mm) in height above the lowest adjacent grade at any point 

along the building perimeter, for new multistory construction with an 
aggregate area exceeding 50,000 square feet (4645 m2) per story or as 
required by the fire code official. 


— 


3303.5.2 Fire watch personnel. Fire watch personnel shall be provided 
in accordance with this section. 


3303.5.2.1 Duties. The primary duty of fire watch personnel shall be 
to perform constant patrols and watch for the occurrence of fire. The 
combination of fire watch duties and site security duties is accepta- 
ble. 


3303.5.2.2 Training. Personnel shall be trained to serve as an on-site 
fire watch. Training shall include the use of portable fire extin- 
guishers. Fire extinguishers and fire reporting shall be in accordance 
with Sections 3303.6 and 3306.6. 


3303.5.2.3 Means of notification. Fire watch personnel shall be provi- 
ded with not fewer than one approved means for notifying the fire de- 
partment. 


3303.5.3 Fire watch location and records. The fire watch shall include 
areas specified by the site safety plan established in accordance with 
Section 3303. 


3303.5.4 Fire watch records. Fire watch personnel shall keep a record 
of all time periods of duty, including the log entry for each time the 
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site was patrolled and each time a structure was entered and inspec- 
ted. Records shall be made available for review by the fire code offi- 
cial upon request. 


3303.6 Emergency telephone. Emergency telephone facilities with ready 
access shall be provided in an approved location at the construction 
site, or an approved equivalent means of communication shall be provi- 
ded. The street address of the construction site and the emergency 
telephone number of the fire department shall be posted adjacent to 

the telephone. Alternatively, where an equivalent means of communica- 
tion has been approved, the site address and fire department emergency 
telephone number shall be posted at the main entrance to the site, in 
guard shacks, and in the construction site office. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-3304 ( (Precautieons—against—fire—)) Protection of com- 


bustible materials. 


3304.1 Combustible debris, rubbish, and waste. Combustible debris, 
rubbish, and waste material shall comply with the requirements of Sec- 
tions 3304.1.1 through 3304.2. 


3304.1.1 Combustible waste material accumulation. Combustible debris, 
rubbish, and waste material shall not be accumulated within buildings. 


3304.1.2 Combustible waste material removal. Combustible debris, rub- 
bish, and waste material shall be removed from buildings at the end of 
each shift of work. 


3304.1.3 Rubbish containers. Where rubbish containers with a capacity 
exceeding 5.33 cubic feet (40 gallons) (0.15 m) are used for temporary 
storage of combustible debris, rubbish, and waste material, they shall 
have tight-fitting or self-closing lids. Such ‘rubbish containers: shall 
be constructed entirely of materials that comply with either of the 
following: 

1. Noncombustible materials. 

2. Materials that meet a peak rate of heat release not exceeding 
300 kW/m when tested in accordance with ASTM E1354 at an incident heat 
flux of 50 kW/m in the horizontal orientation. 


3304.2 Spontaneous ignition. Materials susceptible to spontaneous ig- 
nition, such as oily rags, shall be stored in a listed disposal con- 
tainer. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-3305 Ignition source controls. 


3305.1 Listed. Temporary heating devices shall be listed and labeled. 
The installation, maintenance and use of temporary heating devices 
shall be in accordance with the listing and the manufacturer's in- 
structions. 
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3305.1.1 Oil-fired heaters. Oil-fired heaters shall comply with Sec- 
tion 605. 


3305.1.2 LP-gas heaters. Fuel supplies for liquefied-petroleum gas- 
fired heaters shall comply with Chapter 61 and the International Fuel 
Gas Code. 


3305.1.3 Refueling. Refueling operations for liquid-fueled equipment 
or appliances shall be conducted in accordance with Section 5705. The 
equipment or appliance shall be allowed to cool prior to refueling. 


3305.1.4 Installation. Clearance to combustibles from temporary heat- 
ing devices shall be maintained in accordance with the labeled equip- 
ment. When in operation, temporary heating devices shall be fixed in 
place and protected from damage, dislodgement or overturning in ac- 
cordance with the manufacturer's instructions. 


3305.1.5 Supervision. The use of temporary heating devices shall be 
supervised and maintained only by competent personnel. 


3305.2 Smoking. Smoking shall be prohibited except in approved areas. 
Signs shall be posted in accordance with Section 310. In approved 
areas where smoking is permitted, approved ashtrays shall be provided 
in accordance with Section 310. 


3305.5 Cutting and welding. Welding, cutting, open torches and other 
hot work operations and equipment shall comply with Chapter 35. 


3305.6 Electrical. Temporary wiring for electrical power and lighting 
installations used in connection with the construction, alteration or 
demolition of buildings, structures, equipment or similar activities 
shall comply with NFPA 70. 


3305.7 Cooking. Cooking shall be prohibited except in approved desig- 
nated cooking areas separated from combustible materials by a minimum 
of 10 feet (3048 mm). Signs with a minimum letter height of 3 inches 
(76 mm) and a minimum brush stroke of ((eme—hat£)) 1/2 inch (13 mm) 
shall be posted in conspicuous locations in designated cooking areas 
and state: 


DESIGNATED COOKING AREA 
COOKING OUTSIDE OF A DESIGNATED 
COOKING ARFA IS PROHIBITED 


3305.8 ((Genexal)) Portable generators. Portable generators used at 
construction and demolition sites shall comply with Section 1204. 


3305.9 Hot work operations. The site safety director shall ensure hot 
work operations and permit procedures are in accordance with Chapter 
35y 


3305.10 Safeguarding roof operations general. Roofing operations uti- 
lizing heat-producing systems or other ignition sources shall be con- 
ducted in accordance with Sections 3305.10.1 and 3305.10.2 and Chapter 
os 


3305.10.11 Asphalt and tar kettles. Asphalt and tar kettles shall be 
operated in accordance with Section 303. 
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3305.10.2 Fire extinguishers for roofing operations. Fire extinguish- 
ers shall comply with Section 906. There shall be not less than one 
multiple-purpose portable fire extinguisher with a minimum 3-A 40-B:C 
rating on the roof being covered or repaired. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-3307 Fire department site access and water supply. 


3307.1 Required access. Approved vehicle access for fire fighting 
shall be provided to all construction or demolition sites. Vehicle ac- 
cess shall be provided to within 100 feet (30,480 mm) of temporary or 
permanent fire department connections. Vehicle access shall be provi- 
ded by either temporary or permanent roads, capable of supporting ve- 
hicle loading under all weather conditions. Vehicle access shall be 
maintained until permanent fire apparatus access roads are available. 


( (3307.4.2)) 3307.1.1 Key boxes. Key boxes shall be provided as re- 
quired by Chapter 5. 


((3307+.4-3)) 3307.1.2 Stairways required. Where building construction 
exceeds 40 feet (12,192 mm) in height above the lowest level of fire 
department vehicle access, a temporary or permanent stairway shall be 
provided. As construction progresses, such stairway shall be extended 
to within one floor of the highest point of construction having se- 
cured decking or flooring. 


( (3307.4-4)) 3307.1.3 Maintenance. Required means of egress and re- 
quired accessible means of egress shall be maintained during construc- 
tion and demolition, remodeling or alterations and additions to any 
building. 


EXEMPTION: Approved temporary means of egress and accessible means of egress systems and facilities. 


3307.2 Water supply for fire protection. An approved water supply for 
fire protection, either temporary or permanent, shall be made availa- 
ble as soon as combustible building materials arrive on the site, on 

commencement of vertical combustible construction and on installation 
of a standpipe system in buildings under construction, in accordance 

with Sections 3307.2.1 through 3307.4. 


EXCEPTION: The fire code official is authorized to reduce the fire-flow requirements for isolated buildings or a group of buildings in rural areas or 
small communities where the development of full fire-flow requirements is impractical. 


3307.2.1 Combustible building materials. When combustible building ma- 
terials of the building under construction are delivered to a site, a 
minimum fire flow of 500 gallons per minute (1893 L/m) shall be provi- 
ded. The fire hydrant used to provide this fire-flow supply shall be 
within 500 feet (152 m) of the combustible building materials, as 
measured along an approved fire apparatus access lane. Where the sit 
configuration is such that one fire hydrant cannot be located within 
500 feet (152 m) of all combustible building materials, additional 
fire hydrants shall be required to provide coverage in accordance with 
this section. 


3307.2.2 Vertical construction of Types III, IV, and V construction. 
Prior to commencement of vertical construction of Type III, IV, or V 
buildings that utilize any combustible building materials, the fire 
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flow required by Sections 3307.2.2.1 through 3307.2.2.3 shall be pro- 
vided, accompanied by fire hydrants in sufficient quantity to deliver 
the required fire flow and proper coverage. 


3307.2.2.1 Fire separation up to 30 feet. Where a building of Type 
III, IV, or V construction has a fire separation distance of less than 
30 feet (9144 mm) from property lot lines, and an adjacent property 
has an existing structure or otherwise can be built on, the water sup- 
ply shall provide either a minimum of 500 gallons per minute (1893 
L/m) or th ntire fire flow required for the building when construc- 
ted, whichever is greater. 


3307.2.2.2 Fire separation of 30 feet up to 60 feet. Where a building 
of Type III, IV, or V construction has a fire separation distance of 
30 feet (9144 mm) up to 60 feet (18,288 mm) from property lot lines, 
and an adjacent property has an existing structure or otherwise can be 
built on, the water supply shall provide a minimum of 500 gallons per 
minute (1893 L/m) or 50 percent of the fire flow required for the 
building when constructed, whichever is greater. 


3307.2.2.3 Fire separation of 60 feet or greater. Where a building of 
Type III, IV, or V construction has a fire separation of 60 feet 
(18,288 mm) or greater from a property lot line, a water supply of 500 
gallons per minute (1893 L/m) shall be provided. 


3307.3 Vertical construction, Type I and II construction. If combusti- 
ble building materials are delivered to the construction site, water 
supply in accordance with Section 3307.2.1 shall be provided. Addi- 
tional water supply for fire flow is not required prior to commencing 
vertical construction of Type I and II buildings. 


3307.4 Standpipe supply. Regardless of the presence of combustible 
building materials, the construction type or the fire separation dis- 
tance, where a standpipe is required in accordance with Section 3307, 
a water supply providing a minimum flow of 500 gallons per minute 
(1893 L/m) shall be provided. The fire hydrant used for this water 
supply shall be located within 100 feet (30,480 mm) of the fire de- 
partment connection supplying the standpipe. 


3307.5 Standpipes. In buildings required to have standpipes by Section 
905.3.1, not less than one standpipe shall be provided for use during 
construction. Such standpipes shall be installed prior to construction 
exceeding 40 feet (12,192 mm) in height above the lowest level of fire 
department vehicle access. Such standpipes shall be provided with fire 
department hose connections at locations adjacent to stairways comply- 
ing with Section 3307.1.3. As construction progresses, such standpipes 
shall be extended to within one floor of the highest point of con- 
struction having secured decking or flooring. 


3307.5.1 Buildings being demolished. Where a building is being demol- 
ished and a standpipe is existing within such a building, such stand- 
pipe shall be maintained in an operable condition so as to be availa- 
ble for use by the fire department. Such standpipe shall be demolished 
with the building but shall not be demolished more than one floor be- 
low the floor being demolished. 


3307.5.2 Detailed requirements. Standpipes shall be installed in ac- 
cordance with the provisions of Section 905. 


EXCEPTION: Standpipes shall be either temporary or permanent in nature, and with or without a water supply, provided that such standpipes comply 
with the requirements of Section 905 as to capacity, outlets, and materials. 
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NEW SECTION 


WAC 51-54A-3313 Water supply for fire protection. This section 
is not adopted. 


NEW SECTION 


WAC 51-54A-3314 Standpipes. This section is not adopted. 


NEW SECTION 


WAC 51-54A-3315 Automatic sprinkler system. This section is not 
adopted. 


NEW SECTION 


WAC 51-54A-3316 Portable fire extinguishers. This section is 
not adopted. 


NEW SECTION 


WAC 51-54A-3317 Motorized construction equipment. This section 
is not adopted. 


NEW SECTION 


WAC 51-54A-3318 Safeguarding roofing operations. This section 
is not adopted. 


AMENDATORY SECTION (Amending WSR 22-13-093, 23-12-107, and 23-20-027, 
filed 6/14/22, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-54A-4900 Fixed guideway transit and passenger rail sys- 
tems. 


((4901.4)) 4901 Scope NFPA 130. 


4901.1 General. Fixed guideway transit and passenger rail systems 
shall be in accordance with NFPA 130, as modified below. 


4901.2 NFPA 130 Section 3.3.44.2. Add new definition as follows: 


3.3.44.2 Traction power sub station (TPSS): A TPSS is an electrical 
substation consisting of switchgear transformers/rectifiers, emergency 
trip equipment, and other systems that converts AC electric power pro- 
vided by the electrical power industry for public utility service to 
DC voltage to supply light rail vehicles with traction current. 
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4901.3 NFPA 130 Section 5.4.4 Modify NFPA 130 Sections 5.4.4.1 and 
5.4.4.1.1 to read as follows: 


5.4.4.1 An automatic sprinkler system shall be provided throughout en- 
closed stations. 


EXCEPTIONS: 1. Traction power substation (TPSS) when located in a transformer vault designed in accordance with the NFPA 70. 
2. Other high voltage equipment located in a transformer vault designed in accordance with the NFPA 70 when approved by the fire 
code official. 
3. Fire command centers, communication room(s), and signal rooms when protected with clean agent fire suppression and separated 
from other spaces with ((twe)) 2-hour fire rated construction. 
4. Other operational critical rooms when protected with clean agent fire suppression and separated from other spaces with ((#¥e)) 2-hour 
fire rated construction, when approved by the fire code official. 


5.4.4.1.1 An automatic sprinkler system shall be provided in areas of 

open stations used for concessions, markets, storage areas and similar 
areas with combustible loadings, and in trash rooms, electrical rooms, 
mechanical rooms, machinery rooms, communication rooms, and other en- 

closed rooms. 


EXCEPTIONS: 1. Stations at grade with less than 1,500 sq. ft. of ancillary area/ancillary space. 
2. Fire command centers, communication room(s), and signal rooms when protected with clean agent fire suppression and separated 
from other spaces with ((#we)) 2-hour fire rated construction. 
3. Other operational critical rooms when protected with clean agent fire suppression and separated from other spaces with ((twe)) 2-hour 
fire rated construction, when approved by the fire code official. 


5.4.4.2 Sprinkler protection shall be permitted to be omitted in areas 
of open stations separated from the station by a distance of 20 feet. 


4901.4 NFPA 130 Section 5.4.5. Modify NFPA 130 Sections 5.4.5.1 as 
follows: 


5.4.5.1 Class I standpipes shall be installed in enclosed stations in 
accordance with International Fire Code Section 905 except as modified 
herein. 


4901.5 NFPA 130 Section 5.4.6. Modify NFPA 130 Sections 5.4.6 as fol- 
lows: 


5.4.6 Portable fire extinguishers in such number, size, type, and lo- 
cation in accordance with the International Fire Code Section 906. 


5.4.6.1 Portable fire extinguishers are not required in public areas 
of at-grade stations. 


4901.6 NFPA 130 Section 5.2.2. Modify NFPA 130 Section 5.2.2.2 as fol- 
lows: 


5.2.2.2 Construction types shall conform to the requirements in the 
International Building Code, Chapter 6, unless otherwis xempted in 
this section. 


Table 5.2.2.1 


Minimum Construction Requirements 
for New Station Structures 


Station Configuration Construction Typet 
Stations erected entirely above grade and in a separate 
building: 

Open stations Type IIB 
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Station Configuration Construction Typet 


Enclosed stations Type IIA 


Stations erected entirely or partially below grade: 


Open above grade portions | Type HA 
of below grade structures* 


Below grade portions of Type IB 
structures 


Below grade structures Type IA 
with occupant loads 
exceeding 1000 


* Roofs not supporting an occupancy above are not required to have a 
fire resistance rating. 

+ Construction types are in accordance with the International Building 
Code. 


4901.7 NFPA 130 Section 5.2.2. Modify NFPA 130 Section 5.2.4.3 as fol- 
lows: 


5.2.4.3 Ancillary spaces. Fire resistance ratings of separations be- 
tween ancillary occupancies shall be established as required for ac- 
cessory occupancies and incidental uses by the International Building 
Code and in accordance with ASTM E119 and ANSI/UL 263. 


4901.8 NFPA 130 Section 5.2.5. Modify NFPA 130 Section 5.2.5.4 as fol- 
lows: 


5.2.5.4 Materials used as interior finish in open stations shall com- 
ply with the requirements of the International Building Code, Chapter 
8. 


4901.9 NFPA 130 Section 5.3.1. Modify NFPA 130 Section 5.3.1.1 as fol- 
lows: 


5.3.1.1 The provisions for means of egress for a station shall comply 
with the International Building Code, Chapter 10, except as herein 
modified. 


4901.10 NFPA 130 Section 5.3.2. Add a New Section to NFPA 130 Section 
5.3.2.2.1 as follows: 


§5.3.2.2.1 Where station occupancy is anticipated to be greater than 
design capacity during a major event the operating agency shall ini- 
tiate approved measures to restrict access to the station, when re- 
quired by the fire code official, to ensure existing means of egress 
are adequate as an ((attermate)) alternative to account for peak rid- 
ership associated with major events. 


4901.11 NFPA 130 Section 5.3.4. Modify NFPA 130 Section 5.3.2.4(1) as 
follows: 
(1) The occupant load for that area shall be determined in ac- 
cordance with the provisions of the International Building Code as ap- 
propriate for the use. 


4901.12 NFPA 130 Section 5.3.3. Modify NFPA 130 Section 5.3.3.4 as 
follows: 


5.3.3.4 Travel distance. For open stations the maximum travel distance 
on the platform to a point at which a means of egress route leaves th 
platform shall not exceed 100 m (325 ft.). For enclosed stations the 
travel distance to an exit shall not exceed 76 m (250 ft.). 


4901.13 NFPA 130 Section 5.3.5. Modify NFPA 130 Section 5.3.5.3(2) as 
follows: 
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(2)* Travel speed - 14.6 m/min (48 ft./min) (indicates vertical 
component of travel speed). 


5.3.2.4 Where an area within a station is intended for use by other 
than passengers or employees, the following parameters shall apply: 
1. The occupant load for that area shall be determined in accord- 
ance with the provisions of the IBC NFPA 101 as appropriate for the 
use. 


2. The additional occupant load shall be included in determining 
the required egress from that area. 

3. The additional occupant load shall be permitted to be omitted 
from the station occupant load where the area has independent means of 


egress of sufficient number and capacity. 


5.3.3.4 Travel distance. For open stations the maximum travel distance 
on the platform to a point at which a means of egress route leaves th 
platform shall not exceed 100 m (325 ft.). For enclosed stations the 
travel distance to an exit shall not exceed 76 m (250 ft.). 


5.3.5.4 Escalators shall not account for more than one-half of the 
egress capacity at any one level. 


4901.14 NFPA 130 Section 5.3.5. Delete NFPA 130 Section 5.3.5.5. 


4901.15 NFPA 130 Section 5.3.7. Modify NFPA 130 Section 5.3.7 as fol- 
lows: 


5.3.7* Doors, gates, security grilles and exit hatches. 


5.3.7.1 The egress capacity for doors and gates in a means of egress 
serving public areas shall be computed as follows: 
1. Sixty people per minute (p/min) for single leaf doors and 
gates. 
2.* 0.0819 p/mm-min (2.08 p/in.-min) for biparting multileaf 
doors and gates measured for the clear width dimension. 


5.3.7.2.1 Security grilles are allowed when designed and operated in 
accordance with the International Building Code. 


4901.16 NFPA 130 Section 5.3.9. Modify NFPA 130 Section 5.3.9 as fol- 
lows: 


5.3.9* Horizontal exits. Horizontal exits shall comply with the Inter- 
national Building Code Section 1026. 


4901.17 NFPA 130 Section 5.3.11. Modify NFPA 130 Section 5.3.11 as 
follows: 


5.3.11.1 Illumination of the means of egress in stations, including 
escalators that are considered a means of egress, shall be in accord- 
ance with the International Building Code Section 1008. 


5.3.11.2 Means of egress, including escalators considered as means of 
egress, shall be provided with a system of emergency lighting in ac- 
cordance with the International Building Code Section 1008. 


4901.18 NFPA 130 Section 5.4.7. Modify NFPA 130 Section 5.4.7 as fol- 
lows: 


5.4.7 Emergency ventilation shall be provided in enclosed stations in 
accordance with Chapter 7 and the International Building Code Section 
909. 
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AMENDATORY SECTION (Amending WSR 20-01-162, filed 12/18/19, effective 
7/1/20) 


WAC 51-54A-5306 Medical gas systems. 


5306.1 General. Compressed gases at hospitals and similar facilities 
intended for inhalation or sedation including, but not limited to, an- 
algesia systems for dentistry, podiatry, veterinary and similar uses 
shall comply with Sections 5306.2 through ((5306-4)) 5306.5 in addi- 
tion to other requirements of this chapter. 


EXCEPTION: All new distribution piping, supply manifolds, connections, regulators, valves, alarms, sensors and associated equipment shall be in 
accordance with the Plumbing Code. 


5306.5 Medical gas systems. The maintenance and testing of medical gas 
systems including, but not limited to, distribution piping, supply 
manifolds, connections, pressure regulators and relief devices and 
valves, shall comply with the maintenance and testing requirements of 
NFPA 99 and the general provisions of this chapter. 


AMENDATORY SECTION (Amending WSR 21-13-023, filed 6/9/21, effective 
7/10/21) 


WAC 51-54A-5707 Section ((5705)) 5707—On-demand mobile fueling 
operations. 


5707.1 General. On-demand mobile fueling operations that dispense 
Class I, II and III liquids into the fuel tanks of motor vehicles 
shall comply with Sections 5707.1 through 5707.6.6. 

EXCEPTION: Fueling from an approved portable container in cases of an emergency or for personal use. 

5707.1.1 Approval required. Mobile fueling operations shall not be 
conducted without first obtaining a permit and approval from the fire 
code official. Mobile fueling operations shall occur only at approved 
locations. The fire code official is authorized to approve individual 
locations or geographic areas where mobile fueling is allowed. 


5707.1.2 Coordination of permits. Permits across multiple authorities 
having jurisdiction shall be coordinated in accordance with Sections 
SOT eee a vero: 570TL 2s 4u 


5707.1.2.1 Acceptance of permits issued by other authorities having 

jurisdiction. Local authorities having jurisdiction that allow mobile 
on demand fueling trucks may accept conforming permits issued and/or 
inspections performed by any other local authorities having jurisdic- 
tion in Washington state. Local authorities having jurisdiction that 
choose to accept conforming permits issued by other local authorities 
having jurisdiction in Washington state retain the right to enforce 

the provisions of this section. 


5707.1.2.2 Local authorities having jurisdiction not offering operator 
or truck certification. A conforming operator or vehicle permit issued 
by one local authority having jurisdiction shall be recognized and ac- 
cepted by all local authorities having jurisdiction in Washington 
state, if those local authority having jurisdictions allow mobile on- 
demand fueling and do not offer such operator or truck certification. 
Under no circumstances will an issuing local authority having juris- 
diction be expected to perform permissive inspections beyond their ju- 
risdiction. 
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5707.1.2.3 Commencing permit issuance. When a local authority having 


jurisdiction 
but not 
fueling operat 


cal aut 


5707.1.2.4 Permit record maintenance. 
jurisdiction shall maintain a publicly availabl 
mits or other information sourc 


that has previo 
issued their own permits commences permit issuance for mobil 
tions or vehicles, local authority having jurisdic- 
tion shall continue to accept permits previously issued by another 
thority having jurisdiction in Washington state for three months 


or until their expiration da 


usly aut 


that 


te, 


Issuing 


local 


whichever is sooner. 


to enabl 


mation about whether permits are in good standing. 


thorized mobile fueling operations 


e 


lo- 


authorities having 
le list of current per- 
all parties to have infor- 


5707.2 Mobile fueling vehicle. An on-demand mobile fueling vehicle 
shall be utilized in on-demand fueling operations for the dispensing 
of Class I, II or III liquids into the fuel tanks of motor vehicles 


and shall comply with Sections 5707.2.1 and 5707.2.2. 


5707.2.1 Mobile fueling vehicle classifications. An on-demand mobile 


fueling vehicle shall be classified as one of the fol 
Type 1 Mobile Fueling Vehicle - A tan 
with NFPA 385 and that has chassis-mounted tanks where 


ilies 


capacity does not 
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chassis-mounted 
gallons (415 L) 
gregate capacity 
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mum aggregate capacity of 60 gallons 
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Type 2 Mobile Fueling Vehicle - A veh 
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capacity for each tank or con 


(6057 L). 
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not exceeding 800 gallons 


icle 
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not to exceed 5 gallons 
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tainer and 
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e th 
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that carries a 
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at complies 
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e or more 
to exceed 110 


ag- 
cas 


maxi- 
tal 
tal 


5707.2.2 Mobile fueling vehicle requirements. Each mobile fueling ve- 


hicle shall comply with all local, 
the following: 

1. Mobile fueling vehicles with a chassis-mount 
of 110 gallons (415 L) shall also comply with the r 


2. 


3. 


4. 


5707.3 Required documents. 


with Section 108 


5707.3.1 Safety and emergency response plan. Mobile f 
ave an approved written safe 
establishes policies and procedures 
personnel training and 
this code. 
shall specifically address and require 
to fueling to consider 


shall h 
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roundin 
Section 
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Safety cans and approved metal containers shall be secured to 
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trailer connected to a mobile fueling vehicle shall be prohibited. 


xcept when in use. 
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5707.3.2 Training records. Mobile fueling vehicles shall be operated 
only by designated personnel who are trained on proper fueling proce- 
dures and the safety and emergency response plan. Training records of 
operators shall be maintained. 


5707.3.3 Site plan. Where required by the fire code official, a site 
plan shall be developed for each location or area at which mobile fu- 
eling occurs. The site plan shall be in sufficient detail to indicate 
but not be limited to the following: 

1. All buildings, structures. 
Lot lines or property lines. 
Electric car chargers. 
Solar photovoltaic parking lot canopies. 
Appurtenances on-site and their use or function. 
All uses adjacent to the lot lines of the site. 
Fueling locations. 
. Locations of all storm drain openings and adjacent waterways 
or wetlands. 

9. Information regarding slope, natural drainage, curbing, and 
impounding. 
10. How a spill will be kept on the site property. 
11. Scale of the site plan. 


OYA OB WD 


5707.3.4 Tiered sites. Where a site permitting process is required by 
the local jurisdiction, a site shall be designated by the fire cod 
official to be one of the following and based on local provisions as 
necessitated by zoning laws, environmental laws, public safety, and 
other characteristics. 


5707.3.4.1 Tier 1 sites. Sites that do not present atypical geograph- 
ic, safety or environmental concerns shall be provided expedited per- 
mitting review and shall allow permit issuance prior to site inspec- 
tion. The fire code official may impose additional conditions and may 
perform a site inspection during the period of permit validity. 


5707.3.4.2 Tier 2 sites. Sites that require an inspection shall be ap- 
proved by the fire code official prior to permit issuance. 


5707.4 Mobile fueling areas. During fueling, the mobile fueling vehi- 
cle and point of connection of the vehicle being fueled shall not be 
located on public streets, public ways or inside buildings. Fueling on 
the roof level of parking structures or other buildings is prohibited. 


5707.4.1 Separation. During fueling, the point of connection of the 
vehicle being fueled shall not take place within 25 feet (7620 mm) of 
buildings, lot lines, property lines or combustible storage. Mobile 
fueling vehicles shall not park within 10 feet (3048 mm) of buildings, 
lot lines, property lines or combustible storage. 


EXCEPTIONS: 1. The fire code official shall be authorized to decrease the separation distance for dispensing from metal safety cans or other approved 
metal containers in accordance with Section 5707.2. 
2. The point of fueling shall not take place within 10 feet (3048 mm) of buildings, lot lines, property lines or combustible storage when 
the mobile fueling vehicle has an approved vapor recovery system or is servicing vehicles with on board refueling vapor recovery. 


Where dispensing operations occur within 15 feet (4572 mm) of a storm 
drain, an approved storm drain cover or an approved equivalent method 
that will prevent any fuel from reaching the drain shall be used. 


5707.4.2 Sources of ignition. Smoking, open flames and other sources 

of ignition shall be prohibited within 25 feet (7620 mm) of fuel dis- 
pensing activities. Signs prohibiting smoking or open flames within 25 
feet (7620 mm) of the vehicle or the point of fueling shall be promi- 
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nently posted on the mobile fueling vehicle. The engines of vehicles 
being fueled shall be shut off during fueling. 


5707.4.3 Electrical equipment. Mobile fueling shall not occur within 

20 feet of electrical equipment located within 18 inches of the ground 
unless such electrical equipment is rated for Class 1, Division 2 haz- 
ardous locations in accordance with NFPA 70. 


5707.5 Equipment. Mobile fueling equipment shall comply with Sections 
5707.5.1 through 5707.5.5. 


5707.5.1 Dispensing hoses and nozzles. Where equipped, the dispensing 
hose shall not exceed 50 feet (15240 mm) in length. The dispensing 
nozzles and hoses shall be of an approved and listed type. Where met- 
al-to-metal contact cannot be made between the nozzle and the fuel 
fill opening, then a means for bonding the mobile fueling vehicle to 
the motor vehicle shall be provided and employed during fueling opera- 
tions. 


5707.5.2 Break-away device. A listed break-away device shall be provi- 
ded at the nozzle. 


EXCEPTION: Mobile fueling vehicles equipped with an approved brake interlock tied to the nozzle holder that prohibits movement of the mobile 
fueling vehicle when the nozzle is removed from its holder or tied to the delivery of fuel that prevents activation of the pumping system. 


5707.5.3 Shut-off valve and fuel limit. Mobile fueling vehicles shall 
be equipped with a listed shut-off valve assembly and a fuel limit 
switch set to a maximum of 30 gallons (116 L). 


5707.5.4 Fire extinguisher. An approved portable fire extinguisher 
complying with Section 906 with a minimum rating of 4A:80-B:C shall be 
provided on the mobile fueling vehicle with signage clearly indicating 
its location. 


5707.5.5 Spill kit. Mobile fueling vehicles shall contain a minimum 5 
gallon (19 L) spill kit of an approved type. 


5707.6 Operations. Mobile fueling vehicles shall be constantly atten- 
ded during fueling operations with brakes set and warning lights in 
operation. Mobile fueling vehicles shall not obstruct emergency vehi- 
cle access roads. 


5707.6.1 Dispensing hose. Where equipped, mobile fueling vehicles 
shall be positioned in a manner to preclude traffic from driving over 
the dispensing hose. The dispensing hose shall be properly placed on 
an approved reel or in an approved compartment prior to moving the mo- 
bile fueling vehicle. 


5707.6.2 Drip control. Operators shall place a drip pan or an absorb- 
ent pillow under the nozzle and each fuel fill opening prior to and 
during dispensing operations to catch drips. 


5707.6.3 Safety cones. Safety cones or other visual barriers shall be 
employed as warning devices to highlight the vehicle fueling area. 
Signs prohibiting smoking or open flames within 25 feet (7620 mm) 
shall be prominently posted in the vehicle fueling area. 


5707.6.4 Vehicle lights. The mobile fueling vehicle flasher lights 
shall be in operation while dispensing operations are in progress. 


5707.6.5 Nighttime deliveries. Nighttime deliveries shall only be made 
in areas adequately lighted per WAC 296-800-21005. 


5707.6.6 Spill reporting. Spills shall be reported in accordance with 
Section 5003.3.1. 
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AMENDATORY SECTION (Amending WSR 23-02-056, 23-12-109, and 23-20-028, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-55-008 Implementation. The International Wildland-Urban 
Interface Code adopted by this chapter shall becom ffective in all 
counties and cities of this state on ((dt4-+4-—2028)) March 15, 2024. 


AMENDATORY SECTION (Amending WSR 23-02-056, 23-12-109, and 23-20-028, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-55-0300 Wildland-urban interface areas. 
301 General. 


301.1 Scope. Wildland urban interface areas shall be determined using 
the Washington wildland urban interface map (WA-WUI). WA-WUI designa- 
tions are permitted to be modified, upon approval of a finding of fact 
in accordance with Section 302. 


User note: The WA-WUI nee is available at aaa a E 


exptere) ) Aeeps: Pieee. wa. dov/maps /786aaaldbbd7 48e6ae04bc43c8f127f6/ 


explore. 


301.2 Construction in wildland-urban interface or intermix areas. 
Where a structure is proposed to be constructed in an area designated 
by the WA-WUI map as wildland-urban interface or intermix, the con- 
struction shall comply with the provisions of this code. 


301.3 Construction in wildlands areas. Where a structure is proposed 
to be constructed in an area designated by the WA-WUI map as wild- 
lands, the applicable wildland urban interface area designation shall 
be based on a finding of fact in accordance with Section 302. 


302 Wildland-urban interface area designations. 


302.1 General. Wildland urban interface area designations are permit- 
ted to be established in accordance with this section. 


302.2 Finding of fact. The applicable wildland urban interface desig- 
nation shall be based on a finding of fact. The finding of fact shall 
comply with the provisions of Appendix E or is permitted to be based 
on the worksheet and procedures in Section 302.3. 


302.3 Simplified wildland urban interface designation worksheet. The 
wildland urban interface designation is permitted to be established 
using the procedure outlined in ( (F+teere)) Table 302(1), using the 
worksheet in ((Fit¢ere)) Table 302(2). 


302.3.1 Area to be evaluated. For the purposes of establishing struc- 
ture and vegetation densities, the area covered by a square of 1320 
feet on a side (40 acres) shall be evaluated. The square area shall be 
located such that the site under consideration is in its center, ex- 
cept where the square would overlap a water body shown on the WA-WUI 
map with a surface area greater than 200,000 square feet, the location 
shall be adjusted such that no part of the square overlaps the water 
body. 


Table 302.3(1) 
Outline of Simplified Procedure for Determining Wildland Interface 
Designation 
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For the area to be evaluated in Section 302.3.1: 


1. Determine structure density category (uninhabited, very low, low, medium, or high). 


2. Determine vegetation density category (nonvegetated or vegetated). 


3. Determine proximity category (near or distant). 


4. Based on structure density, vegetation density, and proximity categories, determine if compliance with this code is 
required (WUIC applies, WUIC does not apply). 


5. Where compliance with this code is required, determine wildland urban interface area designation (intermix or 


interface). 


302.3.2 Structure density category. The structure density category 
shall be determined by counting the number of structures within the 
area to be evaluated per Section 302.3.1. The structure density cate- 
gory shall be determined as follows: 


UNINHABITED: 0 structures 

VERY LOW: 1 structure 

LOW: 2 to 8 structures 
MEDIUM: 9 to 120 structures 
HIGH: more than 120 structures 


302.3.3 Vegetation density category. Vegetation coverage within the 
area to be evaluated per Section 302.3.1 shall be determined in ac- 
cordance with Chapter 9. Vegetation density shall be determined by di- 
viding the vegetation coverage by 1,742,400 square feet (40 acres). 
Where the vegetation density is less than 50 percent, the vegetation 
density category for the site shall be nonvegetated. Where the vegeta- 
tion density is 50 percent or more, the vegetation density category 
for the site shall be vegetated. 


302.3.4 Proximity category. The distance from the site being evaluated 
to a high-density vegetated area shall be measured from the closest 
edge of the site boundary to the closest edge of the nearest high-den- 
sity vegetated area. Where the distance is less than 1.5 miles, the 
proximity category shall be near. Where the distance is 1.5 miles or 
more, the proximity category shall be distant. 


302.3.5 WUIC applicability. The WUIC shall apply, and the site shall 
be designated as intermix or interface in accordance with Section 
302.3.6 under either of the following conditions: 


1. The structure density category is very low to high, and the 
vegetation density category is vegetated. 
2. The structure density category is very low to high, and the 
proximity category is near. 
The WUIC shall not apply under either of the following condi- 
tions: 


The structure density category is uninhabited, and the site is 
not located within an area designated as intermix or interface on the 
WA-WUI map. 

2. The structure density category is uninhabited to high, the 
vegetation density category is nonvegetated, and the proximity catego- 
ry is distant. 


302.3.6 Wildland urban interface area designation. Where required by 
Section 302.3.5, the site shall be designated as intermix or interface 
in accordance with Section 302.3.6.1 or 302.3.6.2. 
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302.3.6.1 Intermix designation. The site shall be designated as inter- 
mix where the structure density category is very low to high, and the 
vegetation density category is vegetated. 


302.3.6.2 Interface designation. The site shall be designated as in- 
terface where the structure density category is very low to high, and 


the proximity category is near. 
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Table 302(1). Outline of simplified procedure for determining wildland 
interface designation 
1. Determine structure density category in accordance with Section 302.3.2. Numbers in table are the number of structures 
within the area determined by Section 302.3.1. 


UNINHABITED VERY LOW LOW MEDIUM HIGH 
0 1 2TO8 9 TO 120 MORE OO 


2. Determine vegetation density category within the area determined by Section 302.3.1. 
NONVEGETATED VEGETATED 
Less than 50% vegetated 50% or more vegetated 


3. Determine proximity category to the nearest high-density vegetated area. 


NEAR DISTANT 
Less than 1.5 mi (2.414 km) 1.5 mi (2.414 km) or more 
4. Use structure density, vegetation density, and proximity categories from above to determine if WUIC applies. 
WUIC Applies WUIC Does Not Apply 
e Structure density category is very low to high; e Structure density category is uninhabited; and 
an 
e Vegetation density category is vegetated. e The site is not located within an area designated 
as intermix or interface on the WA-WUI map. 
e Structure density category is very low to high; e Structure density category is uninhabited to high; 
and and 
e Proximity category is near. e Vegetation density category is nonvegetated; and 
e Proximity category is distant. 


5. Where WUIC applies, the site shall be designated as intermix or interface as follows: 


INTERMIX INTERFACE 
e Structure density category is very low to high; e Structure density category is very low to high; 
and and 
e Vegetation density category is vegetated. e Proximity category is near. 


((Fagure)) Table 302(2). Worksheet for simplified procedure for deter- 
mining wildland interface designation 

302.4 Review of wildland-urban interface areas. The code official 

shall review for approval evaluated areas for new or modified findings 

of fact. Where a new or modified findings of fact are approved, the 

code official shall recommend to WADNR a modification to the wildland- 

urban interface areas mapping. 


AMENDATORY SECTION (Amending WSR 23-02-056, 23-12-109, and 23-20-028, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-55-0500 Special building construction regulations. 
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501 General. 


501.1 General. Buildings and structures hereafter constructed, modi- 
fied, or relocated into or within 
shall meet the construction requirements of Sections 501.4 through 


HOLS: 
EXCEPTIONS: 


501.2 Objective. 


the wildland-urban interface area 


1. Buildings and structures with fire hazard severity determined in Section 502 and with ignition-resistant construction classification 


determined in Section 503. 


2. Accessory structures not exceeding 200 square feet (((+4)) 18.5 m?) in floor area and where located not less than 50 feet (15,240 mm) 


from buildings or structures containing habitable spaces. 


3. Agricultural buildings located not less than 50 feet (15,240 mm) from buildings or structures containing habitable spaces. 


This section is not adopted. 


501.4 Roof covering. Roofs shall have a roof assembly that complies 
with a Class A rating when tested in accordance with ASTM E108 or UL 
790. For roof assemblies wher 


roof covering and roof deck, 


th 


profile allows a space between th 


the space at the eave ends shall be fire- 


stopped to preclude entry of flames or embers or have one layer of 72- 
pound (32.4 kg) mineral-surfaced, 
with ASTM D3909 installed over 


EXCEPTIONS: 


th 


nonperforated cap sheet complying 
combustible roof deck. 


1. Class A roof assemblies including those with coverings of brick, masonry, or an exposed concrete roof deck. 

2. Class A roof assemblies also include ferrous or copper shingles or sheets, metal sheets and shingles, clay or concrete roof tile or slate 
installed on noncombustible decks or ferrous, copper or metal sheets installed without a roof deck on noncombustible framing. 

3. Class A roof assemblies include minimum 16 oz/sq. ft. (0.0416 kg/m2) copper sheets installed over combustible roof decks. 


501.4.1 Roof valleys. Where provided, valley flashings shall be not 
less than 0.019-inch (0.48 mm) 
Sion-resistant metal installed over a minimum 36-inch-wide (914 mm) 
underlayment consisting of one layer of 72-pound (32.4 kg) mineral- 


surfaced, 


the full length of the valley. 


501.5 Exterior walls and projections other than decks. Exterior walls 


(No 


and projections other than decks, 


cessory structures at 


spaces, 


materials extending from 


tached to buildings or structures with habitable 


. 26 galvanized sheet gage) corro- 


nonperforated cap sheet complying with ASTM D3909 running 


of buildings, or structures, or ac- 


shall be constructed with one of the following methods, with 


the roof sheathing: 
Materials approved for not less than one hour fire-resistance 
rated construction on the exterior side; 

2. Approved noncombustible materials; 
Heavy timber or log wall c 


1. 


3's 
4. 


Fire-retardant-treated 


Jy 


EXCEPTION: 


501.6 Decks and appendages. 
and stairs shall be const 


La 


2. 


tardant-treated wood shall be 
requirements of Section 2303.2 


woo 


label 


the top of the foundation to the underside of 


onstruction; 
don the exterior side. The fire-re- 
ed for exterior use and meet the 
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overhang areas. Gable end and dormer vents shall be located not less 
than 10 feet (3048 mm) from lot lines. Underfloor ventilation openings 
shall be located as close to grade as possible. 


502 Fire hazard severity. 


502.1 General. The fire hazard severity of building sites for build- 
ings hereafter constructed, modified, or relocated into wildland-urban 
interface areas shall be established in accordance with Table 502.1. 
See also Chapter 8. 


502.2 Fire hazard severity reduction. The fire hazard severity identi- 
fied in Table 502.1 is allowed to be reduced by implementing a vegeta- 
tion management plan in accordance with Chapter 7. 


TABLE 502.1 
FIRE HAZARD SEVERITY 
(No change to the table) 


504 Class 1 ignition-resistant construction. 


504.7 Appendages and projections. Accessory structures attached to 
buildings with habitable spaces and projections other than decks, 
porches, balconies, or stairs, shall be not less than 1-hour fire-re- 
sistance-rated construction, heavy timber construction, or constructed 
of one of the following: 

1. Approved noncombustible materials. 

2. Fire-retardant-treated wood identified for exterior use and 
meeting the requirements of Section 2303.2 of the International Build- 
ing Code. 

3. Ignition-resistant building materials in accordance with Sec- 
Even? 503:.2.. 


EXCEPTION: Not adopted. 


504.8 Decks and appendages. The material of decks, porches, balconies, 
and stairs shall be constructed with any of the following materials: 

1. Ignition-resistant material that complies with the minimum 
performance requirement of Section 503.2. 

2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Any material that complies with the minimum performance re- 
quirements of Section 503.2 when attached exterior wall covering is 
also either noncombustible or ignition-resistant material. 

5. Heavy timber construction consisting of the following: 

5.1. Posts shall be a minimum of 6 inches x 6 inches nominal di- 
mension. 
5.2. Beams shall be a minimum of 6 inches x 8 inches nominal di- 
mension. 
5.3. Joists shall be a minimum of 4 inches x 8 inches nominal di- 
mension spaced at no greater than 24 inches on center. 


504.8.1 Clearance. Decks with less than 48 inches of clearance from 
finished grade to deck joists shall be enclosed with screen material 
with openings no greater than 1/4-inch maximum to prevent accumulation 
of combustibles and to prevent embers from coming in underneath. 


504.8.2 Walking surfaces. The walking surface material of decks, 
porches, balconies, and stairs shall be constructed with one of the 
following materials: 

1. Ignition-resistant material that complies with the performance 
requirements of Section 503.2. 
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2. Exterior fire-retardant-treated wood. 

3. Noncombustible material. 

4. Where the deck, porch, balcony, or stairs are constructed of 
heavy timber in accordance with Section 501.6, natural wood decking 
products shall be: 

4.1. 2-inch nominal dimension lumber; or 
4.2. ((544)) 1.1/4-inch nominal hardwood (i.e., teak, mahogany, 
or other approved hardwood). 
5. Material that complies with the performance requirements of 
Section 504.8.2.1 when tested in accordance with ASTM E2632 and when 
attached exterior wall covering is also composed of only noncombusti- 
ble or ignition-resistant materials. 


EXCEPTION: Wall material shall be permitted to be of any material that otherwise complies with Section 501.5 when the decking surface material 
complies with the performance requirements of ASTM E84 with a Class B flame spread index. 


504.8.2.1 Material in Section ((504-8.-4)) 504.8.2, Item 5. The walking 
surface material shall be tested in accordance with ASTM E2632 and 
shall comply with the following condition of acceptance. The ASTM 
E2632 test shall be conducted on a minimum of three test specimens and 
the peak heat release rate shall be less than or equal to 25 kW/ft? 
(269 kW/m?). If any one of the three tests does not meet the condi- 
tions of acceptance, three additional tests shall be run. All the ad- 
ditional tests shall meet the condition of acceptance. 


504.9 Exterior glazing. Exterior windows, window walls and glazed 

doors, windows within exterior doors, and skylights shall be tempered 
glass, multilayered glazed panels, glass block or have a fire protec- 
tion rating of not less than 20 minutes. 


504.10 Exterior doors. Exterior doors shall be approved noncombustible 
construction, solid core wood not less than 1 3/4 inches thick (44 
mm), or have a fire protection rating of not less than 20 minutes. 
Windows within doors and glazed doors shall be in accordance with Sec- 
tion 504.8. 


EXCEPTION: Vehicle access doors. 


504.11 Vents. Attic ventilation openings, foundation or underfloor 

vents, or other ventilation openings in vertical exterior walls and 
vents through roofs shall not exceed 144 square inches (0.0929 m?) 

each. Such vents shall be covered with noncombustible corrosion-re- 
sistant mesh with openings not to exceed 1/4 inch (6.4 mm), or shall 
be designed and approved to prevent flame or ember penetration into 
the structure. 


504.11.1 Vent locations. Attic ventilation openings shall not be loca- 
ted in soffits, in eave overhangs, between rafters at eaves, or in 
other overhang areas. Gable end and dormer vents shall be located not 
less than 10 feet (3048 mm) from lot lines. Underfloor ventilation 
openings shall be located as close to grade as practical. 


504.12 Detached accessory structures. Detached accessory structures 
located less than 50 feet (15,240 mm) from a building containing hab- 
itable space shall have exterior walls constructed with materials ap- 
proved for not less than 1-hour fire-resistance-rated construction, 
heavy timber, log wall construction, or constructed with approved non- 
combustible materials or fire-retardant-treated wood on the exterior 
side. The fire-retardant-treated wood shall be labeled for exterior 
use and meet the requirements of Section 2303.2 of the International 
Building Code. 
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4.1. 2-inch nominal dimension lumber; or 

4.2. 5/4-inch nominal hardwood (i.e., teak, mahogany, or other 
approved hardwood). 

5. Material that complies with the performance requirements of 
Section ((505-8-4+.4)) 505.8.2.1 when tested in accordance with ASTM 
E2632 and when attached exterior wall covering is also composed of on- 
ly noncombustible or ignition-resistant materials. 


EXCEPTION: Wall material shall be permitted to be of any material that otherwise complies with Section 501.5 when the decking surface material 
complies with the performance requirements of ASTM E84 with a Class B flame spread index. 


505.8.2.1 Material in Section ((505-8-4)) 505.8.2, Item 5. The walking 
surface material shall be tested in accordance with ASTM E2632 and 
shall comply with the following condition of acceptance. The ASTM 
E2632 test shall be conducted on a minimum of three test specimens and 
the peak heat release rate shall be less than or equal to 25 kW/ft? 
(269 kW/m2). If any one of the three tests does not meet the condi- 
tions of acceptance, three additional tests shall be run. All the ad- 
ditional tests shall meet the condition of acceptance. 


505.9 Exterior glazing. Exterior windows, window walls and glazed 

doors, windows within exterior doors, and skylights shall be tempered 
glass, multilayered glazed panels, glass block or have a fire protec- 
tion rating of not less than 20 minutes. 


505.10 Exterior doors. Exterior doors shall be approved noncombustible 
construction, solid core wood not less than 1 3/4 inches thick (45 
mm), or have a fire protection rating of not less than 20 minutes. 
Windows within doors and glazed doors shall be in accordance with Sec- 
tion 505.8. 


EXCEPTION: Vehicle access doors. 


505.11 Vents. Attic ventilation openings, foundation or underfloor 
vents or other ventilation openings in vertical exterior walls and 
vents through roofs shall not exceed 144 square inches (0.0929 m*) 
each. Such vents shall be covered with noncombustible corrosion-re- 
sistant mesh with openings not to exceed 1/4 inch (6.4 mm) or shall be 
designed and approved to prevent flame or ember penetration into the 
structure. 


505.11.1 Vent locations. Attic ventilation openings shall not be loca- 
ted in soffits, in eave overhangs, between rafters at eaves, or in 
other overhang areas. Gable end and dormer vents shall be located not 
less than 10 feet (3048 mm) from lot lines. Underfloor ventilation 
openings shall be located as close to grade as practical. 


505.12 Detached accessory structures. Detached accessory structures 
located less than 50 feet (15,240 mm) from a building containing hab- 
itable space shall have exterior walls constructed with materials ap- 
proved for not less than 1l-hour fire-resistance-rated construction, 
heavy timber, log wall construction, or constructed with approved non- 
combustible materials or fire-retardant-treated wood on the exterior 
Side. The fire-retardant-treated wood shall be labeled for exterior 
use and meet the requirements of Section 2303.2 of the International 
Building Code. 


505.12.1 Underfloor areas. Where the detached accessory structure is 
located and constructed so that the structure or any portion thereof 
projects over a descending slope surface greater than 10 percent, the 
area below the structure shall have underfloor areas enclosed to with- 
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in 6 inches (152 mm) of the ground, with exterior wall construction in 
accordance with Section 505.5 or underfloor protection in accordance 
with Section 505.6. 


EXCEPTION: The enclosure shall not be required where the underside of exposed floors and exposed structural columns, beams and supporting walls 
are protected as required for exterior 1-hour fire-resistance-rated construction or heavy-timber construction or fire-retardant-treated 
wood on the exterior side. The fire-retardant-treated wood shall be labeled for exterior use and meet the requirements of Section 2303.2 
of the International Building Code. 


507 Replacement or repair of roof coverings. 


507.1 General. The roof covering on buildings or structures in exis- 
tence prior to the adoption of this code that are replaced or have 50 
percent or more replaced in a 12-month period shall be replaced with a 
roof covering required by Section 501.4 or based on the type of igni- 
tion-resistant construction as determined by Section 501.1 Exception 
ds, 
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WSR 23-23-108 
PERMANENT RULES 


BUILDING CODE COUNCIL 
[Filed November 15, 2023, 10:40 a.m., effective March 15, 2024] 


Effective Date of Rule: March 15, 2024. 

Purpose: Reconciling state amendments with section renumbering 
and model code modifications in the 2021 Uniform Plumbing Code; cor- 
recting errors and omissions. 

Citation of Rules Affected by this Order: Amending six sections 
in chapter 51-56 WAC. 

Statutory Authority for Adoption: RCW 19.27.031, 19.27.074. 

Other Authority: RCW 19.27.031, 19.27.074. 
Adopted under notice filed as WSR 23-14-125 on July 5, 2023. 
Changes Other than Editing from Proposed to Adopted Version: 


WAC Section Change Rationale/Discussion 


51-56-008 Implementation | Implementation date is changed from The state building code council voted to 
October 29, 2023, to March 15, 2024. delay implementation of all codes on 
September 15, 2023. 


A final cost-benefit analysis is available by contacting Dustin 
Curb, 1500 Jefferson Street S.E., phone 360-972-4158, email 
dustin.curb@des.wa.gov, website https://www.sbcc.wa.gov/. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 6, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 6, Repealed 0. 
Date Adopted: October 20, 2023. 


Tony Doan 
Council Chair 


OTS-4734.3 


AMENDATORY SECTION (Amending WSR 23-02-057, 23-12-110, and 23-20-029, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-56-008 Implementation. The Uniform Plumbing Code adopted 
by chapter 51-56 WAC shall becom ffective in all counties and cities 


of this state on ( (dt4-+—2028)) March 15, 2024. 
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2. Where installed in day care centers, for use primarily by children under 6 years of age. 


408.2 Water Consumption. Showerheads shall meet the maximum flow rate 
of 1.8 gallons (6.81 L) per minute measured at 80 psi. Showerheads 
shall be certified to the performance criteria of the U.S. EPA Water- 
Sense Specification for Showerheads. 


EXCEPTION: Emergency use showers shall be exempt from the maximum water usage rates. 


408.2.1 Multiple Showerheads Serving One Shower. When a shower is 
served by more than one showerhead, including handheld showerheads, 
the combined flow rate of all showerheads and/or other shower outlets 
controlled by a single valve shall not exceed 1.8 gallons (6.81 L) per 
minute at 80 psi, or the shower shall be designed to allow only one 
shower outlet to be in operation at a time. 


408.4 Waste Outlet. Showers shall have a waste outlet and fixture 
tailpiece not less than two (2) inches (50 mm) in diameter. Fixture 
tailpieces shall be constructed from the materials specified in Sec- 
tion 701.2 for drainage piping. Strainers serving shower drains shall 
have a waterway at least equivalent to the area of the tailpiece. 


EXCEPTION: In a residential dwelling unit where a 2 inch waste is not readily available and approval of the AHJ has been granted, the waste outlet, 
fixture tailpiece, trap and trap arm may be 1-1/2 inch when an existing tub is being replaced by a shower sized per Section 408.2. This 
exception only applies where one shower head rated at 1.8 gpm is installed. 


408.6 Shower Compartments. Shower compartments, regardless of shape, 
shall have a minimum finished interior of nine hundred (900) square 
inches (0.58 m*) and shall also be capable of encompassing a thirty 
(30) inch (762 mm) circle. The minimum required area and dimensions 
shall be measured at a height equal to the top of the threshold and at 
a point tangent to its centerline. The area and dimensions shall be 
maintained to a point of not less than seventy (70) inches (1,778 mm) 
above the shower drain outlet with no protrusions other than the fix- 
ture valve or valves, shower head, soap dishes, shelves, and safety 
grab bars or rails. Fold-down seats in accessible shower stalls shall 
be permitted to protrude into the thirty (30) inch (762 mm) circle. 


EXCEPTIONS: 1. Showers that are designed to comply with ICC/ANSI A117.1. 
2. The minimum required area and dimension shall not apply for a shower receptor having overall dimensions of not less than thirty 
(30) inches (762 mm) in width and sixty (60) inches (1,524 mm) in length. 


411.2 Water Consumption. Th ffective flush volume of all water clos- 
ets shall not exceed 1.28 gallons (4.8 L) per flush when tested in ac- 
cordance with ASME A112.19.2/CSA B45.1. 


EXCEPTIONS: 1. Water closets located in day care centers, intended for use by young children may have a maximum water use of 3.5 gallons per flush 
or 13.25 liters per flush. 
2. Water closets with bed pan washers may have a maximum water use of 3.5 gallons per flush or 13.25 liters per flush. 
3. Blow out bowls, as defined in ANSI/ASME A112.19.2M, Section 5.1.2.3 may have a maximum water use of 3.5 gallons per flush or 
13.25 liters per flush. 
411.2.2 Performance. Water closets installed shall meet or exceed the 
minimum performance criteria developed for certification of high-effi- 
ciency toilets under the WaterSense program sponsored by the U.S. En- 


vironmental Protection Agency (EPA). 


411.2.3 Flushometer Valve Activated Water Closets. Flushometer valve 
activated water closets shall have a maximum flush volume of 1.28 gal- 
lons (4.8 Lpf) of water per flush in accordance with ASME 
A112.19.2/CSA B45.1. 


412.1 Application. Urinals shall comply with ASME A112.19.2/CSA B45.1, 
ASME A112.19.19, or CSA B45.5/IAPMO 2124. Wall-mounted urinals shall 
have an average water consumption not to exceed 0.125 gallons (0.47 L) 
per flush. Other urinals shall have an average water consumption not 
to exceed 0.5 gallons (1.89 L) per flush. 
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414.3 Drainage Connection. Domestic dishwashing machines shall dis- 
charge indirectly through an air gap fitting in accordance with Sec- 
tion 807.3 into a waste receptor, a wye branch fitting on the tail- 
piece of a kitchen sink, or dishwasher connection of a food waste dis- 
poser. Commercial dishwashing machines shall discharge indirectly 
through an air gap. 


415.2 Drinking Fountain Alternatives. This section is not adopted. See 
Building Code chapter 29. 


418.3 Location of Floor Drains. Floor drains shall be installed in the 
following areas: 
1. Toilet rooms containing two (2) or more water closets ora 
combination of one (1) water closet and one (1) urinal, except in a 
dwelling unit. The floor shall slope toward the floor drains. 

2. Laundry rooms in commercial buildings and common laundry fa- 
cilities in multifamily dwelling buildings. 


420.0 Sinks 


420.2 Water Consumption. Sink faucets shall have a maximum flow rate 
of not more than 2.2 gpm at 60 psi (8.3 L/m at 414 kPa) in accordance 
with ASME A112.18.1/CSA B125.1. 

EXCEPTION: Clinical sinks, laundry trays, service sinks. 


420.2.1 Kitchen Faucets. Kitchen faucets shall have a maximum flow 
rate of not more than 1.8 gallons (6.81 L) per minute at 60 psi. 
Kitchen faucets may temporarily increase the flow above the maximum 
rate, but not to exceed 2.2 gallons (8.3 L) per minute at 60 psi, and 
must default to a maximum flow rate of 1.8 gallons (6.81 L) per minute 
at 60 psi. 


EXCEPTION: Where faucets meeting the maximum flow rate of 1.8 gpm (6.81 L) are unavailable, aerators or other means may be used to achieve 
reduction. 


420.3 Prerinse Spray Valve. Commercial food service prerinse spray 
valves shall have a maximum flow rate of 1.6 gallons per minute (gpm) 
at 60 pounds-force per square inch (psi) (6.0 L/m at 414 kPa) in ac- 
cordance with ASME A112.18.1/CSA B125.1 and shall be equipped with an 
integral automatic shutoff. 


422.0 Minimum Number of Required Fixtures. For minimum number of 
plumbing fixtures required, s Building Code Chapter 29 and Table 
2902.1. 


423.0 Landscape Irrigation. 


423.1 Spray Sprinkler Body. Spray sprinkler bodies must include an in- 
tegral pressure regulator and must meet the water efficiency and per- 
formance criteria and other requirements of environmental protection 
agency water sense program product specification for spray sprinkler 
bodies. 


EXCEPTION: Spray sprinkler bodies specifically excluded from the scope of the environmental protection agency water sense program product 
specification for spray sprinkler bodies. 


Sections 422.1 through 422.5 and Table 422.1 are not adopted. 


AMENDATORY SECTION (Amending WSR 23-02-057, 23-12-110, and 23-20-029, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-56-0500 Chapter 5—Water heaters. 
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501.1 Applicability. The regulations of this chapter shall govern the 
construction, location, and installation of fuel burning and other 
types of water heaters heating potable water. The minimum capacity for 
water heaters shall be in accordance with the first hour rating listed 
in Table 501.1(2). See the Mechanical Code for combustion air and in- 
tallation of all vents and their connectors. No water heater shall be 
ereinafter installed that does not comply with the manufacturer's in- 


s 
h 
stallation instructions and the type and model of each size thereof 
a 
t 


pproved by the authority having jurisdiction. A list of accepted wa- 
er heater appliance standards is referenced in Table ((504+2))) 
501.1(1). Listed appliances shall be installed in accordance with the 
manufacturer's installation instructions. Unlisted water heaters shall 
be permitted in accordance with Section 504.3.2. 


TABLE 501.1(2)1/3 


Number of 1 to 1.5 2 to 2.5 3 to 3.5 
Bathrooms 


Number of 1 2 3 2 3 4 5 3 4 5 6 
Bedrooms 


First Hour Rating?, 38 49 49 49 62 62 74 62 74 74 74 
Gallons 


Notes: 'The first hour rating is found on the "Energy Guide" label. 
2Nonstorage and solar water heaters shall be sized to meet the appropriate first hour rating as shown in the table, and shall be capable of 
delivering hot water at the maximum system demand flow, as calculated in Section 610.0 or Appendix A, as applicable. 
3For replacement water heaters, see Section 102.4. 


501.1.2 Consumer Electric Storage Water Heater Requirements. Consumer 
electric storage water heaters must have a modular demand response 
communications port compliant with the March 2018 version of the ANSI/ 
CTA-2045-A communication interface standard, or equivalent and the 
March 2018 version of the ANSI/CTA-2045-A application layer require- 
ments. The interface standard and application layer requirements re- 
quired in this subsection are the versions established on March 16, 
2018. 


EXCEPTIONS: 1. Water heaters manufactured prior to January 1, 2021. 
2. Electric storage water heaters other than heat pump type water heaters manufactured prior to January 1, 2022. 


501.1.3 Mini-tank Electric Water Heaters. The standby energy consump- 
tion of hot water dispensers and mini-tank electric water heaters man- 
ufactured on or after January 1, 2010, shall be not greater than 35 
watts. Mini-tank electric water heaters shall be tested in accordance 
with the method specified in the California Code of 39 Regulations, 
Title 20, section 1604 in effect as of July 26, 2009. 


504.1 Location. Water heater installation in bedrooms and bathrooms 
shall comply with one of the following: 

1) Fuel-burning water heaters may be installed in a closet loca- 
ted in the bedroom or bathroom provided the closet is equipped with a 
listed, gasketed door assembly and a listed self-closing device. The 


~ 


self-closing door assembly shall meet the requirements of Section 
504.1.1. The door assembly shall be installed with a threshold and 
bottom door seal and shall meet the requirements of Section 504.1.2. 


All combustion air for such installations shall be obtained from the 
outdoors in accordance with the International Mechanical Code. The 
closet shall be for the exclusive use of the water heater. 

(2) Water heater shall be of the direct vent type. 
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ter heaters deriving heat 


from fuels or types of energy other than gas, shall be provided with, 
in addition to the primary temperature controls, an over-temperature 


safety protection device constructed, lis 


ted, and installed in accord- 


ance with nationally recognized applicable standards for such devices 


and a combination temperature and pressur 


506.0 Combustion Air. For issues relating 
Mechanical Code. 


Sections 506.1 through 506.9 are not adop 


Sections 507.6 through 507.9 are not adop 


relief valve. 


to combustion air, see the 


ted. 
ted. 


507.2 Seismic Provisions. Water heaters shall be anchored or strapped 


than four (4) inches (102 mm) shall be ma 
the strapping. 


507.13 Installation in Garages. Appliance 
spaces that open to the garage and are no 
a dwelling unit shall be installed so tha 


to resist horizontal displacement due to earthquake motion. Strappings 
shall be at points within the upper one-third and lower one-third of 
its vertical dimensions. At the lower point, a distance of not less 


intained from the controls to 


s in garages and in adjacent 
t part of the living space of 
t burners, burner-ignition 


devices and ignition sources are located not less than eighteen (18) 


inches above the floor unless listed as f 
Sistant. 


lammable vapor ignition re- 


507.16 Venting of Flue Gases - Delete entire section. 
Sections 507.18 through 507.22 are not adopted. 


509.0 Venting of Equipment. Delet ntire 


section. 


510.0 Sizing of Category I Venting Systems. Delet ntire section- 


AMENDATORY SECTION (Amending WSR 23-02-05 
filed 1/3/23, 6/7/23, and 9/25/23, effect 


7, 23-12-110, and 23-20-029, 
ive 3/15/24) 


WAC 51-56-0600 Chapter 6—Water supply and distribution. 
601.1 Applicability. This chapter shall govern the materials, design 


and installation of water supply systems, 


including backflow preven- 


tion devices, assemblies and methods used for backflow prevention. 


603.1 General. Cross-connection control shall be provided in accord- 


ance with the provisions of this chapter. 
protection of the public water system mus 
department of health under WAC 246-290-49 
risdiction shall coordinate with the loca 
cable in all matters concerning cross-con 
property lines of the premises. 

No person shall install any water op 


Devices or assemblies for 

t be models approved by the 
0. The authority having ju- 

l water purveyor where appli- 
nection control within the 


rated equipment or mecha- 


nism, or use any water treating chemical 
that such equipment, mechanism, chemical 
tion or contamination of the domestic wat 


or substance, if it is found 
or substance may cause pollu- 
er supply. Such equipment or 


mechanism may be permitted only when equipped with an approved back- 


flow prevention device or assembly. 
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603.2 Approval of Devices or Assemblies. Before any device or assembly 
is installed for the prevention of backflow, it shall have first been 
approved by the authority having jurisdiction. Devices or assemblies 
shall be tested for conformity with recognized standards or other 
standards acceptable to the authority having jurisdiction. Backflow 
prevention devices and assemblies shall comply with Table 603.2, ex- 
cept for specific applications and provisions as stated in Section 
603.5.1 through 603.5.21. 
All devices or assemblies installed in a potable water supply 
system for protection against backflow shall be maintained in good 
working condition by the person or persons having control of such de- 
vices or assemblies. Such devices or assemblies shall be tested in ac- 
cordance with Section 603.4.2 and WAC 246-290-490. If found to be de- 
fective or inoperative, the device or assembly shall be replaced or 
repaired. No device or assembly shall be removed from use or relocated 
or other device or assembly substituted, without the approval of the 
authority having jurisdiction. 
Testing shall be performed by a Washington state department of 
health certified backflow assembly tester. 


TABLE 603.2 
Backflow Prevention Devices, Assemblies and Methods 
The following line is deleted from the table: 


Pollution Contamination 
(Low Hazard) (High Hazard) 
Device, Assembly or Applicable Back Back Back Back 
Method Standards Siphonage Pressure Siphonage Pressure Installation 
Backflow preventer ASSE 1022 x Installation includes 
for carbonated carbonated beverage 
beverage dispensers machines or 
(two independent dispensers. These 
check valves with a devices operate under 
vent to the intermittent or 
atmosphere.) continuous pressure 
conditions. 


603.4.2 Testing. For devices and assemblies other than those regulated 
by the Washington department of health in conjunction with the local 
water purveyor for the protection of public water systems, the author- 
ity having jurisdiction shall ensure that the premise owner or respon- 
sible person shall have the backflow prevention assembly tested by a 
Washington state department of health certified backflow assembly 
tester; 

(1) At the time of installation, repair or relocation; and 

(2) At least on an annual schedule thereafter, unless more fre- 
quent testing is required by the authority having jurisdiction. 


603.5.6 Protection from Lawn Sprinklers and Irrigation Systems. Pota- 
ble water supplies to systems having no pumps or connections for pump- 
ing equipment, and no chemical injection or provisions for chemical 
injection, shall be protected from backflow by one of the following: 
(1) Atmospheric vacuum breaker (AVB). 
(2) Pressure vacuum breaker backflow prevention assembly (PVB). 
(3) Spill-resistant pressure vacuum breaker (SVB). 
(4) Reduced pressure principle backflow prevention assembly (RP). 
(5) A double check valve backflow prevention assembly (DC) may be 
allowed when approved by the water purveyor and the authority having 
jurisdiction. 
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603.5.10 Steam or Hot Water Boilers. Potable water connections to 
steam or hot water boilers shall be protected by an air gap or a re- 
duced pressure principle backflow preventer. 


603.5.12 Beverage Dispensers. Potable water supply to carbonators 
shall be protected by a listed reduced pressure principle backflow 
preventer as approved by the authority having jurisdiction for the 
specific use. The backflow preventer shall comply with Section 
603.4.3. The piping downstream of the backflow preventer shall not be 
of copper, copper alloy, or other material that is affected by carbon 
dioxide. 
604.14 Plastic Pipe Termination. Plastic water service piping may ter- 
minate within a building, provided the connection to the potable water 
distribution system shall be made as near as is practical to the point 
of entry and shall be accessible. Barbed insert fittings with hose 
clamps are prohibited as a transition fitting within the building. 


608.5 Discharge Piping. The discharge piping serving a temperature re- 
lief valve, pressure relief valve or combination of both shall have no 
valves, obstructions or means of isolation and be provided with the 
following: 

(1) Not less than the size of the valve outlet and shall dis- 
charge full size to the flood level of the area receiving the dis- 
charge and pointing down. 

(2) Materials shall be rated at not less than the operating tem- 
perature of the system and approved for such use or shall comply with 
ASME A112.4.1. Materials shall be straight, rigid lengths only, with- 
out coils or flexes. 
(3) Discharge pipe shall discharge independently by gravity 
through an air gap into the drainage system or outside of the building 
with the end of the pipe not exceeding 2 feet (610 mm) and not less 
than 6 inches (152 mm) above the ground pointing downwards. 
(4) Discharge in such a manner that does not cause personal in- 
jury or structural damage. 


(5) No part of such discharge pipe shall be trapped or subject to 
freezing. 

(6) The terminal end of the pipe shall not be threaded. 

(7) Discharge from a relief valve into a water heater pan shall 
be prohibited. 

(8) The discharge termination point shall be readily observable. 
EXCEPTION: Where no drainage was provided, replacement water heating equipment shall only be required to provide a drain pointing downward 


from the relief valve to extend between two (2) feet (610 mm) and six (6) inches (152 mm) from the floor. No additional floor drain 
need be provided. 


((609.414)) 609.12 Insulation of Potable Water Piping. Domestic water 
piping within commercial buildings shall be insulated in accordance 
with ( (Section €403.2-8-and Fable €493.4.8-6#)) Section C404.6 of the 
Washington State Energy Code, as applicable. 


610.4 Sizing Water Supply and Distribution Systems. Systems within the 
range of Table 610.4 may be sized from that table or by the method set 
forth in Section 610.5. 

Listed parallel water distribution systems shall be installed in 
accordance with their listing. 


611.1 Application. Drinking water treatment units shall comply with 
NSF 42 or NSF 53. Water softeners shall comply with NSF 44. Ultravio- 
let water treatment systems shall comply with NSF 55. Reverse osmosis 
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612.1 General. Where 
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residential fire spri 
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Code or International 
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WAC 51-56-0700 Chapter 7—Sanitary drainage. 


701.2 Drainage Piping. Materials for drainage piping shall 


23-20-029, 


be in ac- 


cordance with one of the referenced standards in Table 701.1 except 
that: 

1. No galvanized wrought-iron or galvanized steel pipe shall be 
used underground and shall be kept not less than 6 inches (152 mm) 
above ground. 

2. ABS and PVC DWV piping installations shall be installed in ac- 
cordance with applicable standards in Table 1701.1. Except for indi- 
vidual single family dwelling units, materials exposed within ducts or 


plenums shall have a maximum flame-spread index of 25 and 
smoke developed index of 50, 


and UL 723. 
3. No vitrified 


when tested i 


clay pipe or fittings 


or where pressurized 
than 12 inches 
4. 


5s 
ground. 


6. Cast- 
accordance 


(305 mm) 
Copper tube for drainage and veni 
of not less than that of copper drainag 
Stainless steel 304 pipe and fi 
underground and shall be kept not less 


iron soil 


by a pump or ejector. 
below ground. 


a 
n accordance with 
shall be used ab 


They shall be ke 


t piping shall have 
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pipe and fittings shall be marked with cou 


cation of the original 


manufacturer in add 


by referenced standards. 


704.3 Commercial Sinks. 
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the authority having 
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Except where speci 
the drainage system, 


tu 


pipe and fittings sh 
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(152 m 
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all be listed an 
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jurisdiction, all 


plumbing fixtures, 
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701.2. 


maximum 
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installed 
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d tested in 

Such 
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707.4 Location. Each horizontal drainage pipe shall be provided with a 


cleanout at its upper terminal, 
(30,480 mm) 
with a cleanout for each 100 feet 


than 100 feet 
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length of such piping. An additional cleanout shall be provided ina 
drainage line for each aggregate horizontal change of direction ex- 
ceeding 135 degrees (2.36 rad). 


EXCEPTIONS: 1. Cleanouts shall be permitted to be omitted on a horizontal drain line less than 5 feet (1,524 mm) in length unless such line is serving 
sinks or urinals. 
2. Cleanouts shall be permitted to be omitted on a horizontal drainage pipe installed on a slope of 72 degrees (1.26 rad) or less from the 
vertical angle (one-fifth bend). 
3. Except for the building drain, its horizontal branches, and urinals, a cleanout shall not be required on a pipe or piping that is above 
the floor level of the lowest floor of the building. 
4. An approved type of two-way cleanout fitting, installed inside the building wall near the connection between the building drain and 
the building sewer or installed outside of a building at the lower end of a building drain and extended to grade, shall be permitted to be 
substituted for an upper terminal cleanout. 


707.9 Clearance. Each cleanout in piping 2 inches (50 mm) or less in 
size shall be so installed that there is a clearance of not less than 
12 inches (457 mm) in front of the cleanout. Cleanouts in piping ex- 
ceeding 2 inches (50 mm) shall have a clearance of not less than 18 
inches (610 mm) in front of the cleanout. Cleanouts in under-floor 
piping shall be extended to or above the finished floor or shall be 
extended outside the building where there is less than 18 inches (457 
mm) vertical overall, allowing for obstructions such as ducts, beams, 
and piping, and 30 inches of (762 mm) horizontal clearance from the 
means of access to such cleanout. No under-floor cleanout shall be lo- 
cated exceeding 20 feet (1,524 mm) from an access door, trap door, or 
crawl hole. 


CHAPTER 7, PART II—BUILDING SEWERS 


Part II Building Sewers. Delete all of Part II (Sections 713 through 
723, and Tables 717.1 and 721.1). 


AMENDATORY SECTION (Amending WSR 23-02-057, 23-12-110, and 23-20-029, 
filed 1/3/23, 6/7/23, and 9/25/23, effective 3/15/24) 


WAC 51-56-1100 Chapter 11—Storm drainage. 


1101.4 Material Uses. Pipe, tube, and fittings conveying rainwater 
shall be of such materials and design as to perform their intended 
function to the satisfaction of the authority having jurisdiction. 
Conductors within a vent or shaft shall be of cast iron, galvanized 
steel, wrought iron, copper, copper alloy, lead, Scheduled 40 ASB DWV, 
Scheduled 40 PVC DWV, stainless steel 304 or 316L (stainless steel 304 
pipe and fittings shall not be installed underground and shall be kept 
not less than six (6) inches (152 mm) aboveground), or other approved 
materials, and changes in direction shall conform to the requirements 
of Section 706.0. ABS and PVC DWV piping installations shall be in- 
stalled in accordance with IS 5 and IS 9. Except for individual sin- 
gle-family dwelling units, materials exposed within ducts or plenums 
shall have a maximum flame-spread index of 25 and a maximum smoke-de- 
veloped index of 50, when tested in accordance with ASTM E-84 and UL 
L234 


1101.12.2 Secondary Drainage. Secondary (emergency) roof drainage 
shall be provided by one of the methods specified in Section 
1101.12.2.1 or Section 1101.12.2.2. 


1101.12.2.1 Roof Scuppers or Open Side. Secondary roof drainage shall 
be provided by an open-sided roof or scuppers where the roof perimeter 
construction extends above the roof in such a manner that water will 
be entrapped. An open-sided roof or scuppers shall be sized to prevent 
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the depth of ponding water from exceeding that for which the roof was 

designed as determined by Section 1101.12.1. Scupper openings shall be 
not less than four (4) inches (102 mm) high and have a width equal to 

the circumference of the roof drain required for the area served, 
Sized in accordance with Table 1103.1, based on double the rainfall 
rate for the local area. 


EXCEPTION: Scupper openings shall be permitted to be sized for the normal rainfall rate where the structural design of the roof includes a ponding 
instability analysis in accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or a 15- 
minute duration/100-year return period storm. The analysis shall assume the primary drain system is blocked. 


1101.12.2.2 Secondary Roof Drain. Secondary roof drains shall be pro- 
vided. The secondary roof drains shall be located not less than two 
(2) inches (51 mm) above the roof surface. The maximum height of the 
roof drains shall be a height to prevent the depth of ponding water 
from exceeding that for which the roof was designed as determined by 
Section 1101.12.1. The secondary roof drains shall connect to a piping 
system in accordance with Section 1101.12.2.2.1 or Section 

dT Oeive IZ 2 22 


1101.12.2.2.1 Separate Piping System. The secondary roof drainage sys- 
tem shall be a separate system of piping, independent of the primary 
roof drainage system. The discharge shall be above grade, in a loca- 
tion observable by the building occupants or maintenance personnel. 
Secondary roof drain systems shall be sized in accordance with Section 
1101.12.1 based on double the rainfall rate for the local area. 


EXCEPTION: The secondary drainage system shall be permitted to be sized for the normal rainfall rate where the structural design of the roof includes 
a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or 
a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain system is blocked. 


1101.12.2.2.2 Combined System. The secondary roof drains shall connect 
to the vertical piping of the primary storm drainage conductor down- 
stream of the last horizontal offset located below the roof. The pri- 
mary storm drainage system shall connect to the building storm water 
that connects to an underground public storm sewer. The combined sec- 
ondary and primary roof drain systems shall be sized in accordance 
with Section 1103.0 based on double the rainfall rate for the local 
area. 


1101.13 Cleanouts. Cleanouts for building storm drains shall comply 
with the requirements of this section. 


1101.13.1 Locations. Rain leaders and conductors connected to a build- 
ing storm sewer shall have a cleanout installed at the base of the 

outside leader or outside conductor before it connects to the horizon- 
tal drain. Cleanouts shall be placed inside the building near the con- 
nection between the building drain and the building sewer or installed 
outside the building at the lower end of the building drain and exten- 
ded to grade. 


1101.13.2 Cleaning. Each cleanout shall be installed so that it opens 
to allow cleaning in the direction of flow of the soil or waste or at 
right angles thereto, and except in the case of wye branch and end-of- 
line cleanouts, shall be installed vertically above the flow line of 
the pipe. 


1101.13.3 Access. Cleanouts installed under concrete or asphalt paving 
shall be made accessible by yard boxes, or extending flush with paving 
with approved materials and be adequately protected. 


1101.13.4 Manholes. Approved manholes may be installed in lieu of 
cleanouts when first approved by the authority having jurisdiction. 
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The maximum distance between manholes shall not exceed three hundred 
(300) feet (91.4 m). 
The inlet and outlet connections shall be made by the use of a 
flexible compression joint no closer than twelve (12) inches (305 mm) 
to, and not farther than three (3) feet (914 mm) from the manhole. No 
flexible compression joints shall be embedded in the manhole base. 


1103.0 Size of Leaders, Conductors, and Storm Drains. 


1103.1 Vertical Conductors and Leaders. Vertical conductors and lead- 
ers shall be sized by the maximum projected roof area and Table 
1103.1. Vertical conductors and leaders for secondary roof drains 
shall be sized based on double the rainfall rate for the local area. 


EXCEPTION: Vertical conductors and leaders for secondary drainage systems shall be permitted to be sized for the normal rainfall rate where the 
structural design of the roof includes a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting 
from twice the normal rainfall rate or a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain 
system is blocked. 


1103.2 Size of Horizontal Storm Drains and Sewers. The size of build- 
ing storm drains, or building storm sewers or their horizontal branch- 
es shall be based on the maximum projected roof or paved area to be 
handled and Table 1103.2. Building storm drains, building storm sew- 
ers, or their horizontal branches receiving drainage from secondary 
roof drain systems shall be sized based on double the rainfall rate 
for the local area. 


EXCEPTION: Building storm drains, building storm sewers, or their horizontal branches receiving drainage from secondary drainage systems shall be 
permitted to be sized for the normal rainfall rate where the structural design of the roof includes a ponding instability analysis in 
accordance with ASCE 7 for the additional ponding load resulting from twice the normal rainfall rate or a 15-minute duration/100-year 
return period storm. The analysis shall assume the primary drain system is blocked. 


1103.3 Size of Roof Gutters. The size of semi-circular gutters shall 
be based on the maximum projected roof area and Table 1103.3. 


1103.4 Side Walls Draining onto a Roof. Where vertical walls project 
above a roof to permit storm water to drain into the roof area below, 
the adjacent roof area shall be permitted to be computed from Table 
1103.1 as follows: 
(1) (No change to Items (1) through ((+6})) (7)) 
Secondary drainage systems for the adjacent roof area shall be 
sized based on double the rainfall rate for the local area. 


EXCEPTION: Secondary drainage systems for the adjacent roof area shall be permitted to be sized for the normal rainfall rate where the structural 
design of the roof includes a ponding instability analysis in accordance with ASCE 7 for the additional ponding load resulting from 
twice the normal rainfall rate or a 15-minute duration/100-year return period storm. The analysis shall assume the primary drain system 
is blocked. 


1105.0 Controlled-Flow Roof Drainage. This section is not adopted. 
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WSR 23-23-124 
PERMANENT RULES 


DEPARTMENT OF REVENUE 
[Filed November 16, 2023, 11:52 a.m., effective December 17, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending these rules to incorporate 
2020 legislation, SHB 2246. The purpose of this legislation was to re- 
organize laws related to environmental health without making any sub- 
stantive policy changes; specifically, adding a new title to be codi- 
fied as Title 70A RCW. 

Citation of Rules Affected by this Order: Amending WAC 
458-20-195, 458-20-22801, 458-20-254, 458-20-261, and 458-20-272. 
Statutory Authority for Adoption: RCW 82.32.300 and 82.01.060. 
Adopted under notice filed as WSR 23-17-040 on August 9, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 5, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 5, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 16, 2023. 


Atif Aziz 
Rules Coordinator 


OTS-4532.1 


AMENDATORY SECTION (Amending WSR 22-24-098, filed 12/6/22, effective 
1/6/23) 


WAC 458-20-195 Taxes, deductibility. (1) Introduction. This 
rule explains the circumstances under which taxes may be deducted from 
the gross amount reported as the measure of tax under the business and 
occupation tax, retail sales tax, and public utility tax. It also 
lists deductible and nondeductible taxes. 
2) Deductibility of taxes. In computing tax liability, the 


amount of certain taxes may be excluded or deducted from the gross 
amount reported as the measure of tax under the business and occupa- 
tion (B&O) tax, the retail sales tax, and the public utility tax. 
These taxes may be deducted provided they have been included in the 
gross amount reported under the classification with respect to which 
the deduction is sought, and have not been otherwise deducted through 
inclusion in the amount of another allowable deduction, such as credit 
losses. 

The amount of taxes which are not allowable as deductions or ex- 
clusions must in every case be included in the gross amount reported. 


( 
( 
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tions regarding 


the deductibility or exclusion of a 


CAX 


that is not specifically iden- 


tified in this rule should be submit 
for determination. 


(3) Motor vehicle fuel taxes. 


RCW 


ted 


to the department of revenue 


82.04.4285 provides a B&O tax 


deduction for certain state and federal motor vehicle fuel taxes when 


the taxes ar 


Fuel tax 


Federal tax on diesel and 
special motor fuels (including 
leaking underground storage 
tank taxes), except train and 
aviation fuels 


Federal tax on inland 
waterway commercial fuel. . . 


Federal tax on gasoline and 
diesel fuel for use in highway 
vehicles and motorboats 


(4) 
the federal government. The amount of 
as agent for municipalities, the state 
subdivisions, or the federal government 


included in the sales pric 


Taxes collected as an agent of municipalities, 
taxes coll] 


Thes 
chapter 82.38 RCW; 


taxes include: 


26 U.S.C.A. Sec. 4041; 


26 U.S.C.A. Sec. 4042; 


26 U.S.C.A. Sec. 4081. 


the state, or 
lected by a taxpayer, 
of Washington or its political 
t, may be deducted from the 


gross amount reported. These taxes ar 
sification of 
sales or services must be reported. 
This deduction applies only where 
ceived by the taxpayer as collec 


the Revenue Act under which the gross amount 


ting agent and is paid by 


deductible under each tax clas- 


from such 


taxes is re- 
the agent 


the amount of such 


directly to a municipality, the 
to the federal government. When 


tax is primarily imposed, no deduc 


state, 


tion 


the taxpayer is 


its political subdivisions, or 
the person upon whom a 


usion is allowed, since 


or exc] 


in such case the tax is a part of 
fact that the amount of 
item to the price of goods sold, 


the cost of doing business. The mere 


tax is added by the taxpayer as a separate 


or to the charge for services ren- 


dered, does not in itself, 
the purpose of this deduction. 


FEDERAL— 


Tax on communications 
services (telephone and 
teletype-writer exchange 
services) 


Tax on transportation of 
persons 


Tax on transportation of 
property 
STATE— 


988 crisis hotline tax collected 
from subscribers 


Aviation fuel tax collected 
from buyers by a distributor 
as defined by RCW 82.42.010 


Leasehold excise tax collected 
from lessees 


Oil spill response tax 
collected from taxpayers by 
marine terminal operators. . . 
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Retail sales tax collected from 


Solid waste collection tax 
collected from buyers. . . 


State 911 tax collected from 


subscribers............ 


MUNICIPAL— 


City admission tax...... 


County admissions and 


recreations tax......... 


County 911 tax collected from 


subscribers............ 
Local retail sales and use 


taxes collected from 


(5) Specific taxes which are not deductible. 


taxes which may b 
the tax include the following: 


FEDERAL— 


Agricultural 
Adjustment Act 
(A.A.A.) compensating 


A.A.A. processing tax. 
Aviation fuel......... 


Distilled spirits, wine, 
and beer taxes........ 


Diesel and special 
motor fuel tax for fuel 
used for purposes other 
than motor vehicles and 
motorboats.......... 


Employment taxes... . 
Estate taxes.......... 


Firearms, shells, and 
cartridges........... 


Gift taxes........... 


Importers, 
manufacturers, and 
dealers in firearms... . 


Income taxes........ 


Insurance policies 
issued by foreign 
insurers............. 


Sale and transfer of 
firearms tax......... 


Tobacco excise taxes. . 
Wagering taxes....... 
STATE — 
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chapter 82.08 RCW; 
chapter 82.18 RCW; 
chapter 82.14B RCW; 


chapter 82.12 RCW; 


RCW 35.21.280; 
chapter 36.38 RCW; 


chapter 82.14B RCW; 


chapter 82.14 RCW. 


7 U.S.C.A. Sec. 615(e); 
7 U.S.C.A. Sec. 609; 
26 U.S.C.A. Sec. 4091; 


26 U.S.C.A. chapter 51; 


26 U.S.C.A. Sec. 4041; 


26 U.S.C.A. chapters 21-25; 


26 U.S.C.A. chapter 11; 


26 ULS.C.A. Sec. 4181; 
26 U.S.C.A. chapter 12; 


26 U.S.C.A. Sec. 5801; 
26 ULS.C.A. Subtitle A; 


26 U.S.C.A. Sec. 4371; 


26 U.S.C.A. Sec. 5811; 
26 U.S.C.A. Sec. 4161; 
26 U.S.C.A. Sec. 4611; 
26 U.S.C.A. Sec. 4071; 
26 U.S.C.A. chapter 52; 
26 U.S.C.A. chapter 35; 
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Ad valorem property 


Alcoholic beverages 
licenses and stamp 
taxes (Breweries, 
distillers, distributors, 
and wineries)........ 


Aviation fuel tax when 
not collected as agent 
for the state.......... 


Boxing, sparring and 
wrestling tax......... 


Business and 
occupation tax....... 


Cigarette tax......... 
Estate tax........... 


Insurance premiums tax 


Hazardous substance 


Litter tax............ 


Pollution liability 
insurance fee........ 


Petroleum products - 
underground storage 
tank tax............. 


Public utility tax...... 
Real estate excise tax. . 
Tobacco products tax. . 


Use tax when not 
collected as agent for 


MUNICIPAL— 


Local use tax when not 
collected as agent for 
cities or counties...... 


Municipal utility taxes. 


Municipal and county 
real estate excise taxes. 
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Title 84 RCW; 


chapter 66.24 RCW; 


chapter 82.42 RCW; 
chapter 67.08 RCW; 


chapter 82.04 RCW; 
chapter 82.24 RCW; 

Title 83 RCW; 
chapter 48.14 RCW; 


chapter 82.21 RCW; 
chapter 82.19 RCW; 


RCW ((70A-149-080)) 
70A.330.070: 


RCW 67.16.100; 


chapter 82.23A RCW; 
chapter 82.16 RCW; 
chapter 82.45 RCW; 
chapter 82.26 RCW; 


chapter 82.12 RCW; 


chapter 82.14 RCW; 
chapter 54.28 RCW; 


chapter 82.46 RCW. 


AMENDATORY SECTION (Amending WSR 20-22-093, filed 11/3/20, effective 


12/4/20) 


WAC 458-20-22801 Tax reporting frequency. (1) Introduction. 

(a) Every person liable for an excise tax imposed by the laws of 
the state of Washington for which the department of revenue has pri- 
mary or secondary administrative responsibility, i.e., Title 82 RCW 


and chapters 67.28 (Hotel/motel tax), 
( (404A,95)) 7OA.205 (Tax on tires), 


((FOAS93)) 70A.200 (Litter tax), 


and 84.33 RCW (Forest excise tax), 


must file an electronic tax return with the department of revenue ac- 


companied by an electronic payment of 
under chapter 82.24 RCW (Tax on cigaret 


sales of revenue stamps. 
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(b) Other rules to reference. The department has adopted other 
rules that readers may want to refer to: 

(i) WAC 458-20-228 Returns, payments, penalties, extensions, in- 
terest, stays of collection. 

(ii) WAC 458-20-22802 Electronic filing and payment. 

(2) Reporting frequency. Taxpayers are required to electronically 
file and pay their excise taxes on a monthly basis. However, the de- 
partment may relieve any taxpayer or class of taxpayers from this 
monthly obligation and may require the return to cover other longer 
reporting periods, but not in excess of one year. RCW 82.32.045. 

(a) General rule. Unless otherwise provided by the department, a 
taxpayer must report and pay taxes due according to the following 
schedule: 


IF ANNUAL ESTIMATED TAX REPORTING 
LIABILITY IS: FREQUENCY 
Over $4800.00 per year Monthly returns: 
Between $1050.00 & $4800.00 per year Quarterly returns: 
Less than $1050.00 per year Annual returns: 


When requested by a taxpayer or group of taxpayers, the depart- 
ment may approve more frequent or less frequent reporting if, in the 
opinion of the department, the change assists the department in the 
efficient and effective administration of the tax laws of this state. 

(b) Changes in reporting frequency. Changes in reporting frequen- 
cy ar ffective only after the department has consented to or re- 
quired the change, and notice of the change has been given by the de- 
partment to the taxpayer or group of taxpayers. 

Situations when changes in reporting frequency may be approved or 
required include, but are not limited to, the following: 

(i) An increase or decrease in the estimated annual tax liability 
of a taxpayer results in a different threshold as provided in (a) of 
this subsection; 

(ii) A taxpayer or group of taxpayers has substantial periods of 
no taxable business activity during the calendar year, i.e., temporary 
businesses; 

(iii) The department finds a taxpayer or a group of taxpayers has 
repeatedly failed to comply with tax reporting and/or payment obliga- 
tions; or 

(iv) The type of tax reported is required to be filed on a spe- 
cific reporting frequency. 

(c) Notice of change in reporting frequency. No change in report- 
ing frequency will be effective except with at least ( (€hiet¥)) 30 
days advance written or electronic notice from the department to the 
taxpayer at the taxpayer's last provided email address or reported 
business address. 
(d) Filing returns. Returns must be submitted electronically. 
Taxpayers approved by the department may continue to submit paper re- 
turns that are either provided by the department, or approved and ac- 
cepted by the department. Paper forms (including multipurpose returns 
for past and present reporting periods) are available for download 
from the department's website at dor.wa.gov. 

Taxes not reported on the combined excise tax return, i.e. forest 
excise tax, etc. must be reported at such times and upon such forms as 
are otherwise provided by the department. 
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effective 
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is rule de- 
of books, re- 
s these re- 


through vario 
d systems. 


records necessary 


n reported and paid 


t to the taxes administered by the depar 


d records are 
us computer, 


to verify 
by the tax- 
tment of rev- 


enue (department). The records provided to the department are confi- 
dential and privileged and may not be disclosed by the department, ex- 
cept as provided by RCW 82.32.330. 

(2) Definitions. For purposes of this rule, the following defini- 
tions apply: 

(a) "Database management system" means a software system that 
controls, relates, retrieves, and provides accessibility to data stor- 


ed in a database. 
(b) 
computer-t 


dized structured electronic format. 


(c) 
data print 
(d) 


ted on paper. 


EDI technology, automa 


ble records do not include hard-copy records 
corded on paper or stored in or by an imaging 


fil microfiche, 


(e) 


information, 


m, or s 


and systems. 
(£) 


trieval of document 
any system, or part 


(3) 
(a) 
tax or fee imposed by 


e.g., Title 82 RCW, 
texr—}0A—95-RC#) ) 
(forest excise tax), 
which 
It is the duty of 
cords in a systematic 
and procedures. Record 
sented upon request by 
tives. The records sho 


ch 


Certified on 11/30/202 


TOA.2 

m 
the department can determin 
taxpayer 


"Machine-sensible record" 
formation in any electronic format 
ted data process systems, 


apt 
05 


Usi 


ters 


"Hard copy" means any documents, 


torage-only imaging syst 
"Records" means all books, 
including those received, 
ated through various computer, 


thai 


67.28 
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electronic, 
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The amounts of gro 


however derived, including 
not such receipts or sales are taxable. These amounts must be suppor- 


to all pu 


rchase invoices, s 


ss receipts and sales from all sources, 
barter or exchange transactions, whether or 


ted by original source documents or records including but not limited 


ales invoices, contracts, and such other 


records as may be necessary to substantiate gross receipts and sales. 


(ii) 


The amounts of al 


ed through supporting recor 


administr 
essary to 

(iii 
sets, sup 
items use 
(iv) 


fund proc 
(b) 


business 
journals, 
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the books 
state tax 
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returns. 
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substantiate the 
) The payment of r 
plies, articles ma 
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person. These reco 
cash receipts jou 


1 deductions, exemptions, or credits claim- 
ds or documentation required by statute or 
er supporting records or documentation nec- 
deduction, exemption, or credit. 
etail sales tax or use tax on capital as- 
nufactured for your own use, and other 

as a consumer. 
y refunds claimed. These amounts must be 


supported by records as may be necessary to substantiate the refunds 
claimed. Refer to WAC 458-20-229 Refunds, for information on the re- 


The records kept, preserved, and presented 


must include the normal records maintained by an ordinary prudent 
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rnals, bank statements, check registers, 


ase journals, toge 
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returns and repor 
d other data used 


Format of records. 


ther with all bills, invoices, cash regis- 


ter tapes, and other records or documents of original entry supporting 


s. The records must include all federal and 
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in the preparation of the tax reports or 
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Record retention period. All records must be open for inspec- 


examination at any 


time by the department, upon reasonable 


notice, and must be kept and preserved for a period of five years. RCW 


tion and 
82.32.070 
(5) 


fails to 


Failure to maintain or disclose records. Any taxpayer who 


comply with the r 


quirements of RCW 82.32.070 or this rule is 


forever barred from questioning, in any court action or proceedings, 
the correctness of any assessment of taxes made by the department 
based upon any period for which such books, records, and invoices have 


not been 
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(a) Electronic data interchange requirements. 

(i) Where a taxpayer uses electronic data interchange (EDI) pro- 
cesses and technology, the level of record detail, in combination with 
other records related to the transactions, must be equivalent to that 
contained in an acceptable paper record. For example, the retained re- 
cords should contain such information as vendor name, invoice date, 
product description, quantity purchased, price, amount of tax, indica- 
tion of tax status, shipping detail, etc. Codes may be used to identi- 
fy some or all of the data elements, provided that the taxpayer pro- 
vides a method which allows the department to interpret the coded in- 
formation. 

(ii) The taxpayer may capture the information at any level within 
the accounting system and need not retain the original EDI transaction 
records provided the audit trail, authenticity, and integrity of the 
retained records can be established. For example, a taxpayer using 
electronic data interchange technology receives electronic invoices 
from its suppliers. The taxpayer decides to retain the invoice data 
from completed and verified EDI transactions in its accounts payable 
system rather than to retain the EDI transactions themselves. Since 
neither the EDI transaction nor the accounts payable system captures 
information from the invoice pertaining to product description and 
vendor name (i.e., they contain only codes for that information), the 
taxpayer must also retain other records, such as its vendor master 
file and product code description lists and make them available to the 
department. In this example, the taxpayer need not retain its EDI 
transaction for tax purposes if the vendor master file contains the 
required information. 

(b) Electronic data processing systems requirements. The require- 
ments for an electronic data processing accounting system should be 
Similar to that of a manual accounting system, in that an adequately 
designed accounting system should incorporate methods and records that 
will satisfy the requirements of this rule. 

(c) Internal controls. 

(i) Upon the request of the department, the taxpayer must provide 
a description of the business process that created the retained re- 
cords. Such description must include the relationship between the re- 
cords and the tax documents prepared by the taxpayer and the measures 
employed to ensure the integrity of the records. 

(ii) The taxpayer must be capable of demonstrating: 

(A) The functions being performed as they relate to the flow of 
data through the system; 
(B) The internal controls used to ensure accurate and reliable 
processing; and 
(C) The internal controls used to prevent unauthorized addition, 
alteration, or deletion of retained records. 

(iii) The following specific documentation is required for ma- 
chine-sensible records retained pursuant to this rule: 

(A) Record formats or layouts; 

(B) Field definitions (including the meaning of all codes used to 
represent information); 
(C) File descriptions (e.g., data set name); and 

(D) Detailed charts of accounts and account descriptions. 

(7) Access to machine-sensible records. 

(a) The manner in which the department is provided access to ma- 
chine-sensible records may be satisfied through a variety of means 
that take into account a taxpayer's facts and circumstances through 
consultation with the taxpayer. 
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as required by existing law and regulations, except as otherwise pro- 
vided in this rule. Hard-copy records may be retained on a recordkeep- 
ing medium as provided in subsection (8) of this rule. The department 
may request hard-copy printouts in lieu of retained machine-sensible 
records at the time of examination. 

Hard-copy records not produced or received in the ordinary course 
of transacting business (e.g., when the taxpayer uses electronic data 
interchange technology), do not need to be created. Computer printouts 
that are created for validation, control, or other temporary purposes 
do not need to be retained. 

(b) Debit and credit card transactions. Hard-copy records gener- 
ated at the time of a transaction using a credit or debit card must be 
retained unless all the details necessary to determine correct tax li- 
ability relating to the transaction are subsequently received and re- 
tained by the taxpayer in accordance with this rule. 

(10) Out-of-state businesses. An out-of-state business which does 
not keep its necessary records within this state may either produce 
these records within this state as required for examination by the de- 
partment or permit the examination of all of its records by the de- 
partment or its authorized representatives at the place where the re- 
cords are kept. RCW 82.32.070. 


AMENDATORY SECTION (Amending WSR 22-06-050, filed 2/24/22, effective 
3/27/22) 


WAC 458-20-261 Commute trip reduction incentives. (1) Introduc- 
tion. This rule explains the various commute trip reduction incen- 
tives. RCW 82.04.355 and 82.16.047 exempt amounts received from pro- 
viding ride sharing, or ride sharing for persons with special trans- 
portation needs, from business and occupation (B&O) tax and public 
utility tax (PUT). RCW 82.08.0287 and 82.12.0282 provide sales and use 
tax exemptions for sales or use of passenger motor vehicles as ride 
sharing vehicles. Finally, chapter 82.70 RCW provides commute trip re- 
duction incentives in the form of B&O tax or PUT credits in connection 
with ride sharing, public transportation, car sharing, and nonmotor- 
ized commuting. 

(2) Definitions. For the purposes of this rule, the following 
definitions apply: 

(a) "Car sharing" means a membership program intended to offer an 
alternative to car ownership under which persons or entities that be- 
come members are permitted to use vehicles from a fleet on an hourly 
basis. RCW 82.70.010. 

(b) "Nonmotorized commuting" means commuting to and from the 
workplace by an employee, by walking or running, or by riding a bicy- 
cle or other device not powered by a motor. "Nonmotorized commuting" 
does not include teleworking, which is a program where work functions 
normally performed at a traditional workplace are instead performed by 
an employee at his or her home, at least one day a week for the pur- 
pose of reducing the number of trips to the employee's workplace. RCW 
82.70.010. 

(c) "Public transportation" means the transportation of packages, 
passengers, and their incidental baggage, by means other than by char- 
ter bus or sight-seeing bus, together with the necessary passenger 
terminals and parking facilities or other properties necessary for 
passenger and vehicular access to and from such people moving systems. 
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"Public transportation" includes passenger services of the Washington 
state ferries and passenger-only ferry services for those public 
transportation benefit areas eligible to provide passenger-only ferry 
service under RCW 36.57A.200. RCW 82.70.010. 

(d) (i) "Ride sharing" means a carpool or vanpool arrangement 
whereby one or more groups not exceeding 15 persons each, including 
the drivers, and not fewer than three persons, including the drivers, 
are transported in a passenger motor vehicle with a gross vehicle 
weight not exceeding 10,000 pounds. RCW 46.74.010(2). See subsection 
(4) (b) of this rule for increased minimum group size requirements in 
some circumstances. "Ride sharing" includes ride sharing on Washington 
state ferries. RCW 82.70.010(6). 

(ii) Ride sharing does not include transportation provided in the 
normal course of business by entities subject to chapters 46.72A 
(limousines), 48.177 (commercial transportation services), 81.66 (pri- 
vate, nonprofit transportation providers that receive compensation for 
transporting persons with special transportation needs), 81.68 (auto 
transportation companies), 81.70 (passenger charter and excursion car- 
riers), and 81.72 (taxicabs) RCW, or offer peer-to-peer car sharing. 
"Peer-to-peer car sharing" means motor vehicle owners making their mo- 
tor vehicles available for persons to rent for short periods of time. 

(e) "Ride sharing for persons with special transportation needs" 
means an arrangement, whereby a group of persons with special trans- 
portation needs, and their attendants, is transported by a public so- 
cial service agency or a private, nonprofit transportation provider, 
in a passenger motor vehicle as defined by the department of licensing 
to include small buses, cutaways, and modified vans not more than 28 
feet long. The driver need not be a person with special transportation 
needs. RCW 46.74.010. 

(1) "Private, nonprofit transportation provider" means any pri- 
vate, nonprofit corporation providing transportation services for com- 
pensation solely to persons with special transportation needs. RCW 
81.66.010. 

(11) "Persons with special transportation needs" means those per- 
sons, including their personal attendants, who because of physical or 
mental disability, income status, or age, are unable to transport 
themselves or to purchase appropriate transportation. RCW 81.66.010. 

(3) B&O tax and PUT exemptions for providing ride sharing or ride 
sharing for persons with special transportation needs. RCW 82.04.355 
and 82.16.047 provide B&O tax and PUT exemptions for amounts received 
in the course of ride sharing or ride sharing for persons with special 
transportation needs. 

(4) Retail sales tax and use tax exemptions on sales or use of 
passenger motor vehicles as ride sharing vehicles. RCW 82.08.0287 and 
82.12.0282 provide retail sales tax and use tax exemptions for sales 
and use of passenger motor vehicles as ride-sharing vehicles. The fol- 
lowing conditions apply to qualify for these exemptions: 

(a) Minimum duration of usage. The passenger motor vehicles must 
be used primarily for ride sharing or ride sharing for persons with 
special transportation needs for 36 consecutive months beginning from 
the date of purchase (retail sales tax exemption) and the date of 
first use (use tax exemption). If the vehicle is used as a ride shar- 
ing vehicle for less than 36 consecutive months, the registered owner 
must pay the retail sales tax or use tax. 

(b) Increased passenger requirements for vehicles not operated by 
a public transportation agency. If a vehicle is not operated by a pub- 
lic transportation agency, the minimum group size is increased from 
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three persons each to five persons each including the driver. RCW 
82.08.0287 (2) (b) and 82.12.0282 (2) (b). 

(c) Qualifying jurisdictions. Vehicles must be operated within: 

(i) A county, or a city or town within that county, which has a 
commute trip reduction plan under chapter ((70A-94)) 70A.15 RCW; or 
(ii) In other counties, where the vehicle is registered with, or 
operated by, a public transportation agency. 

(d) Ownership and operation. The vehicle must be: 

(i) Operated by a public transportation agency for the benefit of 
the general public; 

(ii) Used by a major employer, as defined in RCW 70A.15.4010, as 
an element of its commute trip reduction program for their employees; 
or 


(iii) Owned and operated by individual employees and registered 
either with the employer as part of its commute trip reduction program 
or with a public transportation agency. 

(e) Certification. 

(i) Individual employee owned and operated motor vehicles requir 
certification that the vehicle is registered with a major employer or 
a public transportation agency; and 

(ii) Major employers who own and operate motor vehicles for their 
employees must certify that the commute ride sharing arrangement con- 
forms to a carpool or vanpool element contained within their commute 
trip reduction program. 

(5) B&O tax or PUT credit for ride sharing, public transporta- 
tion, car sharing, or nonmotorized commuting. RCW 82.70.020 provides a 
credit against B&O tax or PUT liability for amounts paid to or on be- 
half of employees for ride sharing, for using public transportation, 
for using car sharing, or for using nonmotorized commuting. The credit 
is equal to the amount paid to or on behalf of each employee multi- 
plied by 50 percent, but may not exceed $60 per employee per fiscal 
year. No refunds will be granted for unused credits. 

(a) Who is eligible for this credit? 

(i) Employers in Washington are eligible for this credit, for 
amounts paid to or on behalf of their own or other employees, as fi- 
nancial incentives to such employees for ride sharing, for using pub- 
lic transportation, for using car sharing, or for using nonmotorized 
commuting. 

(ii) Property managers who manage worksites in Washington are el- 
igible for this credit, for amounts paid to or on behalf of persons 
employed at those worksites, as financial incentives to such persons 
for ride sharing, for using public transportation, for using car shar- 
ing, or for using nonmotorized commuting. 

(b) What is the credit amount? The amount of the credit is equal 
to the amount paid to or on behalf of each employee multiplied by 50 
percent, but may not exceed $60 per employee per fiscal year. RCW 
82.70.020. 

(c) What is a "fiscal year"? A "fiscal year" begins on July 1st 
of one year and ends on June 30th of the following year. 

(d) When will the credit expire? The credit program is scheduled 
to expire July 1, 2024. No credit may be claimed after June 30, 2024. 

(e) What are the limitations of the credit? 

(i) The credit may not exceed the amount of B&O tax or PUT that 
would otherwise be due for the same fiscal year. 

(ii) A person may not receive credit for amounts paid to or on 
behalf of the same employee under both B&O tax and PUT. 


Certified on 11/30/2023 [ 281 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-124 


(iii) A person may not take a credit for amounts claimed for 
credit by other persons. 

(iv) The total credit granted to a person under both B&O tax and 
PUT may not exceed $100,000 for a fiscal year. 

(v) The total credit granted to all persons under both B&O tax 
and PUT may not exceed $2,750,000 in any fiscal year. 

(vi) No credit or portion of a credit denied, because of exceed- 
ing the limitations in (i), (iv), or (v) of this subsection, may be 
used against tax liability for other fiscal years. 

(vii) No person is eligible for tax credits under RCW 82.70.020 
if the additional revenues for the multimodal transportation account 
(RCW 47.66.070) created by chapter 361, Laws of 2003 are terminated. 

(£) What are the credit procedures? 

(i) Persons applying for the credit must complete the commute 
trip reduction credit annual application. The application must be 
electronically filed and received by the department between January 
lst and January 31st, following the calendar year in which the appli- 
cant made incentive payments. The commute trip reduction credit annual 
application is available through the business's "My DOR" account on 
the department's website at dor.wa.gov. 
(ii) The department must approve or deny a completed application 
within 60 days of the January 31st deadline. The department must deny 
an application not received by the January 31st deadline, except the 
department may accept applications received up to 15 calendar days af- 
ter the deadline if the application was not received because of cir- 
cumstances beyond the control of the taxpayer. For what is considered 
circumstances beyond the control of a taxpayer, see WAC 458-20-228 Re- 
turns, payments, penalties, extensions, interest, stays of collection. 
Once the application is approved and the tax credit is granted, the 
department is not allowed to increase the credit. 

(iii) If the total amount of credit applied for by all approved 
applicants in a fiscal year exceeds the limitation as provided in 
(i) (v) of this subsection, the amount of credit allowed for all appli- 
cants must be proportionally reduced so as not to exceed the limit. 
The amount reduced may not be carried forward and claimed in subse- 
quent fiscal years. 

(iv) To claim a commute trip reduction tax credit, a person must 
file all returns, forms, and other information the department requires 
in an electronic format as provided or approved by the department. Any 
return, form, or information required to be filed in an electronic 
format is not filed until received by the department in an electronic 
format. "Returns" has the same meaning as "return" in RCW 82.32.050. 

(g) Examples. The following examples identify facts and then 
state a conclusion. These examples should be used only as a general 
guide. The tax results of other situations must be determined after a 
review of all the facts and circumstances. 

(i) Example 1. An employer pays $180 for a yearly bus pass for 
one employee. For another employee, the employer buys a bicycle helmet 
and bicycle lock for a total of $50. The sum of these two amounts, 
$230, is the total expenditure during a fiscal year of amounts paid 
to, or on behalf of, employees in support of ride sharing, using pub- 
lic transportation, using car sharing, and using nonmotorized commut- 
ing. The employer may claim a credit of $60 for the amount spent for 
the employee using the bus pass. 50 percent of $180 is $90, but the 
credit is limited to $60 per employee. The employer may claim a credit 
of $25 (50 percent of $50) for the amount spent for the employee who 
bicycles to work. Even though 50 percent of $230 (the total amount 
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spent on both employees), works out to be less than $60 per employee, 
the credit is computed by looking at actual spending for each employee 
and not by averaging the spending for both employees. 

(ii) Example 2. An employer provides parking spaces for the ex- 
clusive use of ride sharing vehicles. Amounts spent for signs, paint- 
ing, or other costs related to the parking spaces do not qualify for 
the credit. This is because the credit is for financial incentives 
paid to or on behalf of employees. While the parking spaces support 
the use of ride sharing vehicles, they are not financial incentives 
and do not involve amounts paid to or on behalf of employees. 

(iii) Example 3. An employer pays the property manager for a 
yearly bus pass for one employee who works at the worksite managed by 
the property manager. The property manager in turn pays the amount re- 
ceived from the employer to a public transportation agency to purchase 
the bus pass. Either the employer or the property manager, but not 
both, may take the credit for this expenditure. 


AMENDATORY SECTION (Amending WSR 20-22-093, filed 11/3/20, effective 
12/4/20) 


WAC 458-20-272 Tire fee—Studded tire fee—Core deposits or cred- 
its. (1) Introduction. This rule describes the tire f imposed under 
RCW ( (40A~-95-5H0)) 70A.205.405 and the studded tire fee imposed under 
RCW 46.37.427. This rule also describes how business and occupation 
(B&O), sales, and use taxes apply to tire fees, battery core charges 
and core deposits or credits, including the exemptions described in 
RCW 82.08.036 and 82.12.038. 

(a) Other rules that may be relevant. Readers may want to refer 
to other rules for additional information, including those in the fol- 
lowing list: 
(i) WAC 458-20-228 Returns, payments, penalties, extensions, in- 
terest, stays of collection. 

(ii) WAC 458-20-278 Returned goods, defective goods—Motor vehi- 
cle lemon law. 

(b) Examples. This rule contains examples that identify a number 
of facts and then state a conclusion. These examples should be used 
only as a general guide. The tax results of other situations must be 
determined after a review of all of the facts and circumstances. 

(2) Tire fee. 

(a) What is the tire fee? The tire fee as described in RCW 
( (703-295-549) ) 7OA.205.405 is a one-dollar fee collected by the seller 
from the buyer on every retail sale of each new replacement vehicl 
tire. If new tires are leased, the fee must be collected once at the 
beginning of the lease. 

(b) How do I report the tire fee? A seller must report on the ex- 
cise tax return the number of new replacement vehicle tires sold. Tire 
sellers may retain ((#e8)) 10 percent of the fee and must remit the 
remainder to the department of revenue (department). As a result, the 
amount that must be reported and paid to the department is the number 
of new replacement vehicle tires sold during the tax reporting period 
multiplied by ((AiRetY)) 90 cents. 

(c) What if the seller fails to collect the fee or does not pay 
the fee on time? The seller is personally liable for payment of the 
fee, whether or not the fee is collected from the buyer. Any seller 
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(i) Examples of vehicles for which new replacement tires are sub- 
ject to the fee include: 

(A) Automobiles; 

(B) Trucks; 

(C) Recreational vehicles; 

(D) Trailers; 

(E) All-terrain vehicles (ATVs); 

(F) Agricultural vehicles, such as tractors or combines; 

(G) Industrial vehicles, such as forklifts; 

(H) Construction vehicles, such as loaders or graders; 

(I) Golf carts. 

(ii) Bicycles, wheelbarrows, and hand trucks are examples of de- 
vices to which the new replacement tire fee does not apply. 

(iii) The tire f does not apply to the sale of retreaded vehi- 
cle tires. Nor does it apply to tires provided free of charge under 
the terms of a recall or warranty. 
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fee from the buyer. For the purpose of this subsection, "new tire sold 
that contains studs" means a tire that is manufactured for vehicle 
purposes and contains metal studs, and does not include bicycle tires 
or retreaded vehicle tires. 

(b) Who remits the studded tire fee to the department? The seller 
collects the five dollar fee from the buyer and holds it in trust un- 
til paid to the department; however, the seller may retain ((#e8)) 10 
percent of the fee collected. 

(c) What if the seller fails to collect the fee or does not pay 
the fee on time? Interest and penalties, as described in subsection 
(2) (c) of this rule also apply to the studded tire fee. 

(d) What happens if a buyer fails to pay the fee? As with the 
tire fee, a buyer who refuses to pay the fee is guilty of a misdemean- 
or. See subsection (2) (d) of this rule. 

(e) Is sales tax imposed on the tire fee? No. The seller is col- 
lecting the fee as an agent for the state and thus the measure of 
sales tax does not include the studded tire fee. For additional infor- 
mation on taxpayers acting as collecting agents, see WAC 458-20-195 
Taxes, deductibility. 

(f) Is the ((*ten)) 10 percent amount retained by the seller sub- 
ject to B&O tax? Yes. As with the tire fee, the seller must report the 
retained amount as gross income under the service and other activities 
tax classification on the excise tax return. 

(g) Is the studded tire fee refundable if the tire is returned? 
If a new studded tire is returned, the studded tire fee is handled the 
same as the tire fee as described in subsection (2) (h) of this rule. 

(h) Does the studded tire fee apply to tires sold to the federa 
government or Indians and Indian tribes? With respect to these sales, 
the studded tire fee is handled the same as the tire f described in 
subsection (2) (i) of this rule. 

(1) If the sale is exempt from sales tax, is the studded tire fee 
due? As with the tire f described in subsection (2) (3) of this rule, 
statutory exemptions from sales tax do not apply to the studded tire 
fee. 


(4) Core deposits or credits - Battery core charges. 

(a) Definitions. For purposes of this rule, the following defini- 
tions apply: 
(i) Core deposits or credits. "Core deposits or credits" means 
the amount representing the value of returnable products such as bat- 
teries, starters, brakes, and other products with returnable value 
added for purposes of recycling or remanufacturing. 

(11) Battery core charge. "Battery core charge" refers to a core 
deposit, not less than five dollars, that a seller by law must retain 
when a retail purchaser has no used battery to exchange or trade in. A 
buyer may return within ( (#H+*ty)) 30 days of the purchase with a used 
battery of equivalent size and claim the core charge amount. See RCW 
( (FOA.95~630-and 00-95-6406) ) 7OA.205.515 and 70A.205.520. 

(b) How is tax calculated when the buyer receives a core deposit 
or credit? Retail sales and use taxes do not apply to consideration 
received in the form of core deposits or credits when a purchaser ex- 
changes or trades in a core for recycling or remanufacturing. There- 
fore, the measure of the sales or use tax may be reduced by the amount 
of the core deposit or credit. See RCW 82.08.036 and 82.12.038. The 
core deposit and credit exemptions apply only to the retail sales and 
use taxes. There is no equivalent exemption or deduction for B&O tax 
purposes. Therefore, the amount reported under the appropriate B&O tax 
classification must include the value of core deposits or credits. 


Certified on 11/30/2023 [| 285 ] WSR Issue 23-23 - Permanent 


(c) 
(i) 


battery and reconditioned st 
core anda st 


tery, 
allowed a $5 
the cost of 
S55 200: 


plus $50.00. 
duc 
us, retail 


(ii) 


bat 
wh 


Th 
or 
th 


pu 


rposes of 


the bat 
The selling 
a $3.00 credit for 

excluding sales tax, 
tal value of cash plus core value, 
However, 
ted from the measure of th 
tax is due on $1 
Example 2. 
tery cores accept 
olesaler issues a refund and a bat 
memorandum to be applied against fut 
e return of the used products by 
turing and subsequent 
e core deposit or credit is no 
the B&O 


remanufact 


Washington State Register, 


Examples. 
Example 1. A customer purchases at retail a n 
tarter, providing th 
Larter core in exchange. j 
including the battery 
.00 credit because a battery 


The 
core charge, 


tery 


price of 


CO 


the customer, 


the starter 


sales 


the s 


car 


is $47.0 


the $8. 


ter core, 
0. 


sell 
is $60 
core is exchanged, 


excl 
is $5 
meaning th 
Retailing B&O 
in this case $110.0 


e retail sal 


00 of core deposit 


Issue 23-23 


Ln 


.00. Th 


N 


O05 SEB 


Y 


uding sales 


WSR 23-23-124 


w replacement 


e seller with a battery 
g price of 


the new bat- 
e customer is 
meaning 
tax, is 

e seller allows 


e cost 


tax is due 


les tax under 


e 


02.00, or $55.00 plus $47.00. 
The seller in Example 1 j 


delivers 


ted in the exchange to wholesalers. 


tax. 


Certified on 11/30/2023 


[ 286 ] 


ture who 


esa] 


WSR Issue 23-23 


to the customer, 
upon the to- 


0, or $60.00 


ts or credits may be de- 


RCW 82.08.036. 


the starter and 
A starter 


ttery wholesaler issues a credit 
i e battery purchases. 
the auto parts store for recycling 
t receipt of a refund or credit 
t considered taxable consideration for 


for 


- Permanent 


Washington State Register, Issue 23-23 WSR 23-23-129 


WSR 23-23-129 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Economic Services Administration) 
[Filed November 17, 2023, 8:41 a.m., effective December 18, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is adopting amendments to WAC 
388-412-0040 Can I get my benefits replaced? These amendments are nec- 
essary to implement Section 501 of the 2023 Consolidated Appropria- 
tions Act, which allows replacement of stolen food benefits for house- 
holds who are victims of skimming, cloning, or similar fraudulent 
methods of EBT theft. These amendments are currently in place under 
emergency rule filed as WSR 23-17-123. 

Citation of Rules Affected by this Order: Amending WAC 
388-412-0040. 
Statutory Authority for Adoption: RCW 74.04.050, 74.04.055, 
74.04.057, 74.04.500, 74.04.510, 74.08.090, 74.08A.120. 

Other Authority: P.L. 117-328, Title IV, Sec. 501. 
Adopted under notice filed as WSR 23-20-020 on September 25, 


2023. 


Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 1, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 1, Repealed 0. 
Date Adopted: November 17, 2023. 


Katherine I. Vasquez 
Rules Coordinator 


SHS-4991.6 


AMENDATORY SECTION (Amending WSR 11-19-047, filed 9/13/11, effective 
10/14/11) 


WAC 388-412-0040 Can I get my benefits replaced? Under certain 
conditions, we may replace your benefits. 

(1) You may get either your EBT cash ((and/4))or food assistance, 
( (benefies)) or both replaced if: 

(a) We make a mistake that causes you to lose benefits; 

(b) The EBT card mailed to you is stolen from the mail((+)), you 
never had the ability to use the benefits((+)), and you lost benefits; 

(c) You left a drug or alcohol treatment facility on or before 
the ( (#+fteenth)) 15th of the month and the facility does not have 
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enough food assistance benefits in their EBT account for one-half of 
the allotment that they owe you; 
(da) Your EBT benefits that were recently deposited into an inac- 
tive EBT account were canceled by mistake; or 
(e) The food that your household purchased with food assistance 
O 
u 


benefits was destroyed in a household disaster or misfortune. 

(i) For us to replace your benefits, you must report the loss to 
the department within ((+e+)) 10 days from the date of the loss. 

(ii) We replace the amount of your loss ((+)) up to a one-month 
benefit amount. 

(iii) There is no limit to the number of replacements for food 
destroyed in a household misfortune. 

(£) Your food benefits were stolen, despite your EBT card being 
in your possession, via card skimming, cloning, or other similar frau- 
dulent method between October 1, 2022, and September 30, 2024; and 

(i) The head of household of your assistance unit submitted a 
completed and signed claim within 30 days of discovering the loss; and 

(ii) You have not already received two replacements in the cur- 
rent federal fiscal year. 

(iii) We replace the amount of your loss or the amount of twice 
your food assistance allotment that was issued immediately prior to 
the date of the theft, whichever is less. 

(iv) Retroactive claims for food assistance stolen between Octo- 
ber 1, 2022, and August 22, 2023, must be reported no later than Octo- 
ber 22, 2023. 

(v) Replacement of benefits stolen via card skimming, cloning, or 
other similar method is contingent upon federal approval. 

(2) We will not replace your benefits ( (+£-yeus—_tess—is—_‘fera 

)) aif: 

(a) We decided that your request is fraudulent or skimming is not 
validated; 
(b) Your ( (feed assistance benefits _-were)) EBT card was lost, 
stolen, or misplaced except for (1) (b) of this section ( (aftex—yeu +e- 
ecived them) ); 


heusehoted disaster—ermisfereune—wtthin_ the tast_ fivemenths)) You are 
pending an administrative hearing decision regarding a denial of re- 
placement benefits. You have the right to an administrative hearing if 
your request for replacement benefits is denied; or 

(d) You received disaster supplemental nutrition assistance pro- 
gram (D-SNAP) benefits for the same month you requested a replacement 
for food assistance. 

(3) ( (SBP eards~-)) It is your responsibility to keep track of 
your household's EBT card. 


(a) If you have multiple EBT cards replaced, we may suspect you 
to be trafficking benefits as described under WAC 388-412-0046 (2) (d). 
(b) If we suspect trafficking, we will refer your case for inves- 


tigation by the office of fraud and accountability. Persons traffick- 
ing in food assistance benefits may be subject to fines, disqualifica- 
tion from food assistance, and legal action including criminal prose- 
cution. 
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WSR 23-23-134 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 


(Economic Services Administration) 
[Filed November 17, 2023, 1:46 p.m., effective January 1, 2024] 


Effective Date of Rule: January 1, 2024. 

Purpose: The department is adopting amendments to WAC 
388-408-0035 Who is in my assistance unit for basic food?, 
388-450-0140 How does the income of an ineligible assistance unit mem- 
ber affect my eligibility and benefits for basic food?, 388-489-0005 
Who is eligible for transitional food assistance?, and 388-489-0010 
How is my transitional food assistance benefit calculated? Effective 
January 1, 2024, these changes implement SHB 5785 (chapter 98, Laws of 
2022) to provide transitional food assistance (TFA) for a period of 
five months to households that stop receiving temporary assistance for 
needy families and are not in full-family sanction status. If a house- 
hold member has been in sanction, but the household is still receiving 
benefits, the remaining eligible household members may receive TFA. 
Citation of Rules Affected by this Order: Amending WAC 
388-408-0035, 388-450-0140, 388-489-0005, and 388-489-0010. 

Statutory Authority for Adoption: RCW 74.04.050, 74.04.055, 
74.04.057, 74.04.510, 74.04.680, 74.08.090, and 74.08A.010. 

Other Authority: SHB 5785 (chapter 98, Laws of 2022). 

Adopted under notice filed as WSR 23-19-015 on September 8, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 4, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 4, Repealed 0. 
Date Adopted: November 17, 2023. 


Katherine I. Vasquez 


Rules Coordinator 


SHS-4999.2 


AMENDATORY SECTION (Amending WSR 22-12-017, filed 5/20/22, effective 
7/1/22) 


WAC 388-408-0035 Who is in my assistance unit for basic food? 
(1) A person must be in your assistance unit if they live in the same 
home as you and regularly buy food or prepare meals with you. 
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(2) If the following people live with you, they must be in your 
assistance unit even if you do not usually buy or prepare food togeth- 


er: 
(a) Your spou 
(b) Your pare 
(c) 
(d) 
(e) 
less the child: 
(i) Is a fost 
(ii) Is emanc 
(iii) Is not 
unit. 


(3) If any of 


Se; 


nts if you ar 


er child; 
ipated; or 


under age 22; 


Your children under age 22; 
The parent of a child who must be in your assistance unit; 
A child under age 18 who does not live with their parent un- 


financially dependent on an adult in the assistance 


the people in 


subsections (1) or (2) of this sec- 


tion already receive transitional food assistance (TFA) under chapter 
388-489 WAC, they can only receive benefits if they choose to reapply 
for basic food as described in WAC 388-489-0022. 

ve in an institution where you may be eligible for 
basic food under WAC 388-408-0040, we decide who is in your assistance 


(4) If you li 


unit as follows: 

(a) If the fa 
under WAC 388-460- 
assistance unit un 


cility is acting as your authorized representative 
0015, we include you and anyone who must be in your 


der subsection 


(2) of this ( (#te)) section; or 


(b) If you apply for benefits on your own, we include you, anyone 
r assistance unit under subsection (2) of this sec- 


who must be in you 
tion, and other re 

(5) Anyone wh 
(1) or (2) of this 
they: 


(a) Are disqu 
WAC 388-446-0015; 


Ssidents you choose to apply with. 


o must be in your assistance unit under subsection 


section is an 


alified for an 


ineligible assistance unit member if 


intentional program violation under 


(b) Do not meet work requirements under WAC 388-444-0030 or WAC 


388-444-0055; 


(c) Do not provide a social security number under WAC 


388-476-0005; 


(d) Do not meet the citizenship or alien status requirements un- 


der chapter 388-42 
(e) Are fleei 


role or probation under WAC 388-442-0010. 


(6) If your a 

(a) We count 
Sistance unit's in 

(b) We count 
tance unit; and 
(c) We do not 
tance unit's size 
388-478-0060. 

(7) If the fo 


choose if we include them in your assistance unit: 
ntly disabled person who is age 60 or over and can- 
total income of everyon lse in the 
the elderly and disabled person's spouse is not 
standard under WAC 388-478-0060; 


(a) A permane 
not make their own 
home, not counting 
more than the 165% 


(b) A boarder. 


4 WAC; 


ng a felony charge or violating a condition of pa- 


ssistance unit 
the ineligible 
come under WAC 


has an ineligible member: 
member's income as part of your as- 
388-450-0140; 


all the ineligible members resources to your assis- 


use the ineligible member to determine your assis- 
for the maximum income amount or allotment under WAC 


llowing people 


meals if the 


If you do not 


live in the same home as you, you can 


t include a boarder in your assistance 


unit, the boarder cannot get basic food benefits in a separate assis- 


tance unit; 
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BS any 


(c) A person placed in your home for foster care. If you do not 
include this person in your assistance unit, they cannot get basic 
food benefits in a separate assistance unit; 

(d) Roomers; or 

(e) Live-in attendants even if they buy or prepare food with you. 

(8) If someone in your assistance unit moves out of your home for 
at least a full issuance month, they are not eligible for benefits as 
a part of your assistance unit, unless you receive ( (#¥anst+tionat feed 
assistanee)) TEA. 

(9) Your ( (#¥eRns+ticnat feecdassisteance usntt)) TFA household in- 
cludes the people who were in your basic food assistance unit the 
month you received transitional cash assistance (TCA); or, for the 
last month you received: 

(a) Temporary assistance for needy families; 

(b) State family assistance; or 

(c) Tribal TANF benefits. 

(10) When the assistance described in subsection (9) of this sec- 
tion was reduced because a family member is not meeting WorkFirst pro- 
gram requirements (WAC 388-310-1600), the individual(s) in sanction 
will be excluded from TFA. 

(11) If someone in your assistance unit received basic food or 
( (transitore feecdassistarnee)) TFA in another assistance unit or an- 
other state, they cannot receive benefits in your assistance unit for 
the same period of time unless they left the assistance unit to live 
in a shelter for battered women and children under WAC 388-408-0045. 

( (4+4+4+)) (122) A student who is ineligible for basic food under 
WAC 388-482-0005 is not a member of your assistance unit. 


AMENDATORY SECTION (Amending WSR 18-03-021, filed 1/8/18, effective 
2/8/18) 


WAC 388-450-0140 How does the income of an ineligible assistance 
unit member affect my eligibility and benefits for basic food? The 
department decides who must be in your assistance unit (AU) under WAC 
388-408-0035. If an AU member is ineligible for basic food under WAC 
388-408-0035, this affects your AU's eligibility and benefits as fol- 
lows: 


(1) We do not count the ineligible member(s) to determine your AU 
size for the gross monthly income limit, net monthly income limit, or 
maximum allotment under WAC 388-478-0060. 

(2) If an AU member is ineligible because they are disqualified 
for an intentional program violation (IPV), failed to meet work re- 
quirements under chapter 388-444 WAC, ((e*)) is an ineligible fleeing 
felon under WAC 388-442-0010, or is disqualified from transitional 


food assistance (TFA) due to a WorkFirst sanction: 

(a) We count all of the ineligible member's gross income as a 
part of your AU's income; and 

(b) We count all of the ineligible member's allowable expenses as 
part of your AU's expenses. 

(3) If an AU member is an ineligible able-bodied adult without 
dependents (ABAWD) under WAC 388-444-0030, is ineligible due to their 
alien status, failed to sign the application to state their citizen- 


ship or alien status, or refused to get or provide us a Social Securi- 
ty number: 


Certified on 11/30/2023 [ 291 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-134 


(a) We prorate the income of the ineligible member among all the 
AU members by excluding the ineligible member's share and counting the 
remainder to the eligible members; 

(b) We allow the ( (4wentypereent)) 20% earned income disregard 
for the ineligible member's earned income; 


(c) We divide the ineligible member's allowabl xpenses evenly 
among all members of the AU when the ineligible member has income; 
(d) We allow the full amount of the utility allowance the AU is 


eligible for under WAC 388-450-0195. 


AMENDATORY SECTION (Amending WSR 22-12-017, filed 5/20/22, effective 
7/1/22) 


WAC 388-489-0005 Who is eligible for transitional food assis- 
tance? You are eligible for transitional food assistance (TFA) for up 
to five months if you meet the following eligibility criteria: 

(1) Your family stops receiving cash assistance to include tempo- 
rary assistance for needy families (TANF), tribal TANF, or state fami- 
ly assistance (SFA), or: 

(2) Your family receives ( (#¥ansticnateash-assistanee)) (TCA); 

(3) Your family was receiving basic food at the time we deter- 
mined you were no longer eligible for cash assistance described in 
subsection (1) of this section, or when you received ( (€*¥arnsttienat 
eash—assistanee)) TCA; 

(4) After your family stops receiving cash assistance described 
in subsection (1) of this section, or receives ( (4¥enstticnat eashas- 
sitstanece)) TCA, no other member of your basic food assistance unit re- 
ceives ( (temperasy-assistance for reed; fanities)) TANF, tribal TANF, 
or ( (stete—famnditassitstarnee)) SFA; 

(5) Your family did not move out of the state of Washington as 
described in WAC 388-468-0005; 

(6) At the time your family's cash assistance ended, your family 
was not in sanction status. Sanction status means: 


(a) We reduced ( (e*e—-stepped—-yous_famit;'s_temperary assistance 


+++)Ceeperating)) your family's TANF grant payment because a 
family member is not cooperating with the division of child support 
(WAC ( (388-422-6466) ) 388-422-0010); or 

(b) We decided that a member of your family was not eligible for 
( (-emperasyassistance ‘fer reed; famnities)) TANF because the member: 

(i) Failed to meet teen parent living arrangement (WAC 
388-486-0005) or teen parent school attendance requirements (WAC 
388-410-0010); or 

(ii) Was convicted of unlawful practices (WAC 388-446-0005) or 
for receiving ( (temperaryassistanece for need; famties)) TANF in two 
or more states at the same time (WAC 388-446-0010); or 

(c) ( (-#-yeru- ere receiving temporary assistanee for need; fani-— 
t+es—benefits_ fromatribat pregream,—yeour famnit;'s—_erantis—redieecder 
stepped _fer—a_reasen that_is—_ the—_same—as—_ene_e# the reasons _t+sted i 


+6}ta}—-e+—_+6}16}- © £ his _-seetion-)) We stopped your family's TANF 
grant payment, including tribal TANF, because of a grant reduction 
sanction penalty (WAC 388-310-1600). 
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(7) At the time your family's ( (¢emperaeryassistance for needy 
famitées)) TANF grant ended, your basic food assistance unit did not 
become ineligible because: 

(a) You were applying for recertification of your basic food ben- 
efits and refused to cooperate with the application process; or 

(b) All members of your assistance unit are ineligible for basic 
food for the reasons stated in WAC 388-489-0025(3). 

(8) There is no limit to the number of times your family can re- 
ceive ( (€¥ansttienat feocdassistanee)) TEA. 


AMENDATORY SECTION (Amending WSR 22-12-017, filed 5/20/22, effective 
7/1/22) 


WAC 388-489-0010 How is my transitional food assistance benefit 
calculated? (1) We base your transitional food assistance (TFA) bene- 
fit amount on the regular monthly benefit allotment issued to your ba- 
sic food assistance unit for the last month your household received 
temporary assistance for needy families (TANF) or the month you quali- 
fied for transitional cash assistance (TCA). We will not count your 
last ( (4emporasyassistance for needy fanitiies)) TANF grant payment 
when we calculate your ( (€#*ans+:icneat feecdassistanee)) TFA benefit 
amount. For example: 

(a) If your basic food assistance unit's only income was ( (tempe- 
rary assistance for need; famities)) TANF, the ( (4*ansitticnat feedas- 
ststance)) TFA benefit will be the amount your household would have 
received if you had no income. 

(b) If your basic food benefit was calculated using ( (temporary 
assistance _feor needy; famnities)) TANF plus income from another source, 
we will count only the income from the other source when calculating 
the ( (#*ansitticnat feecdassistarnee)) TFA amount. 

(c) If a member of your assistance unit is in WorkFirst sanction 
when TANF closes for a reason other than WorkFirst sanction, the TFA 
household size will be reduced by the number of individuals in sanc- 
tion when TANF closed. 

(2) We will adjust your ( (#*ans+ticnat feecdassistanee)) TFA ben- 
efti LEs 

(a) Someone who gets ((trersitionrei—feood—assistearnce)) TFA with 
you leaves your assistance unit and is found eligible to receive basic 
food in another assistance unit. We will adjust your benefits by: 

(i) Reducing your assistance unit size by the number of persons 
who left your assistance unit; and 

(ii) Removing the income and expenses clearly belonging to the 
persons who left your assistance unit. 

(bo) A change to the maximum allotment for basic food under WAC 
388-478-0060 results in an increase in benefits for basic food assis- 
tance units. 

(c) You ( (getter everpaymente£)) were overpaid basic food bene- 
fits and we need to adjust the amount we deduct from your monthly ben- 
efits to repay the overpayment as required in WAC 388-410-0033. This 
includes: 

(i) Starting a new monthly deduction; 

(ii) Changing the amount of the monthly deduction; and 

(iii) Ending the monthly deduction when the amount you owe has 
been paid off. 
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AMENDATORY SECTION 


2 


Washington State Register, 


Sc LITE) 


(Amending WSR 19-09-065, 


Issue 23-23 WSR 23-23-137 


filed 4/16/19, effective 


WAC 246-850-140 Continuing competency requirements for ortho- 
tists and prosthetists. 


begins wi 


th 


All ortho 
ing compe 


ti 


(1) 


The continuing competency reporting cycle 
the first full three-year period after ini 
sts and prosthetists shall attest to complet 
tency activities 


tial licensure. 
ion of continu- 


very year at renewal and shall comply with 


( (chapter M6- He Part—)) WAC 246-12-170 through 246-12-240. 

(2) All licensed orthotists and prosthetists shall complete con- 
tinuing competency hours as follows: 

(a) Licensed orthotists shall complete a minimum of ( (fe*"4y;- 
five)) 45 continuing competency hours every three years in the area of 
orthotics. 

(b) Licensed prosthetists shall complete a minimum of ( (fe*=;- 
f+ve)) 45 continuing competency hours every three years in the area of 
prosthetics. 

(c) Individuals who are licensed as both an orthotist and as a 
prosthetist shall complete a minimum of ( (Ss#e¢¥)) 60 continuing compe- 
tency hours every three years. 

(3) For individuals licensed in one discipline, a maximum of 


(4) 


( (wernty-feus) ) 
earned in any three-year repor 
Licensees may alterna 
requirement if they hold a curren 


(5) 


Fo 


r individual 


Board for Certification 


required documentation is proof of cer 


cycle. 
(6) 


in Orthotics, 


eighteen Category 2 continuing competency hours may be earned in any 
three-year reporting eee 

licensed in both disciplines, 
24 Eaa, 2 cont 


a maximum of 


inuing competency hours may be 
ting period. 


ly meet 
t cer 


tiv 


Orthotists and prosthetists must 


tifica 
Pros 
tifica 


the continuing competency 
tion from the American 
thetics and Pedorthics. The 


tion during the three-year 


complete a minimum of two 


hours in health equity continuing education 


training every four years 


by complyin 


gq with WAC 246-12-800 through 246-12-830. 


(a) 


In 


dividuals 


licensed as both an orthotist and prosthetist on- 


ly need t 


O 


meet th 


requirements once every four years. 


(b) 


Thi 


1S 


training mus 


t be completed by the end of the second full 


continuin 


g 


educa 


tion reporting period af 


ter January 1, 


2024, or the 


second ful 


l 


con 


tinuing education reporting period after initial licen- 


sure, whi 


ch 


ever is la 


CSE 


(c) 


Th 


e hours spent 


completing healt 


h equity continuing education 


under this section 


count 


toward meeting applicable continuing educa- 


tion requiremen 


ts in 


this section. 
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te a more efficient process of regis 
t manager registration, 
the disclosure of any federal or sta 
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and 284-1 
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2023] 


180-230, 


34.05.485 


Casson 
360-586-3109, 


Statutory Auth 
1) (c), 

Adopted under 
A final 
P.O. Box 40 


~ 


A 


ority for Adoption: 
48.02. 
notice filed as WSR 23-20-] 
cost-benefit analysis is availabl 
260 Ol 
email anona oo aoi eT 


100. 


ympia, 


RCW 48.02.060, 


3, 


2023. 
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well a 
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80-240. 

48.200 


as 


21 on Oc 


WA 98504, 
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phone 360-725-7038, 
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11:04 a.m., effective December 21, 


and re- 
s improve 
ations. 


.280 (6), 


2023. 
Simon 
fax 


ute: New 


Amended 0, 
Amended 0, 


0, 
Repeal 
Repeal 


Amended 0, 
ed 0; 
ed 0. 


Repealed 0; 
or Recently En 


Number of Sections Adopted in Order to Comply wit 
Federal Rules or S 


acted State Statutes: 


tandards: 
New 0, 


h Federal Stat- 


New 0, 


Entity: 
Amended 
Reform 


Amended 0, 


0; 


or 


Number of Sect 
New 0, 
mber of Sect 

4, 
mber of Sect 


N 


U 


N 


U 


Number of Sect 


U 


ther Al 
te Adop 


O 
Da 


OTS-4928.2 


AMENDATORY SECTION 


1/1/22) 


WAC 284-180-210 Regin tration and renewal fees. 


and—oversi 


ion 
Amended 0, 
ion 
Repealed 0. 
ion 
Agency Procedures: 
ion 
Repealed 0; 
ternative Rule Making: New 0, 
ted: November 20, 


s Adop 
s Adop 


s Adop 
New 


s Adop 


ted at 
Repealed 
ted on 


ted in 


th 
0. 
th 


0, Amended 4, 


Pilot Rule Making: New 0, 
Amended 0, 


2023. 


(Amending WSR 21-02-034, 


4374 


Order to Clarify, 
Repealed 0. 
ted using Negotiated Rule Making: New 0, 


s—_fox 


e Agency's own Initiative: 


Streamli 


Amended 0, R 
Repeal 


e Request of a Nongovernmental 


New 0, 


ne, or 


epealed 
ed 0. 


Mike Kreidler 
Insurance Commissioner 


filed 12/29/20, e 


(1) The 


heatthecare 5b 


5 


ffective 


( (¥eg+s—- 
nefit 


Fimi 
TE 


Cia 


renewal — 


ORF 


agets Muse 
renewal 


E—be) ) 


Lgh 


SOS 


TISO ir 


commissioner must establish fees for registra 


tion and 


in an amount 


that ens 


ures the 


program for 


the registr 


ation, 


renewal 


, and oversigh 


t activit 


ies of 


the heal 


th care benefit 


managers 


is self-supporting. Each heal 


th care benefi 


manager must con 


tribute a 


sufficient amoun 
the reasonable c 


benefit managers. 
init 


(2) The 


Lo 
ts, 


OSs 


ial 


registration fee is 


(3) For the 
tional share of 
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al and oversight activities ((te—att)) of health care benefit manag- 
ers. ((#Re)) Each health care benefit managers' proportional share 
((shatt)) of the program annual operating costs will be based on their 
Washington state annual gross ( (Reatth—ecere benefit manager business) ) 
income of their health care benefit manager business for the previous 
calendar year. The ( (miRimum)) renewal fee is ( (f+ve—Hhundred dettess) ) 
$500, at a minimum, and may increase based on a proportional share of 
each health care benefit managers gross income as reported to the in- 
surance commissioner. 

(4) If an unexpended balance of health care benefit manager reg- 
istration and renewal funds remain in the insurance commissioner's 
regulatory account at the close of a fiscal year, the commissioner 
will carry the unexpended funds forward and use them to reduce future 
renewal fees. 


AMENDATORY SECTION (Amending WSR 21-02-034, filed 12/29/20, effective 
1/1/22) 


WAC 284-180-220 Health care benefit manager registration. (1) 
( ( j j 1 1 1 1 
) ; ; hi an , i l pe 
+>) ) Beginning January 1, 2022, and thereafter, to conduct busi- 
ness in this state, health care benefit managers must register and 


have an approved registration with the commissioner. ( (fe—-centince 
, ; e i ; ; La , 


+43})) (2) Health care benefit managers must apply for registra- 
tion using the commissioner's electronic system, which is available at 


www.insurance.wa.gov. 

((+44)) (38) The registration period is valid from the date of ap- 
proval of registration through June 30th of the same fiscal year. 

((+54+)) (4) The registration application is not complete until 
the commissioner receives the complete registration form, any support- 
ing documentation if required by the commissioner, and paid the ((ee=— 
¥eet)) $200 registration fee. 

((+6+)) (5) A health care benefit manager may conduct business in 
this state ( (;—eftes the Feattheare benefit manager receives) ) after 
receiving notice of approval of the registration application from the 
commissioner. 


AMENDATORY SECTION (Amending WSR 21-02-034, filed 12/29/20, effective 
1/1/22) 


WAC 284-180-230 Health care benefit manager renewal. (1) Health 
care benefit managers ((m»s+)) annually renew their registrations and 
pay ( (#he—-#Reatth—eare benefit managerts)) their renewal fee using the 
commissioner's electronic system, which is available at 
www.insurance.wa.gov. 

(2) Health care benefit managers ( (must—rerew)) renewing their 
registrations ( (y+ 
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+a}+)) must, no later than March 1st of each year, ( (sebmittiscgce 
ecomptete—renewat _ferm)) submit an electronic renewal report and sup- 


porting documents for approval to include: 


state annual gross Fee er ee a EEEa income for 
health care benefit manager business for the previous calendar year; 
and 


((4++4+)) (b) Any additional information, including supporting 
documents, as required by the commissioner. 


( (48) -Neo—trater—than sity 13th sf each _yeat;pay the renewat fee 


+e}+)) (3) Health care benefit managers may amend their annual 
gross income report for the previous year after the date of submis- 
Sion, but may not amend the report later than May 31st, of the submis- 
sion year. 

(4) On or before June 1st of each year, the commissioner will 
calculate and set the renewal fees for the ( (Hpeeming—fiseat yeast 
fe¥)) next July 1st through June 30th fiscal year. Invoices for the 
renewal fees and electronic payments will be available through the in- 
surance commissioner's electronic filing and payment center. Renewal 
fee payments are due by July 15th of each year. 

((4+8+)) (5) The renewal application is not complete until the 


commissioner receives the complete renewal ((fe*m)) report, supporting 
documentation if required by the commissioner, and the ( (ee*¥ect) ) 
payment of the invoiced renewal fee. 


+5+)) (6) Upon successful completion, the health care benefit 
manager will receive notice of approval of the renewal application 
from the commissioner. 

( (+6}+—FRe—+ernewat)) (7) Failure to timely submit a completed re- 
newal report and fee may result in a delayed renewal or nonrenewal in 
addition to potential violations if a health care benefit manager pro- 
vides services without being registered. 

(8) Each renewed registration is valid for one fiscal year from 
July 1st through June 30th fiscal year. 


AMENDATORY SECTION (Amending WSR 21-02-034, filed 12/29/20, effective 
1/1/22) 


WAC 284-180-240 Providing and updating registration information. 


(1) ( (AGERE —-Etme-of +egistratieon,)) When registering a health care 
benefit manager must ( (s#bmit—an—apeticaticn)) apply with an affidavit 
affirming its accuracy. ( (+ ¢#e)) An application ((7)) for registering 
as a health care benefit manager must provide for: 
(a) The legal name as well as any ((aReatt)) additional names 

that it uses to conduct business; 

(b) The names of ((a)) persons and entities with any ownership 
or controlling interests, including stockholders, officers and direc- 
tors, or limited liability company members, managers and officers in 


the health care benefit manager, ( (atergcatheempteted ATC Ferm H+ 
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+e} Fox identification numbers; 
+d—o#ther)) and the identity of any entity for which the health 


care benefit manager has a controlling interest; 


(c) A list of tax identification numbers and business licenses 


and registrations ( (€het—the Heatth care benecti+ manager has tbheicd and 


these)) that are acti 


Ve; 


((te+)) (d) Identifying any areas of specialty, such as a pharma- 
, vadiology benefit management, laboratory bene- 
fit management, mental health care benefit management, or any other 


cy benefit management 


areas of specialty ident 


((+£+)) fe) Cont 


tified in the application; 


act information for communications regarding reg- 
istration, renewal and oversight activities, ((tmetidiss)) to include 


name of the contact person, address, phone number, ( (Rame—efehe—con- 
tact person forthe heatth_eare benefit maneges )) and valid email ad- 


dress; 


( (+4+)) (£) Name and contact information for the person the 
health care benefit manager has designated as responsible for compli- 
ance with state and federal laws to include name of the contact per- 
umber, and valid email address; 


son, address, phone n 


( (+8+)) (g) Iden 


mitted any violations 


tify if the health care benefit manager has com- 
in this or any state or been the subject of an 


order from a ( (department—eofitmsurance—er—_other_stateagenecy)) any 


and 


federal or state agen 


cy or court; 


(Ct) (h) Any 


sioner. 


additional information requested by the commis- 


(2) Registered h 
provide any material 


change in th 


when they registered) 


(a) This information 


) filed with 


(i) Any ((améeett)) addition 
manager uses to conduct business; 


(ii) The contact 


's name and 


tions between the commissioner an 


required in subsectio 


n (1) (£) of th 


e 


alth care benefit managers must ((ersure—the+t)) 


information ( (#het—the;dsetesed 


the commissioner ( (#emadRs—exerert 


includes, 
al names that 


)). 
limited to: 
the health care benefit 


but is not 


and 
email address for official communica- 


d 


the health care benefit manager as 
is section. 


(b) Any change i 


new, nonrenew, or surrender a regis 


n the information provided to obtain ((6¥*)), re- 


manager is a material change and mu 


within ((#hiety)) 30 days of ( (ary) 


(c) Any amendments to its annu 


tration as a health care benefit 

st be reported to the commissioner 

) the change ( (7-by the Fealth are 
i i )) 


al renewal reports including the 


reported annual gross income must be reported to the commissioner no 


later than May 31st. 


Amended annual renewal reports may be accepted 


after review by the commissioner. 
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WSR 23-23-142 
PERMANENT RULES 


EMPLOYMENT SECURITY DEPARTMENT 
[Filed November 20, 2023, 11:35 a.m., effective December 21, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: This rule making is necessary to amend current rules in 
accordance with the department's 2022 legislative report on transpor- 
tation network companies and to integrate transportation network com- 
panies and their drivers into the unemployment insurance system as set 
forth in SHB 1570 (2023). Transportation network companies are re- 
quired to submit quarterly reports to the department that include the 
total hours worked by each driver, in accordance with RCW 50.12.070. 
This rule making will set forth the method for transportation network 
companies to calculate and report hours worked by drivers in their 
quarterly reports to the department. 

Citation of Rules Affected by this Order: Amending WAC 
192-310-040. 

Statutory Authority for Adoption: RCW 50.12.010, 50.12.040, and 
50.12.070. 

Adopted under notice filed as WSR 23-19-004 on September 6, 2023. 

A final cost-benefit analysis is available by contacting Stepha- 
nie Frazee, P.O. Box 9046, Olympia, WA 98507-9046, phone 425-465-0313, 
fax 844-652-7096, TTY relay 711, email stephanie.frazee@esd.wa.gov, 
website https://esd.wa.gov/newsroom/rulemaking/transportation-network- 
companies. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 20, 2023. 


Joy E. Adams, Acting Director 


Employment System Policy and Integrity 


OTS-4771.1 


AMENDATORY SECTION (Amending WSR 10-23-064, filed 11/12/10, effective 
12/13/10) 


WAC 192-310-040 How should employers report hours worked? (RCW 
50.12.070.) This section defines the hours that employers must in- 
clude on the quarterly tax and wage report. 
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(1) Vacation pay. Report the number of hours an employee is on 
paid leave. Do not report payments made in place of vacation time as 


hours worked. 


(2) Sick leave pay. As provided in RCW 50.04.330(1), any payments 
made to an employee under a qualified plan for sickness or accident 
nsurance or annuities, medical or hospitalization expen- 
ses in connection with sickness or accident disability, death or re- 
tirement are not considered wages or compensation. Do not report these 
as hours or wages. For payments under a nonqualified plan, report both 


disability, i 


wages and hou 


(3) Overtime. 


rs. 


Report the number of hours actually worked for 


which overtime pay or compensatory time is provided, without regard to 


sioned or pie 


lieu of notic 


the amount of wages or compensation paid. 
(4) Commissioned or piecework employees. Report the actual number 
of hours worked by employees paid by commission or by piecework. If 
there are no reliable time keeping records, report a full-time commis- 
cework employee for ((#e**¥)) 40 hours worked for each 
week in which any of their duties were performed. 

(5) Wages in lieu of notice. When an employee is paid wages in 
e of termination, report the actual number of hours for 


which they were paid. Wages in lieu of notice of termination pays the 


employee whose services have been terminated by the employer for the 
amount of wages they would have earned during the notice period. 


(6) Empl 
the regular ( 
worked. If th 


worked. 


oyees on salary. If a salaried employee works other than 
(£e1+y)) 40-hour week, report the actual number of hours 
ere are no reliable time keeping records, report ((#e+*- 
£¥)) 40 hours for each week in which a full-time salaried employee 


(7) Faculty employees. Faculty members of community and technical 


colleges must 
hours to be c 


€een)) 15 hours of instruction is considered part-time. 


(a) If t 
of instructio 
time teaching 
ment for a we 
credits per w 
80 percent. T 


wage report. 


teach at least ( (#+£te¢e=8) ) 


15 classroom or laboratory 


onsidered full-time. A teaching load of less than ( (#+£- 


here is no reliable hourly information, report the hours 

n as part-time based on ( (#+€teen)) 15 credits as a full- 
load and ( (€h+e+ty-five)) 35 hours as full-time employ- 

ek. For example, an instructor teaches ((twet=e)) 12 

eek. Twelve divided by ( (#+£tees)) 15 equals ( (e+e y¥) ) 

hirty-five hours times ((e+erRtE¥)) 80 percent equals 


( (Ewenty-eight)) 28 hours. The employer should report the ( (4wene;- 
eight)) 28 hours to the department on the employer's quarterly tax and 


(b) Any part-time salaried instructor who does not establish a 
valid claim because of this formula may provide the department with 
evidence of hours worked that exceeds the hours reported by the em- 


ployer. 


(8) Transportation network company drivers. Transportation net- 


work companie 


s should calculate and report hours that drivers work as 


passenger platform time multiplied by two. Passenger platform time 


shall have th 


same definition as in RCW 


49.46.300. 


(9) Seve 
pay. Report o 


rance pay. Do not report additional hours for severance 


nly the dollar amount paid 


to the employee. Severance pay 


is taxable because it is based on past service and compensates th m- 


ployee upon j 
( {9> )) 


ob separation. 
(10) Payment in kind. Report 


t the actual hours worked for 


performing services which are compensated only by payment in kind. 
(11) Bonuses, tips and other gratuities. Do not report 
urs for bonuses, tips or other gratuities if they are re- 


( (449+) ) 
additional ho 
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ceived by an employee who is working regular hours if bonuses, tips 
and gratuities are the only sources of compensation. 

( (+4+4++)) (12) Fractions of hours. If the employee's total number 
of hours for the quarter results in a fraction amount, round the total 
to the next higher whole number. 

((+42+)) (13) Practice, preparation, and rehearsal time. If an 
employee who is part of a performing group is paid for a performance, 
but is also required by the employer to attend practice, preparation, 
and rehearsal on an organized group basis, report the hours spent in 
the required practice, preparation, and rehearsal as well as the per- 
formance. 
( (4+48}+)) (14) On-call and standby hours. Do not report hours if 
an employee is paid for a shift of on-call or standby hours in which 
the employee was not actually called in and did not perform services. 
If the employee was called in or performed services, report the hours 
actually worked. If the employer has no records of the number of hours 
actually worked, report the duration of the shift up to eight hours 
per day. 
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WSR 23-23-146 
PERMANENT RULES 


DEPARTMENT OF LICENSING 
[Filed November 20, 2023, 1:30 p.m., effective December 21, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 308-56A-275 and 
308-93-470 to clarify the certification process and eliminate outdated 
references to “operator numbers." 
Citation of Rules Affected by this Order: Amending WAC 
308-56A-275 Certification of signature. Who may certify signatures? 
and 308-93-470 Certification of signatures. 

Statutory Authority for Adoption: RCW 46.01.110 Rule-making au- 
thority and 88.02.320 Department—Powers and duties. 

Adopted under notice filed as WSR 23-20-131 on October 4, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 2, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 2, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 20, 2023. 


Ellis Starrett 
Rules and Policy Manager 


OTS-4941.1 


AMENDATORY SECTION (Amending WSR 03-08-055, filed 3/31/03, effective 
5/1/03) 


WAC 308-56A-275 Certification of signature. Who may certify 
signatures? 

(1) Signatures must be notarized by a notary public or certified 
by an agent or subagent appointed by the director to conduct vehicle 


title and registration activities on behalf of the department. The 
certification must include the signature ((and the)), county, and of- 
fice ( (;—and eperaternumbers)) of the person certifying the signature. 


Signatures may also be certified by one of the following: 

(a) Employees authorized by the director to certify signatures. 
These employees are: 

(i) Deputy director; and 

(ii) Assistant director for vehicle services; and 

(iii) Administrator and managers of the division primarily re- 
sponsible for vehicle title and registration; and 

(iv) Persons assigned to liaison duties between the department 
and its agents and subagents; and 
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(v) Persons assigned the responsibility of accepting title and 
registration applications at the department's offices; and 

(vi) Persons assigned the responsibility for investigating vehi- 
cle dealer activities; and 

(b) Persons authorized by a Washington licensed vehicle dealer, 
if the vehicle is sold by that dealer. The certification must include 
the dealer number, signature, and title of the person certifying the 
Signature. 

(2) The person certifying the signatures shall require proof of 
identification. Approved identification includes: 

(a) Drivers license; or 

(b) Any nationally or regionally recognized government issued 
photo identification card; or 

(c) Any two of the following: 

(i) A nationally or regionally recognized credit card (signed); 

(ii) Any certificate or other document issued by a government 
agency for the purpose of establishing identity; or 

(d) Other documentation satisfactory to the department. 


OTS-4942.1 


AMENDATORY SECTION (Amending WSR 00-23-028, filed 11/7/00, effective 
12/8/00) 


WAC 308-93-470 Certification of signatures. (1) Who may certify 
or notarize vessel certificate of ownership and registration activi- 
ties on behalf of the department? Signatures must be notarized by a 
notary public or certified by agents and subagents appointed by the 
director. The certification must include the signature ( (and he)), 
county, and office ( (;—ern¢d operates saumber)) of the person certifying 
the signature. Signatures may also be certified by one of the follow- 
ing: 


(a) Employees authorized by the director to certify signatures. 
The employees are: 

(i) Deputy director; and 

(ii) Assistant director for vehicle services; and 

(iii) Administrator and managers of the division primarily re- 
sponsible for vessel title and registration; and 

(iv) Persons assigned to liaison duties between the department 
and its agents and subagents; and 

(v) Persons assigned the responsibility of accepting title and 
registration applications at the department's offices; and 

(vi) Persons assigned the responsibility for investigating vessel 
dealer activities. 

(b) Persons named on a Washington vessel dealers bond, filed with 
the department, if the vessel is sold by that licensed vessel dealer. 
The certification must include the dealer number, signature, and ti- 
tle, of the person certifying the signature. 

(2) What proof of identification must be presented to the person 
certifying the signature(s)? The person certifying the signatures 
shall require proof of identification. Approved identification in- 
cludes: 

(a) Drivers license; or 
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(b) Any signed photo identification card; or 

(c) Any two of the following: 

(i) A nationally or regionally recognized credit card (signed); 
(ii) A signed ID card issued by a city, 


government agency; 
(iii) Any certificat 


agency for the purpose of establishing identi 


Ce OYr Ol 


ther document 


county, state or federal 


issued by a government 


(d) Other documentat 
signature. 
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condition for full licensure, the licensee must complete the stated 
hours under an approved supervisor according to the conditions of this 
chapter. 


AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
7/2/20) 


WAC 246-809-110 Definitions. The following terms apply to the 
licensure of marriage and family therapists and marriage and family 
therapist associates, in WAC 246-809-100 through 246-809-140. 

(1) "Approved educational program" means: 

(a) Any college or university accredited by a national or region- 
al accrediting body recognized by the Commission on Recognition of 
Postsecondary Accreditation or its successor; or 

(b) A program accredited by the Commission on Accreditation for 
Marriage and Family Therapy Education (COAMFTE), at the time the ap- 
plicant completed the required education. 

(2) "Approved supervisor" means a licensed marriage and family 
therapist, or an equally qualified licensed mental health practition- 
er. 


(3) "Equally qualified licensed mental health practitioner" means 
a licensed mental health counselor, licensed clinical social worker, 
licensed psychologist, licensed physician practicing as a psychia- 
trist, or licensed psychiatric nurse practitioner, who has completed: 

(a) Three hundred clock hours in graduate or postgraduate mar- 
riage and family education, or continuing education in marriage and 
family therapy or supervision by an approved marriage and family 
therapist supervisor in marriage and family therapy or any combination 
of these; and 

(b) Five years of clinical practice that includes the equivalent 
of one year of clinical practice working with couples and families. 

(4) "Group supervision" means face-to-face supervision with an 
approved supervisor, involving one supervisor and no more than six li- 
censure candidates. 


(5) "Licensure candidate" means an individual who is accruing su- 
pervised clinical experience required for licensure. 
(6) "One-on-one supervision" means face-to-face supervision with 


an approved supervisor, involving one supervisor and no more than two 
licensure candidates. 


(7) "Peer" means a coworker who is not the licensure candidate's 
employer or supervisor. 
(8) "Supervised experience requirement" means experience that is 


obtained under an approved supervisor who meets the requirements de- 
scribed in WAC 246-809-134. 

(9) "Supervision of supervision" means supervision by an approved 
supervisor for the purpose of training and qualifying a license holder 
to act as an approved supervisor for purposes of chapter 18.225 RCW 
and WAC 246-809-134. 
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AMENDATORY SECTION (Amending WSR 20-12-074, filed 6/1/20, effective 
7/2/20) 


WAC 246-809-130 Supervised postgraduate experience. (1) The ex- 
perience requirements for the marriage and family therapist appli- 
cant's practice area include successful completion of a supervised ex- 
perience requirement. Applicants who have held an active marriage and 
family therapy license for the past five consecutive years or more in 
another state or territory, without a disciplinary record or disquali- 
fying criminal history, are deemed to have met the supervised experi- 

nce requirements for Washington state licensure in subsection (3) of 
this section. 

(2) In accordance with RCW 18.225.090 and 18.225.095, for appli- 
cants who can demonstrate they have practiced as a substance use dis- 
order professional for at least three years within ((#eR)) 10 years 
from the date their application for a marriage and family therapist 
license is submitted to the department, the department shall reduce 
the total required supervised hours from ((three—heu»userg)) 3,000 
hours to ( (#we—theusand seven bundred)) 2,700 hours. The requirements 
in subsection (3) (a) through (e) of this section shall apply regard- 
less of the reduction of total required hours. 

(3) ( (PRe-experiernece +ecqiirementeconsists—ef—a_mi ame Ewe 
j j j -)) Total expe- 
rience requirements include a minimum of ((three—heusargd)) 3,000 
hours to include the following: 

(a) One thousand hours of direct client contact with at least 
( (#+ve—Fundred)) 500 hours gained in diagnosing and treating couples 
and families; 

(b) At least ( (twe—-heusd*‘ed)) 200 hours of qualified supervision 
with an approved supervisor. 

(i) Of the ( (4we—hundeed)) 200 hours, ( (eRe Husdeed)) 100 hours 


must be with a licensed marriage and family therapist with at least 

five years of clinical experience; the other ((eAe—Hendeed)) 100 hours 

may be with an equally qualified licensed mental health practitioner; 
(ii) At least ( (eRe Hundeed)) 100 of the ( (4weHendred)) 200 


hours must be one-on-one supervision; and 
(iii) The remaining hours may be in one-on-one or group supervi- 


sion. 
(c) Applicants who have completed a master's program accredited 
by the Commission on Accreditation for Marriage and Family Therapy Ed- 
ucation of the American Association for Marriage and Family Therapy 
boards will be credited with ( (#+ve—Hernd+ed)) 500 hours of direct cli- 
ent contact and ( (eRe—Bhundeed)) 100 hours of qualified supervision 
with an approved supervisor; 
(d) Licensed marriage and family therapist 
are not required to have supervised postgraduat 
becoming an associate; and 
(e) Licensed marriage and family therapist associate applicants 
must declare they are working towards full licensure. 


associate applicants 
xperience prior to 
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AMENDATORY SECTION (Amending WSR 17-13-082, filed 6/16/17, effective 
7/17/17) 


WAC 246-809-210 Definitions. The following definitions apply to 
the licensure of mental health counselors and mental health counselor 
associates, in WAC 246-809-200 through 246-809-240. 
(1) "Approved educational program" means any college or universi- 
ty accredited by an accreditation body recognized by the Council for 
Higher Education Accreditation (CHEA) or United States Department of 
Education. 

(2) "Approved setting" includes facilities, agencies or private 
practice where an applicant works with individuals, families, couples 
or groups under the supervision of an approved supervisor. 

(3) "Approved supervisor" means a qualified licensed mental 
health counselor or equally qualified licensed mental health practi- 
tioner who has been licensed without restrictions for at least two 
years. 

(4) "Equally qualified licensed mental health practitioner" means 
a licensed marriage and family therapist, licensed clinical social 
worker, licensed psychologist, licensed physician practicing as a psy- 
chiatrist, or licensed psychiatric nurse practitioner. 

(5) "Group supervision" means face-to-face supervision with an 

approved supervisor, involving one supervisor and no more than six li- 
censure candidates. 
(6) "Immediate supervision" means a meeting with an approved su- 
pervisor, involving one supervisor and no more than two licensure can- 
didates. 

(7) "Licensure candidate" means an individual that is accruing 
supervised clinical experience required for licensure. 

(8) "Peer" means a co-worker who is not the licensure candidate's 
employer or supervisor. 

(9) "Supervision of supervision" means supervision by an approved 
supervisor for the purpose of training and qualifying a licensee to 
act as an approved supervisor for purposes of chapter 18.225 RCW and 
WAC 246-809-234. 


AMENDATORY SECTION (Amending WSR 17-13-082, filed 6/16/17, effective 
TALITY 


WAC 246-809-310 Definitions. The following definitions apply to 
the licensure of independent clinical and advanced social workers and 
independent clinical and advanced social work associates, in WAC 
246-809-300 through 246-809-340. 

(1) "Approved educational program" means a master's or doctoral 
educational program in social work accredited by the Council on Social 
Work Education. 

(2) "Approved supervisor" means a licensed independent clinical 
social worker (LICSW), licensed advanced social worker (LASW) (for 
LASWs only), or an equally qualified licensed mental health practi- 
tioner. 
(3) "Equally qualified licensed mental health practitioner" means 
a licensed mental health counselor, licensed marriage and family 
therapist, licensed psychologist, licensed physician practicing as a 
psychiatrist, or licensed psychiatric nurse practitioner. 
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(4) "Group supervision" means face-to-face supervision with an 
approved supervisor, involving one supervisor and no more than six li- 
censure candidates. 

(5) "Licensure candidate" means an individual that is accruing 
supervised clinical experience required for licensure. 

(6) "Nationally recognized standards" means the Educational Poli- 
cy and Accreditation Standards, revised October 2004 published by the 
Council on Social Work Education revised October 2004 or any future 
revisions. 

(7) "One-on-one supervision" means face-to-face supervision with 
an approved supervisor, involving one supervisor and one licensur 
candidate. 


(8) "Peer" means a co-worker who is not the licensure candidate's 
employer or supervisor. 
(9) "Supervision of supervision" means supervision by an approved 


supervisor for the purpose of training and qualifying a licensee to 
become an approved supervisor for purposes of chapter 18.225 RCW and 
WAC 246-809-334. 


AMENDATORY SECTION (Amending WSR 17-13-082, filed 6/16/17, effective 
FLETE) 


WAC 246-809-320 Education requirements. The following are the 
education requirements for the social worker applicant's practice 
area: 
(1) Licensed advanced social worker or licensed social worker as- 
sociate-advanced must have graduated from a master's ( (e*-dectereat) ) 
social work educational program accredited by the Council on Social 
Work Education or a social work doctorate program at a university ac- 
credited by a recognized accrediting organization. 

(2) Licensed independent clinical social worker or licensed so- 
cial worker associate-independent clinical must have graduated from a 
master's ((or—decterate)) level social work educational program ac- 
credited by the Council on Social Work Education or a social work doc- 
torate program at a university accredited by a recognized accrediting 
organization. 


AMENDATORY SECTION (Amending WSR 21-20-028, filed 9/24/21, effective 
10/25/21) 


WAC 246-809-330 Supervised postgraduate experience requirements. 
(1) Licensed advanced social worker. 

(a) Applicants who have held an active advanced social worker li- 
cense for the past five consecutive years or more in another state or 
territory, without a disciplinary record or disqualifying criminal 
history, are deemed to have met the supervised experience requirements 
for Washington state licensure in subsection (1)(c) of this section. 
(b) In accordance with RCW 18.225.090 and 18.225.095, for appli- 
cants who can demonstrate they have practiced as a substance use dis- 
order professional for at least three years within ((#e8)) 10 years 
from the date their application for an advanced social worker license 
is submitted to the department, the department shall reduce the total 
required supervised hours from ( (€heee—theusand ewe hundred) ) 3,200 
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(4) Licensed social worker associate-advanced and licensed social 
worker associate-independent clinical applicants must declare they ar 
working toward full licensure. 


AMENDATORY SECTION (Amending WSR 17-13-082, filed 6/16/17, effective 
TALLITLET) 


WAC 246-809-610 Eligible continuing education activities. (1) 
The continuing education (CE) program or course for licensed counse- 
lors and associates must: 

(a) Be relevant to the profession; and 

(b) Contribute to the advancement, extension and enhancement of 
their professional competence. 

(2) Courses or workshops primarily designed to increase practice 
income or office efficiency are not eligible for CE credit. 

(3) Acceptable CE courses (including distance learning), semi- 
nars, workshops and postgraduate institutes are those which are: 

(a) Programs having a featured instructor, speaker(s) or panel 
approved by an industry-recognized local, state, national, interna- 
tional organization or institution of higher learning; or 
(b) Distance learning programs, approved by an industry-recog- 
nized local, state, national or international organization or institu- 
tion of higher learning. These programs must require tests of compre- 
hension upon completion. ((B j j 


=)) 
(4) Training programs sponsored by the agency where a licensed 
counselor or associate is employed are acceptable but are limited to 
( (Ewernty-stx)) 26 hours per reporting period. 
(5) Other learning experience, such as serving on a panel, board 
or council, community service, research, peer consultation, or pub- 
lishing articles for professional publications are acceptable but are 
limited to six hours per reporting period. 


AMENDATORY SECTION (Amending WSR 21-09-037, filed 4/13/21, effective 
5/14/21) 


WAC 246-809-630 Continuing education requirements. (1) An asso- 
ciate must complete ((e+eRteern)) 18 hours of continuing education as 
required in WAC 246-809-632. 

(2) Licensed social worker associate advanced and licensed social 
worker associate independent clinical must complete six hours of sui- 
cide assessment, treatment, and management CE as required in WAC 
246-809-632. 

(3) A licensed counselor must complete ((thisty—s+*)) 36 hours of 
continuing education (CE) every two years. 

(a) At least six of the ( (¢hi*+ty;-six<)) 36 hours must be in pro- 
fessional ethics and law, which may include topics under RCW 
18.130.180. 

(b) All licensed counselors must complete a minimum of two hours 
in health equity continuing education training every four years. The 
training content must be consistent with requirements established in 
WAC 246-12-830. 
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(c) Beginning January 1, 2014, at least once every six years a 
licensed marriage and family therapist, licensed mental health counse- 
lor, and licensed social worker must complete at least six hours of 
training in suicide assessment, treatment, and management. 

(i) The first training must be completed during the first full CE 
reporting period after January 1, 2014, or the first full CE period 
after initial licensure, whichever occurs later. 

(ii) Beginning July 1, 2017, a qualifying suicide prevention 
training must be selected from the department's model list, as re- 
quired in WAC 246-809-615. 

(iii) Beginning July 1, 2021, a subsequent qualifying training 
must be selected from the department's model list, as required in WAC 
246-809-615. 

(iv) The hours spent 
treatment, and management 
hours of CE. 

(v) An individual applying for initial licensure as a licensed 
marriage and family therapist, licensed mental health counselor, or 
licensed social worker on or after January 1, 2014, may delay comple- 
tion of the first training required for six years after initial licen- 
sure if he or she can demonstrate completion of six hours of training 
in suicide assessment, treatment, and management that: 

(A) Was completed no more than six years prior to the application 
for initial licensure; and 

(B) Meets the qualifications listed in WAC 246-809-615. 


completing training in suicide assessment, 


count toward the total ((thisty—s+*)) 36 


AMENDATORY SECTION (Amending WSR 21-09-037, filed 4/13/21, effective 
5/14/21) 


WAC 246-809-632 Licensed associate continuing education. (1) 
All licensed associates must complete a total of ((et+ehEeer)) 18 hours 
of continuing education (CE) every year in order to renew their li- 
cense. The CEs must be completed in accordance with this chapter. An 
associate must attest to completing the CE every year during the re- 
newal. 
(2) Professional ethics and law CE for all licensed associates. 
All licensed associates must include six hours of CE in professional 
ethics and law every two years. The associates must attest to complet- 
ing the CE during the second renewal, fourth renewal, and sixth renew- 
al. These six CE hours maybe completed anytime within the two-year pe- 
riod before each of these renewals. The six hours may contribute to 
the total ((eteRteen)) 18 hours of CE for the year in which the CE was 
completed. 
(3) All licensed associates must complete a minimum of two hours 
in health equity continuing education training every four years. The 
training content must be consistent with requirements established in 
WAC 246-12-830. 

(4) Suicide assessment, treatment, and management CE only for li- 
censed social worker associate advanced and licensed social worker as- 
sociate independent clinical. 

(a) Licensed social worker associate advanced and licensed social 
worker associate independent clinical must complete: 

(i) Six hours of suicide assessment, treatment, and management CE 
after initial licensure and before the first renewal in accordance 
with WAC 246-809-615 and 246-809-630; and 
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(ii) Six hours of subsequent training per WAC 246-809-615 and 
246-809-630 in the following six-year period. 
(b) The licensed social worker associate advanced and licensed 


social worker associat 


independent clinical may delay completing the 


first training if he or she can demonstrate completion of the training 
no more than six years before gaining their initial license. 


(c) The hours spent completing training in suicide assessment, 


treatment, and management count toward the total ((et+ehEeer)) 18 hours 


of CE. 


Between Firstand Second Renewal | +8HeursTotal 4+8-Heurs-Fotal 
3 ; - of whiel bei ossional 
ethies-andtawawhieh maybe ethies-andtawawhieh maybe 
ebtained-anytimewithin2 years ebtained-_anytime within 2 years 
Between-Second-and-Fhird Renewal | +8-Hours-Total 48 Hours-Fetat 
Between-Fhird and fourth Renewal | +8HeursTetat 4+8-Hoeurs-Fetat 
f Sof whiel bei ossional 
ethies-andtawawhieh maybe ethies-andtawawhieh maybe 
ebtained-anytime-within2 years ebtained-anytime within 2 years 
Between Fourthand Fifth Renewal | +8-HeursTetat 4+8-Hoeurs-Fetat 
Between-Fifth and Sixth Renewal +8 Heurs-Fetal +8 -Heuts-Fotal 
: ; - ofawhiel bei ossional 
ethics and law whieh may be ethics and law whieh may be 
beferethe-CE due-date beferethe-CE -due-date)) 


AMENDATORY SECTION (Amending WSR 02-11-108, filed 5/20/02, effective 


6/20/02) 


WAC 246-809-650 ( (Hew—-de—IEdecument—-my—courses?)) Coursework 
documentation. Acceptable documentation for all licenses under this 
chapter shall include transcripts, letters from course instructors, 
certificate of completion, or other formal certification, as required 
in chapter 246-12 WAC ( (;—Part—)). 
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AMENDATORY SECTION (Amending WSR 17-13-082, filed 6/16/17, effective 
7/17/17) 


WAC 246-809-730 Retired active credential. (1) To obtain a re- 

tired active license a licensed counselor must comply with chapter 
246-12 WAC ( (7 Pert—)). 
(2) A licensed counselor with a retired active license may prac- 
tice no more than ((AiRet¥)) 90 days each year in Washington, or prac- 
tice only in emergency circumstances such as earthquakes, floods, time 
of declared war or other states of emergency; and 

(3) A licensed counselor with a retired active license must renew 
yearly on their birthday, and must report ((e+ehtEeen)) 18 hours of 
continuing education including six hours in professional ethics and 
law as required under WAC 246-809-630 every two years. 
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[Filed November 21, 2023, 8:42 a.m., effective January 1, 2024] 


Effective Date of Rule: January 1, 2024 


Purpose: 
rule writing to ensure st 


Classificat 


tion development's goal is to implement clear 
taff and customers can easily understand and 
apply the workers' compensation insurance classification and reporting 


rules. Classification development studied some subclassifications for 


potential reduction in number and reviewed classification and report- 


ing rules for improvement 
The purpose of this rule making is not to make substantive 


and clarification. 


changes to how employers are classified and amendments will not in- 
crease employer rates. 


As part of this rule making, 


tries (L&I) 


the department of labor and indus- 
also reviewed these chapters for need, clarity, and con- 


sistency to make changes where possible to reduce the regulatory bur- 


den on employers insured with 


the state fund. 


L&I is required by law to establish and maintain a workers' com- 


pensation classification plan that classifies all occupations or in- 
their degree of hazard and in a manner 
urance principles (RCW 51.16.035). We 
tions to increase ease of reporting, and 
tent and equitable treatment to businesses. 

L&I is updating the trucking 
recommendations from a 


dustries in accordance with 
consistent with recognized ins 
are amending some classifica 
ensure consist 

Also as a part of this rule making, 
assification rules based on 


L workgroup. These updates clarify L&I's practice of 


reporting and cl 
cross-divisional] 


determining interstate or intrastate trucking based on where the driv- 


er drives rather than the location of 
L&I is changing the word "servant" to "worker" in Classi- 
ts/home care assistance employed in or 


Lastly, 


fication 6510 
about the privat 


Domestic servant 
residenc 


of a home owner, 


the load being hauled. 


as "worker" is amore re- 


spectful term. We've had requests from industry to change this lan- 

guage. We look forward to any opportunity in 

51.12.020 to make the same improvement. 
Adopted 


amendments include: 


the future to update RCW 


WAC Numbers WAC Description What Changed Reason for Change 
296-17-31004 Coverage Added reference to licensed | Alignment with SB 5088 from the 2023 
requirements plumbing contractors where legislative session. Plumbing contractors 


appropriate. 


were previously registered contractors under 
chapter 18.27 RCW, but they are now 
licensed plumbing contractors under chapter 
18.106 RCW. 


296-17-31014 


Farming and 
agriculture 


Updated reporting rule for 
the farm internship program 


L&I updated this rule to implement SSB 
5156. 2023's SSB 5156 changed the farm 


based on changes in 2023 internship program from a pilot to a 
legislation. permanent program. Some of the qualifying 
requirements that appear in our reporting 
tule changed in the new law. 
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WAC Numbers 


WAC Description 


What Changed 


Reason for Change 


296-17-35203 


296-17A-1102 


Special reporting 
instruction 


Trucking 


e Changed terms 
establishments and firms to 
businesses. 

e Changed formatting so that 
each subclass has a full 
description of its scope. 

e Updated definitions of 
interstate truck driving and 
intrastate truck driving. 

e Added common duties and 
goods hauled to scopes 
descriptions. 

e Clarified that any workers 
that ride in the truck along 
with the driver are included 
in the scope of classification 
1102. 

e Clarified that classification 
1102 includes driving the 
truck while the vehicle isn't 
carrying a load. 

e Clarified classification 
exclusions. 

e Added note that references 
WAC 296-17-31015 General 
inclusions. 

e Removed note that caused 
confusion about application 
of classification 5206 with 
1102: All hours for workers 
who spend any time driving 
or riding in trucks for 
businesses subject to this 
classification must be 
reported in classification 
1102. 

o A worker who is 
sometimes a driver can work 
an entire shift in the yard or 
shop and have those hours 
correctly reported in 
classification 5206-80. 


A small workgroup, with representatives 
from employer services, field audit, and firm 
appeals, was asked to update this WAC to 
clarify L&I's practice of determining 
interstate or intrastate trucking based on 
where the driver drives rather than the 
location of the load being hauled. 

The group also made updates to improve 
clarity and formatting. 


296-17A-2903 


Wood boat: 
Manufacturing, 
repair, or refinish 


Removed "repairing" an 
exclusion in 2903-28. 


Correcting error from a 2016 reformatting of 
Classification 2903-28 that had added "or 
repairing" to the exclusion for manufacture 
of fiberglass boats. Repair is not included in 
the manufacture of fiberglass boats 
classification. 


296-17A-5301 


Accounting or 
bookkeeping services 


Added "or interpreter" to 
subclassification 5301-21 
Word processing, secretarial, 
or tutoring. 


Documenting L&l's practice of classifying 
interpreter service businesses in 
subclassification 5301-21 Word processing, 
secretarial, or tutoring. 


296-17A-6121 


Acute care hospitals - 
Without a fully 
implemented safe 
patient handling 
program (to be 
assigned only by the 
hospital underwriter) 


Removed direction that this 
classification can only be 
assigned by the hospital 
underwriter. 


L&I no longer has a hospital underwriter. 
This classification may be assigned by any 
underwriter. 


296-17A-6411 


Stores 


Replaced "marijuana" with 
"cannabis." 


Cannabis, rather than marijuana, is the word 
used by the liquor and cannabis board 
(LCB). Changing to align with LCB. We 
will update staff advisements. 
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WAC Numbers 


WAC Description 


What Changed 


Reason for Change 


296-17A-6504 


Thrift stores operated 
by charitable or other 
nonprofit 
organizations 


Added "Applies to:" to 
subclass 01. 


Correct typographical error. This was 
overlooked when reformatting last year. 


296-17A-6510 


Domestic servants/ 
home care assistants 
employed in or about 
the private residence 
of a home owner 


Changed the word "servants" 
to "workers." Domestic 
workers rather than domestic 
servants. 

Reformatted rule. 


The word "workers" is more respectful than 
the word "servants." L&I received requests 
from the industry to change this language. 
We hope in the future to have the 
opportunity to update RCW 51.12.020 to 
make the same improvement. 

Reformatted to comply with current 
standardized format. 


296-17A-0601 


296-17A-1303 


296-17A-1801 


296-17A-3602 


296-17A-4305 


296-17A-5108 


Electrical wiring in 
buildings; electrical 
wiring, N.O.C.; 
permanent flood 
lighting: Installation 


Telecommunication 
service providers— 
All other employees, 
N.O.C. 


Lead smelting, 
sintering, or refining; 
calcium carbide 
manufacturing 


Electrical, telegraph 
or radio component, 
telephone set: 
Manufacture, 
assembly, or repair 


Garbage works or 
landfill: Reduction or 
incineration 


Cable or wire rope: 
Drawing and 
manufacturing 


Reduced the number of 
subclassifications and 
reformatted rules. 


L&I combined subclassifications as part of 
our plan to reduce the overall number of 
subclassifications in the classification plan 
to ease administrative burden for customers 
and staff. 

Some reasons for collapsing: 

e Low number of employers/hours reporting 
in subclassification (low credibility from 
actuarial view) 

e Subclassification does not represent 
separate risks from overall risk classification 
e Low loss data 

e No longer need to track these 
subclassifications separately 

If the format of these rules was a barrier to 
clarity, they were reformatted to make them 
easier to understand, apply, and follow. 
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WAC Numbers WAC Description What Changed Reason for Change 
296-17A-0103 Drilling or blasting: Reformatted to comply with | Reformatted classifications to reflect 
N.O.C. current standardized format. standardized format established in 2019 for 


296-17A-0104 
296-17A-0105 


296-17A-0106 


296-17A-0107 


296-17A-0112 


296-17A-0210 


296-17A-0212 


296-17A-0214 


296-17A-0217 


296-17A-0301 


296-17A-0303 


296-17A-0504 


296-17A-0511 


296-17A-0519 


296-17A-0602 


Certified on 


Dredging, N.O.C. 


Fence erection or 
repair: N.O.C.; 
parking meter 
installation; and 
placement of wire 
mesh on slopes for 
slope protection 


Tree care and 
pruning services, 
N.O.C. 


Utility line and 
pipelaying 
construction, 
underground, N.O.C. 


Commercial 
production of sand, 


gravel, clay and stone 


products 


Asphalt paving or 
surfacing: Highway, 
street, or roadway 


Asphalt paving or 
surfacing, N.O.C. 


Concrete paving and 
repaving: Highways, 
streets, or roadways, 
N.O.C. 


Concrete flatwork - 
Construction and/or 
repair: N.O.C. 


Lawn type sprinkler 
systems: Installation, 
service, or repair 


Plastering, stuccoing, 
and lathing buildings, 
N.O.C, 


Waterproofing, 
N.O.C.: Buildings or 
structures 


Glass installation in 
buildings 


Sheet metal work in 
building construction 
N.O.C. 


Elevators or elevator 
door bucks: 
Installation, service, 
and/or repair 


11/30/2023 


Reformatted the rule so that 
subclassifications are 
expanded with the 
appropriate information 
rather than title only. 


[ 320 ] 


easier readability. In addition, some of our 
classifications were formatted so that they 
were only identified by title rather than 
having narrative. This caused some 
confusion for staff and they requested we 
update the classifications so that every 
subclassification provides all the 
information, rather than title only. 
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WAC Numbers 


WAC Description 


What Changed 


Reason for Change 


296-17A-0701 


296-17A-1004 


296-17A-1005 


296-17A-1006 


296-17A-1103 


296-17A-1104 


296-17A-1105 
296-17A-1701 


296-17A-1702 


296-17A-1703 


296-17A-1704 


296-17A-2203 


296-17A-3101 


296-17A-3405 


296-17A-5209 


296-17A-6107 


296-17A-6206 
296-17A-6410 


New dam 
construction: All 
operations in dam 
site area 


Log storage and log 
sorting yards 


Shake and/or shingle 
mills 


Land surveying 
services, N.O.C. 


Coal and solid fuel 
dealers - Yard 
operations 


Auto or truck 
wrecking or 
dismantling 


Septic tank pumping 


Ore reduction, by wet 
or dry process 
without application 
of heat at mine 


Coal mines and 
mines N.O.C., 
underground; coke 
ovens 


Open cut mining - 
All types; placer or 
hydraulic mining 


Quarries, N.O.C. 


Laundries - 
Commercial or 
industrial: N.O.C. 


Ready mix concrete 
dealers 


Precision machined 
parts and products, 
N.O.C.: 
Manufacturing 


Boiler or tank 
construction 


Veterinary hospitals 
or clinics 


Golf courses, N.O.C. 


Janitorial supply 
dealers 
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WAC Numbers WAC Description 


What Changed 


Reason for Change 


296-17A-6502 Banks; credit unions; 
savings and loan 
associations 
296-17A-6503 Labor unions or 
employee 
representative 
associations 
296-17A-6512 Home care services/ 
consumer directed 
employer program 


296-17A-6601 Detective agencies 


296-17A-6704 Parking lot 
operations 

296-17A-6706 Athletic teams: 
Operations and 
facilities 

296-17A-6907 Household 


furnishings moving 
and storage 
296-17A-6908 Lightweight paper 
products, N.O.C.: 
Manufacturing 
296-17A-7308 Animal shelters or 
services, dog pounds 
and humane societies 


296-17A-7100 Exempt limited 
liability company 


members, N.O.C. 


Clarified that corporate 
officers with optional 
coverage engaged 
exclusively in outside sales 
is to be reported in 6303. 


Corrected an oversight from a previous 
reformatting that changed meaning and 
consistency in classifications 7100 and 
7101. 


296-17A-7101 Corporate officers, 


Clarified that LLC members 
with optional coverage 
reporting in 6303 meet the 
standard exception 
requirements for 
classification 6303 in WAC 
296-17-31018. 


Added reference to reporting rule to align 
with same language in classification 7101. 


Citation of Rules Affected by this Order: Amending WAC 
296-17-31004, 296-17-31014, 296-17-35203, 296-17A-0103, 296-17A-0104 
296-17A-0105, 296-17A-0106, 296-17A-0107, 296-17A-0112, 296-17A-0210 
296-17A-0212, 296-17A-0214, 296-17A-0217, 296-17A-0301, 296-17A-0303 
296-17A-0504, 296-17A-0511, 296-17A-0519, 296-17A-0601, 296-17A-0602 
296-17A-0701, 296-17A-1004, 296-17A-1005, 296-17A-1006, 296-17A-1102 
296-17A-1103, 296-17A-1104, 296-17A-1105, 296-17A-1303, 296-17A-1701 
296-17A-1702, 296-17A-1703, 296-17A-1704, 296-17A-1801, 296-17A-2203 
296-17A-2903, 296-17A-3101, 296-17A-3405, 296-17A-3602, 296-17A-4305 
296-17A-5108, 296-17A-5209, 296-17A-5301, 296-17A-6107, 296-17A-612]1 
296-17A-6206, 296-17A-6410, 296-17A-6411, 296-17A-6502, 296-17A-6503 
296-17A-6504, 296-17A-6510, 296-17A-6512, 296-17A-6601, 296-17A-6704 
296-17A-6706, 296-17A-6907, 296-17A-6908, 296-17A-7100, 296-17A-7101 
and 296-17A-7308:. 

Statutory Authority for Adoption: RCW 51.04.020 and 51.16.035. 


Adopted under notice filed as WSR 23-17-144 on August 22, 
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Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 2, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 59, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 61, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 21, 2023. 


Joel Sacks 
Director 


OTS-4537.2 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17-31004 Coverage requirements. (1) I own a business. 
Am I required to have workers' compensation insurance coverage for my 
employees? Nearly every employer doing business in the state of Wash- 
ington is required to have workers' compensation insurance for his/her 
employees. Washington law (RCW 51.12.020) does exempt certain types of 
employment from coverage. If you employ only individuals who are ex- 
cluded from mandatory workers' compensation insurance coverage, you 
are not required to have workers' compensation insurance coverage. 

(2) I hire contractors to perform work for me. Do I need to be 
concerned about premiums on their work? Yes. There are two ways you 
may be liable for premiums on the work they do. 

First, they may be "workers" for whom you are required to report 
and pay premiums. The law defines worker to include both your employ- 
ees and independent contractors you hire, when th ssence of the con- 
tract is personal labor. See RCW 51.08.070, 51.08.180, 51.08.181, and 
51.08.195 for more guidance about when independent contractors will be 
considered workers. 

Second, the Industrial Insurance Act imposes premium liability on 
anyone who contracts with another to have work performed. Even if the 
contractor you hire is not your worker (for example, if the contractor 
uses one or more workers on the job), you could be liable for their 
premiums if they fail to pay. 

(3) Is there any way for me to protect myself from being held li- 
able for premiums owed by construction contractors I hire? Yes, if you 
are a registered construction contractor or licensed electrical or 
plumbing contractor, and you hire a registered construction contractor 
or a licensed electrical or plumbing contractor to do construction 
work that requires licensing or registration, you can protect yourself 
from being found liable for the premiums on the work that contractor 
does for you if: 
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(a) They have a principal place of business eligible for IRS de- 
duction; 

(b) They keep books and records that reflect all items of income 
and all expenses of the business; and 

(c) You have verified that they have an industrial insurance ac- 
count in good standing, or are a self-insured employer approved by the 
department. 

(4) What does "in good standing" mean? For someone's account to 
be in good standing, they must: 

(a) Be registered with the department of labor and industries for 
industrial insurance coverage with the state fund; 

(b) Have a certificate of coverage, also known as a liability 
certificate, that has not been revoked or canceled; 

(c) Have submitted all reports and supplements required by the 
department within the past year; and 

(d) Be current with all payments due to the state fund, or are 
current with an approved written payment agreement with the department 
regarding all unpaid amounts due the state fund. 

(5) How do I know that someone's account is considered to be "in 
good standing"? You can find out whether someone's account is in good 
standing by visiting the department's website or calling your account 
manager. If the account is in good standing, the website will state 
"account is current." 

(6) I use the same subcontractors over and over. Do I have to 
verify that they have an industrial insurance account in good standing 
every time I use them? No. In RCW 51.12.070 protection for construc- 
tion contractors only requires that you have confirmed a subcontrac- 
tor's account within a year prior to letting a contract. When you 
check out your subcontractors on the department's website or by call- 
ing your account manager, a confirmation number will be provided as 
proof you checked them out. This confirmation number is valid for one 
year from the time it is issued. 

If you are notified by the department of labor and industries 
that a subcontractor's account is no longer in good standing, you may 
be liable for their industrial insurance premiums from the date of no- 
tification forward. 

(7) Can I, as a construction contractor, be held liable if I ver- 
ify that the accounts of construction contractors I hire are in good 
standing, but they fail to confirm the accounts of the construction 
subcontractors they hire? No. If you make sure you and your construc- 
tion subcontractors meet the requirements of RCW 51.12.070, you cannot 
be held liable if they fail to make sure their construction subcon- 
tractors meet the requirements. 


AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-17-31014 Farming and agriculture. (1) What is the clas- 
sification approach for farming? 

We classify farming and agricultural operations by the type of 
crop or livestock raised. Farmers and ranchers often have several ba- 
sic classifications assigned to their account covering various types 
of crops or livestock. 
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Note: If we assign multiple classifications to your farm or agriculture business, take special care in maintaining the records required in the auditing 
and recordkeeping section of WAC 296-17-35201 Recordkeeping and retention. If you fail to keep the required records, we will assign all 
worker hours for which the records were not maintained to the highest-rated classification applicable to your business or the highest-rated 
classification a worker was exposed to. 


(2) Who do the farming and agriculture rules apply to? 

If we assign one or more of the following classifications to your 
business, this rule applies to you: 4802, 4803, 4804, 4805, 4808, 
4809, 4810, 4811, 4812, 4813, 7301, 7302, and 7307. 

(3) If I am involved in diversified farming, can I still have one 
classification assigned to my account to cover all of the farming I am 
involved in? 

Yes, you can request assignment of a single classification to 
cover all of your farming operations by contacting your account manag- 
er. 


(4) How will the department determine what single farming classi- 
fication will be assigned to my business? 

The approach used to assign a single classification to a farming 
business is similar to that used for construction contractors. We pro- 
rate based on the information you provide. We need you to estimate the 
number of hours to be worked by your employees by type of crop or 
livestock being cared for. We use this information to estimate the 
premium which would be paid using multiple classifications. The total 
premium is then divided by the total estimated hours to produce an 
average rate per hour. We then select the classification assigned to 
your business which carries the hourly premium rate which is the clos- 
est to the average rate determined by your estimated hours. However, 
classification 4806 is not to be assigned to any grower as the single 
farming classification. See WAC 296-17A-4806. 

Note: See WAC 296-17-31013(4) for an example how single classifications are determined. 


(5) How will I know what single farming classification you have 
assigned to my business? 

We will send you a written notice of the basic classification 
that will apply to your entire operation. 

(6) If I requested a single classification for my farming opera- 
tion, can I change my mind and use multiple classifications? 

Yes, but let your account manager know you decided against using 
the single classification and will report the work by type of crop or 
livestock. This will avoid any potential confusion if you are audited. 

(7) I have workers who do not use or operate any tools or equip- 
ment; can I classify these workers separately? 

The special exception classification 4806 is available to farms 
classified in 4802 or 4803. It is limited to harvesting operations 
where all of the workers pick or harvest by hand without the use of 
any: 


e Cutting tools, such as knives or clippers; 

e Machinery; 

e Ladders, climbing equipment, or stools. 

(8) What is a farm labor contractor? 

A farm labor contractor is a specialty contractor who supplies 
laborers to a farm operation for specified services such as weeding, 
planting, irrigating, and fertilizing. Generally, work involves manual 
labor tasks as opposed to machine operations. 

(9) I am a farm labor contractor. How is my business classified? 

If you are supplying only laborers to a farm, we will assign the 
same classification given to the farm for the work performed. However, 
if you supply both machine operators and the machinery to a farm, the 
machine operators are assigned to classification 4808-11, Custom farm 
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services by contractor, since machinery work carries the same hazard 
regardless of the crop. 
10) Farm internship ((pitet—-prejeet)) program. Who may partici- 
pate in the farm internship ( (pilot _preject_established by) ) program 
in RCW 49.12.470? 

Small qualifying farms ( (with -eanavet seates—eof tess—_than $250,660 


pexr_yeaxlocatecdin_eestarn quail fyi re—eoupettes_—as_stdernt fied by RCW 
49-47-4706) ) who meet the requirements in RCW 49.12.470 receive a spe- 
cial certification from the department ( (mey)) to have three or less 
farm interns. (( 
terns—)) Farm internship ( (p¥eseee)) program risk classifications are: 
WAC 296-17A-4814, 296-17A-4815, and 296-17A-4816. The farm internship 
( (p¥esect)) program is administered by the employment standards divi- 
sion of L&I. 


~ 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17-35203 Special reporting instruction. (1) Professio- 
nal and semiprofessional athletic teams. Athletes assigned and under 
contract to a Washington-domiciled sports team are mandatorily covered 
by Washington industrial insurance. Athletes assigned to a Washington- 
domiciled sports team but under contract with a parent team domiciled 
outside of the state are mandatorily covered by Washington industrial 
insurance unless the player is eligible for coverage in another state, 
and there is a valid coverage agreement as described below. 

A player is eligible for coverage in another state only when both 
the player and the employer agree in writing that the employment is 
principally localized in that state. 
Example: If the Washington-based team is a part of a league with 
teams in only Washington, Oregon, and Idaho, the player and the em- 
ployer can agree to any of those three states to provide coverage. 
However, they cannot agree to be under California coverage since Cali- 
fornia doesn't qualify as a state in which the player competes in reg- 
ularly scheduled games. 

(a) Upon request, the department will provide forms to the owners 
of professional and semiprofessional sports teams for entering into 
agreements for both the sport player and the sport team. These agree- 
ments are referred to as "coverage agreements." Unless coverage is re- 
fused in the alternative state, the coverage agreement will determine 
the worker's home state for workers' compensation coverage. 

(b) When a sport team and a player agree to workers' compensation 
coverage in another state, the following rules apply: 

Sport player coverage agreement: 

(i) A sport player coverage agreement must be signed by the team 
(employer) and each individual player (worker) covered out-of-state. 
Workers' compensation premiums for any work performed by the player 
before the agreement was signed must be paid to the department. To be 
valid, an agreement must be: 

e Signed by both parties, dated, and show the name of the state 
where coverage is provided. 

e Agree that the player's employment is principally located in 
that state. 
e Kept as part of the employer's records for at least three years 
after the player is released from the team. 


Certified on 11/30/2023 [ 326 ] WSR Issue 23-23 - Permanent 


player coverag 


(ii) 


Washington State Register, 


agr 


the department copies of a sport player coverag 


quested are considered not to have 
required and all premiums and penal 


wi 


ap 


er 
er 
ag 
ag 


ll apply. 
(iii) 


If the employers' 
er rejects an injury claim because 
the employer is considered not 


Issue 23-23 


WSR 23-23-155 


The employer must provide the department a copy of a sport 
ment when requested. Employers who do not provide 


ment when re- 


out-of-state workers' 


agr 


secured payment of compensation as 
ties allowed for 


in Title 51 RCW 


compensation insur- 


the player is a Washington worker, 
to have secured payment of compensation 


as required and all premium and penalties allowed for in Title 51 RCW 
ply. 
Sport team coverage agreement: 
(c) A sport team coverage agreement must be signed by the employ- 
(team) and the qualifying out-of-state workers' compensation insur- 
. Workers’ compensation premiums for work performed before th 
reement was signed must be paid to the department. To be valid, an 
reement must: 
e Be signed by both parties, dated, and show the name of the 


st 


th 


ate where coverag 
e Specify 

at state. 
e Specify 


based in Washington. 


and industries 


ton players prior to the dat 
year's current sport 


(d) 


Premium 


The sport team coverag 

Copies of the agreement along wit 
of-state insurance policy must be submi 
very year the out- 


is provided. 


agr 


of-sta 


that the team's players are principally localized in 
the insurer agreeing to provide coverage for a team 


ment must be signed annually. 

th a current copy of the team's out- 
ted to the department of labor 
te coverage is provided. 


payments are required for any work performed by Washing- 


state coverage. 


emp 


ag 
IE 
sh 


ce 
sh 
st 
wh 


(2) 


under th 


lectiv 


Y 


or 


a 
a 


en applying the st 


sessed for a month will be 


sh 
su 


(3) 
all apply 
bsection d 


Special trucking industry rules. 
trucking indusi 


to all 
oes not apply 


ts teams' 


adopt 


coverage agr 


Excluded employments. Any employer having any person in 
loy excluded from industrial insurance whose application for cover- 
tion provisions of RCW 51.12 
of RCW 51.12.095 or 51.32.030 has been accepted by 
all report and pay premium on the actual hours 
person who is paid on an hourly, 
profit or piece basis; 
for any such person paid on 
event records disclosing ac 
employer for any person paid on an hourly, 
ntage of profits or piece basis, 


salaried, part 


( (one-hundred sit ¥) ) 


( (eRe—hundred-sisct¥) ) 


the department receives copies of any 
ment and proof of out-of- 


their 


-110 or author- 


a salary basis employed full 
tual hours worked are not maint 
salaried, part time, 
the worker hours of such person 

ll be determined by dividing the gross wages of such person by the 
te minimum wage for the purpose of premium calculation. 
tate minimum wage the maximum 


The foll 
try employers as applicable. 
to workers working for trucking industry em- 


the director 
worked for each su 
time, percentage of 
160 hours per month 
time. In the 
tained by the 
per- 


ch 


However, 
number of hours as- 
160. 

owing subsection 
This 


ployers when those workers 


are not included in the scope of classifi- 


Ca 


tion 1102. 


ing as an int 


in 
Wa 


(a) Ins 


urance liabilit 


ty. 


trastate carrier or a combined in 
carrier or with any workers engaged in intras 


Every trucking indusi 


try employer operat- 


trasta 


te and interstate 


tate 


truck driving must 


sure their 


workers' 


shington s 


Certified on 11/30/2023 


tate fund or be self-insured with 


compensation insurance liability through the 


[ 327 ] 


the s 


WSR Issue 23-23 


tate of Washington. 


- Permanent 


Washington State Register, Issue 23-23 WSR 23-23-155 


Washington employers operating exclusively in interstate or for- 
eign commerce or any combination of interstate and foreign commerce 
must insure their workers' compensation insurance liability for their 


Washington ( (empeteyees—with the Weshingten state — fund, beset t-isured 


-)) workers: 


e With the Washington state fund; or 

e Be self-insured with the state of Washington; or 

e Provide workers' compensation insurance, that does not exclude 
Washington, for their Washington workers under the laws of another 
state when such other state law provides for such coverage. 
Interstate or foreign commerce trucking employers who insure 
their workers' compensation insurance liability under the laws of an- 
other state must provide the department with copies of their current 
policy and applicable endorsements upon request. 

Employers who elect to insure their workers' compensation insur- 
ance liability under the laws of another state and who fail to provide 
updated policy information when requested to do so will be declared an 
unregistered employer and subject to all the penalties contained in 
Title 51 RCW. 
(b) Reporting. Trucking industry employers insuring their work- 


ers' compensation insurance liability with the Washington state fund 
shall keep and preserve all original time records/books including sup- 
porting information from drivers' logs for a period of three calendar 


years plus three months. 

Employers are to report actual hours worked, including time spent 
loading and unloading trucks, for each driver in their employ. For 
purposes of this section, actual hours worked does not include time 
spent during lunch or rest periods or overnight lodging. 

Failure of employers to keep accurate records of actual hours 
worked by their ((empeteyees)) workers will result in the department 
estimating work hours by dividing gross payroll wages by the state 
minimum wage for each worker for whom records were not kept. However, 
in no case will the estimated or actual hours to be reported exceed 


( (f+ve—Bund+eecd twernty)) 520 hours per calendar quarter for each work- 


er. 


(c) Exclusions. Trucking industry employers meeting all of the 
following conditions are exempted from mandatory coverage. 

(i) Must b ngaged exclusively in interstate or foreign com- 
merce. 

(ii) Must have elected to cover their Washington workers on a 
voluntary basis under the Washington state fund and must have elected 
such coverage in writing on forms provided by the department. 

(iii) After having elected coverage, withdrew such coverage in 
writing to the department on or before January 2, 1987. 

If all the conditions set forth in (i), (ii), and (iii) of this 
subsection have not been met, employers must insure their workers' 
compensation insurance liability with the Washington state fund or un- 
der the laws of another state. 

(d) Definitions. For purposes of interpretation of RCW 
51.12.095(1) and administration of this section, the following terms 
shall have the meanings given below: 

(i) "Agents" means individuals hired to perform services for the 
interstate or foreign commerce carrier that are intended to be carried 
out by the individual and not contracted out to others but does not 
include owner operators as defined in RCW 51.12.095(1). 
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(ii) "Contacts" means locations at which freight, merchandise, or 
goods are picked up or dropped off within the boundaries of this 
state. 
(iii) "Doing business" means having any terminals, agents or con- 
tacts within the boundaries of this state. 


(iv) "Employees" means the same as the term "worker" as contained 
in RCW 51.08.180. 

(v) "Interstate carrier" means a carrier that hires drivers en- 
gaged in interstate trucking. 

(vi) “Interstate truck driving" is operating a truck hauling 
goods either to or from an out-of-state destination. 

(vii) “Intrastate carrier" means a carrier that hires drivers en- 
gaged in intrastate trucking. 

(viii) “Intrastate truck driving" is operating a truck hauling 


goods between locations within the boundaries of Washington state. In- 
trastate truck driving includes when the origin or destination of the 
load is out-of-state but the driver does not continue out-of-state 

with the load. 

For purposes of this section the content of the load or the exis- 
tence of any actual load is not material, so long as the driver is en- 
gaged in work for the employer. 

(ix) "Terminals" means a physical location wherein the business 
activities (operations) of the trucking company are conducted on a 
routine basis. Terminals will generally include loading or shipping 
docks, warehouse space, dispatch offices and may also include adminis- 
trative offices. 
( (4e++)) (x) "Washington" shall be used to limit the scope of the 
term "((empteyees)) worker." When used with the term "( (empteyescs) ) 
worker" it will require the following test for benefit purposes (all 
conditions must be met). 

e The individual must be hired in Washington or must have been 
transferred to Washington; and 

e The individual must perform some work in Washington (i.e., 
driving, loading, or unloading trucks). 

(4) Forest, range, or timber land services—Industry rule. Wash- 
ington law (RCW 51.48.030) requires every employer to make, keep, and 
preserve records which are adequate to facilitate the determination of 
premiums due to the state for workers' compensation insurance coverage 
for their covered workers. In the administration of Title 51 RCW, and 
as it pertains to the forest, range, or timber land services industry, 
the department of labor and industries has deemed the records and in- 
formation required in the various subsections of this section to be 
essential in the determination of premiums due to the state fund. The 
records so specified and required, shall be provided at the time of 
audit to any representative of the department who has requested them. 
Failure to produce these required records within ( (€hiet¥)) 30 
days of the request, or within an agreed upon time period, shall con- 
stitute noncompliance of this rule and RCW 51.48.030 and 51.48.040. 
Employers whose premium computations are made by the department in ac- 
cordance with (d) of this subsection are barred from questioning, in 
an appeal before the board of industrial insurance appeals or the 
courts, the correctness of any assessment by the department on any pe- 
riod for which such records have not been kept, preserved, or produced 
for inspection as provided by law. 

(a) General definitions. For purpose of interpretation of this 
section, the following terms shall have the meanings given below: 
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(i) "Actual hours worked" means each workers' composite work pe- 
riod beginning with the starting time of day that the employees' work 
day commenced, and includes th ntire work period, excluding any non- 
paid lunch period, and ending with the quitting time each day work was 
performed by the employee. 

(ii) "Work day" shall mean any consecutive ( (4wermty-feus)) 24- 
hour period. 

(b) Employment records. Every employer shall with respect to each 
worker, make, keep, and preserve original records containing all of 
the following information for three full calendar years following the 
calendar year in which the employment occurred: 

(1) The name of each worker; 

(ii) The Social Security number of each worker; 

(iii) The beginning date of employment for each worker and, if 
applicable, the separation date of employment for each such worker; 

(iv) The basis upon which wages are paid to each worker; 

(v) The number of units earned or produced for each worker paid 
on a piece-work basis; 

(vi) The risk classification(s) applicable to each worker; 

(vii) The number of actual hours worked by each worker, unless 
another basis of computing hours worked is prescribed in WAC 
296-17-31021. For purposes of chapter 296-17 WAC, this record must 
clearly show, by work day, the time of day the employee commenced 
work, and the time of day work ended; 

(viii) A summary time record for each worker showing the calendar 
day or days of the week work was performed and the actual number of 
hours worked each work day; 

(ix) In the event a single worker's time is divided between two 
or more risk classifications, the summary contained in (b) (viii) of 
this subsection shall be further broken down to show the actual hours 
worked in each risk classification for the worker; 

(x) The workers' total gross pay period earnings; 

(xi) The specific sums withheld from the earnings of each worker, 
and the purpose of each sum withheld; 

(xii) The net pay earned by each such worker. 

(c) Business, financial records, and record retention. Every em- 
ployer is required to keep and preserve all original time records com- 
pleted by their employees for a three-year period. The three-year pe- 
riod is specified in WAC 296-17-352 as the composite period from the 
date any such premium became due. 

Employers who pay their workers by check are required to keep and 
preserve a record of all check registers and canceled checks; and em- 
ployers who pay their workers by cash are required to keep and pre- 
serve records of these cash transactions which provide a detailed re- 
cord of wages paid to each worker. 

(d) Recordkeeping - Estimated premium computation. Any employer 
required by this section to make, keep, and preserve records contain- 
ing the information as specified in (b) and (c) of this subsection, 
who fails to make, keep, and preserve such records, shall have premi- 
ums calculated as follows: 

(i) Estimated worker hours shall be computed by dividing the 
gross wages of each worker for whom records were not maintained and 
preserved, by the state's minimum wage, in effect at the time the wa- 
ges were paid or would have been paid. However, the maximum number of 
hours to be assessed under this provision will not exceed ( (#+ve—-+os- 
dred twenty)) 520 hours for each worker, per quarter for the first au- 
dited period. Estimated worker hours computed on all subsequent audits 
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(C) The total contract award. 
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cluding legal description. 
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of the 


work to be performed including any pertinent acreage information; 


(vi) Location where the work is to be performed; 

(vii) A contact name and phone number of the person, firm, or 
corporation who let the contract; 

(viii) The total estimated wages to be paid by the contractor and 
any subcontractors; 

(ix) The amount to be subcontracted out if such subcontracting is 
permitted under the terms of the contract; 

(x) The total estimated number of worker hours anticipated by the 
contractor and his/her subcontractors in the fulfillment of the con- 
tract terms; 

(j) Reports to be mailed to the department. All contracts, re- 
ports, and information required by this section are to be sent to: 

The Department of Labor and Industries 
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the same job. Both firms should report 2,944 square feet (4 x 8 x 92) 
for the job. 

(b) I do some of the work myself. Can I deduct material I as an 
owner install or finish? Yes. Owners (sole proprietors, partners, and 
corporate officers) who have not elected coverage may deduct material 
they install or finish. 

When you as an owner install (including scrap) or finish (includ- 
ing tape and prime or texture) only part of a job, you may deduct an 
amount of material proportional to the time you worked on the job, 
considering the total time you and your workers spent on the job. 
To deduct material installed or finished by owners, you must re- 
port to the department by job, project, site or location the amount of 
material you are deducting for this reason. You must file this report 
at the same time you file your quarterly report: 


Total owner hours + (owner hours + worker hours) = % of owner dis- 
count. 
% of owner discount x (total footage of job - subcontracted footage, 
if any) = Total owner deduction of footage. 


(c) Can I deduct material installed or finished by subcontrac- 
tors? You may deduct material installed or taped by subcontractors you 
are not required to report as your workers. You may not deduct for ma- 
terial only scrapped or primed and textured by subcontractors. 

To deduct material installed or taped by subcontractors, you must 
report to the department by job, project, site or location the amount 
of material being deducted. You must file this report at the same tim 
you file your quarterly report. You must have and maintain business 
records that support the number of square feet worked by the subcon- 
tractor. 

(d) I understand there are discounted rates available for the 
drywall industry. How do I qualify for them? To qualify for discounted 
drywall installation and finishing rates, you must: 

(i) Have an owner attend two workshops the department offers (one 
workshop covers claims and risk management, the other covers premium 
reporting and recordkeeping) ; 

(ii) Provide the department with a voluntary release authorizing 
the department to contact material suppliers directly about the firm's 
purchases; 

(iii) Have and keep all your industrial insurance accounts in 
good standing (including the accounts of other businesses in which you 
have an ownership interest), which includes fully and accurately re- 
porting and paying premiums as they come due, including reporting ma- 
terial deducted as owner or subcontractor work; 

(iv) Provide the department with a supplemental report (filed 
with the firm's quarterly report) showing by employee the employee's 
name, Social Security number, the wages paid them during the quarter, 
how they are paid (piece rate, hourly, etc.), their rate of pay, and 
what work they performed (installation, scrapping, taping, priming/ 
texturing); and 

(v) Maintain accurate records about work you subcontracted to 
others and materials provided to subcontractors (as required by WAC 
296-17-31013), and about payroll and employment (as required by WAC 
296-17-35201). 

The discounted rates will be in effect beginning with the first 
quarter your business meets all the requirements for the discounted 
rates. 
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Note: If you are being audited by the department while your application for the discounted classifications is pending, the department will not make a 
final decision regarding your rates until the audit is completed. 


(e) Can I be disqualified from using the discounted rates? Yes. 
You can be disqualified from using the discounted rates for three 
years if you: 

(i) Do not file all reports, including supplemental reports, when 
due; 

(ii) Do not pay premiums on time; 

(iii) Underreport the amount of premium due; or 

(iv) Fail to maintain the requirements for qualifying for the 
discounted rates. 
Disqualification takes effect when a criterion for disqualifica- 
tion exists. 
Example: A field audit in 2002 reveals that the drywall installa- 
tion firm underreported the amount of premium due in the second quar- 
ter of 2001. The firm will be disqualified from the discounted rates 
beginning with the second quarter of 2001, and the premiums it owed 
for that quarter and subsequent quarters for three years will be cal- 
culated using the nondiscounted rates. 

If the drywall underwriter learns that your business has failed 
to meet the conditions as required in this rule, your business will 
need to comply to retain using the discounted classifications. If your 
business does not comply promptly, the drywall underwriter may refer 
your business for an audit. 

If, as a result of an audit, the department determines your busi- 
ness has not complied with the conditions in this rule, your business 
will be disqualified from using the discounted classifications for 
three years (( (#hi*¥ty=-six)) 36 months) from the period of last noncom- 
pliance. 

(f) If I discover I have made an error in reporting or paying 
premium, what should I do? If you discover you have made a mistake in 
reporting or paying premium, you should contact the department and 
correct the mistake. Firms not being audited by the department that 
find errors in their reporting and paying premiums, and that voluntar- 
ily report their errors and pay any required premiums, penalties and 
interest promptly, will not be disqualified from using the discounted 
rates unless the department determines they acted in bad faith. 

(7) Safe patient handling rule. The following subsection will ap- 
ply to all hospital industry employers as applicable. 

(a) Definitions. For the purpose of interpretation of this sec- 
tion, the following terms shall have the meanings given below: 

(i) "Hospital" means an "acute care hospital" as defined in 
(a)(ii) of this subsection, a "mental health hospital" as defined in 
(a)(iii) of this subsection, or a "hospital, N.O.C. (not otherwise 
classified)" as defined in (a) (iv) of this subsection. 

(ii) "Acute care hospital" means any institution, place, build- 
ing, or agency providing accommodations, facilities, and services over 
a continuous period of ( (twenty y-feus)) 24 hours or more for observa- 
tion, diagnosis, or care of two or more individuals not related to the 
operator who are suffering from illness, injury, deformity, or abnor- 


mality, or from any other condition for which obstetrical, medical, or 
surgical services would be appropriate for care or diagnosis. "Hospi- 
tal" as used in this rule does not include: 


e Hotels, or similar places furnishing only food and lodging, or 
simply domiciliary care; 

e Clinics, or physicians' offices where patients are not regular- 
ly kept as bed patients for ( (#wenty-feusr)) 24 hours or more; 
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ded to incorporate that equipment at a later date during new construc- 
tion or remodeling. 
(viii) Development of procedures that allow employees to choose 
not to perform or participate in patient handling activities that the 
employee believes will pose a risk to him/herself or to the patient. 

(d) Department staff will conduct an on-site survey of each acute 
care and mental health hospital before assigning a risk classifica- 
tion. Subsequent surveys may be conducted to confirm whether the as- 
Signed risk classification is still appropriate. 

(e) To remain in classification 6120-00 or 7200-00, a hospital 
must submit a copy of the annual performance evaluation of their safe 
patient handling program, as required by chapters 70.41 and 72.23 RCW, 
to the Employer Services Program, Department of Labor and Industries, 
P.O. Box 44140, Olympia, Washington, 98504. 

(8) Rules concerning work by Washington employers outside the 
state of Washington (extraterritorial coverage). 

(a) General definitions. For purposes of this section, the fol- 
lowing terms mean: 

(i) "Actual hours worked" means the total hours of each Washing- 
ton worker's composite work period during which work was performed by 
the worker beginning with the time the worker's work day commenced, 
and ending with the quitting time each day excluding any nonpaid lunch 
period. 

(ii) "Work day" means any consecutive ( (4wernty-feus)) 24-hour pe- 
riod. 

(iii) "Temporary and incidental" means work performed by Washing- 
ton employers on jobs or at job sites in another state for ((thi=+ty)) 
30 or fewer consecutive or nonconsecutive full or partial work days 
within a calendar year. Temporary and incidental work days are calcu- 
lated on a per state basis. The ( (¢#+t¥)) 30-day temporary and inci- 
dental period begins on January 1 of each year. 

(iv) "Proof of out-of-state coverage" means a copy of a valid 
certificate of liability insurance for workers' compensation issued 


(A) An insurer licensed to write workers' compensation insurance 
coverage in that state; or 

(B) A state workers' compensation fund in the state in which the 
employer will be working. 


Note: Most certificates are written for a one-year period. The employer must provide the department with a current certificate of liability insurance 
for workers' compensation covering all periods the employer works in another state. If the policy is canceled, the employer must provide the 
department with a current in-force policy. 


(v) "Worker" means every person in this state who is engaged in 
the employment of an employer under Title 51 RCW whether by way of 
manual labor or otherwise in the course of his or her employment; also 
every person in this state who is engaged in the employment of or who 
is working under an independent contract, the essence of which is his 
or her personal labor for an employer whether by way of manual labor 
or otherwise. 

(vi) "Employer" means any person, body of persons, corporate or 
otherwise, and the legal representatives of a deceased employer, all 
while engaged in this state in any work covered by the provisions of 
Title 51 RCW, by way of trade or business, or who contracts with one 
or more workers, the essence of which is the personal labor of such 
worker or workers. 

(b) Does a Washington employer have to pay premiums in both 
states while Washington workers are temporarily working in another 
state? A Washington employer must continue to pay Washington premiums 
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for Washington workers performing temporary and incidental work in an- 
other state. If the Washington employer has Washington workers who 
work for more than ( (##+*+¥)) 30 days in another state, that employer 
will not need to pay premiums in Washington for work in the other 
state during the calendar year, as long as that employer fulfills the 
following requirements: 

(i) Provides the department with proof of out-of-state coverage 
for the Washington workers working out-of-state. 

(ii) Keeps the policy continuously in force from the date the 
Washington employer's work exceeds the temporary and incidental period 
until the date the Washington employer no longer has Washington work- 
ers working in the other state. Failure to maintain a policy at the 
required level of workers' compensation coverage for the number of 
Washington workers working out-of-state may subject the Washington em- 
ployer to payment of all premiums, penalties, and interest dues in the 
state of Washington. 
(iii) For the first quarterly reporting period and all subsequent 
quarters during the same calendar year following the date the Washing- 
ton employer's work exceeds the temporary and incidental period in the 
other state, the Washington employer must file a supplemental report 
of out-of-state work with their workers' compensation employer's quar- 
terly report with the department. This supplemental report is availa- 
ble at www.lni.wa.gov/OutofState. 

(iv) Subitems (b)(i), (ii), and (iii) of this subsection must be 
met in each state in which the Washington employer has Washington 
workers working in excess of the temporary and incidental period. 


Note: Workers' compensation coverage requirements vary widely among states. Washington employers should contact the regulatory agency in other 
states to determine the appropriate premium and coverage obligations in those states. 


(c) What if a Washington employer knows the Washington workers' 
work in another state will exceed the temporary and incidental period? 
If the Washington employer knows their Washington workers will be 
working in another state in excess of the temporary and incidental pe- 
riod, the employer must immediately provide the department with proof 
of out-of-state coverage in order to avoid Washington premium liabili- 
ty for hours worked during the temporary and incidental period. 
Reminder: The temporary and incidental period applies separately 
to each state in which the Washington employer worked. 

(d) What if a Washington employer anticipates its out-of-state 
work will exceed the temporary and incidental period, but that does 
not occur? If a Washington employer did not pay workers' compensation 
premium to Washington during the temporary and incidental period, and 
at the end of the calendar year Washington workers of the Washington 
employer had worked fewer than ( (€h+*+y¥)) 30 consecutive or nonconsec-— 
utive days in another state, by the filing of the fourth quarter re- 
port, the Washington employer must file amended reports for the calen- 
dar year. The employer may be required to pay Washington premiums, 
penalties, and interest. The fourth quarter report is due by January 
31 of the following year. 

(e) What records must the employer keep while employing Washing- 
ton workers in another state? In addition to filing the supplemental 
report of out-of-state work, the Washington employer is required to 
keep the same records that are kept for Washington workers working in 
Washington. The records are listed in WAC 296-17-35201 and must be 
provided at the time of audit to any authorized representative of the 
department who has requested them. 

(£) What reports does a Washington employer file to avoid paying 
Washington workers' compensation premiums when employing Washington 
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a quarterly basis. The employee must be properly licensed by the WHRC 
for the duties being performed. This includes all exercise riders and 
pony riders who need steward approval of their license application, 
whether at the track or at the farm. 

(ii) Licensed trainers shall be assessed: 

(A) One unit of premiums in classification 6625 for each licensed 
groom or assistant trainer employed at any one time; 

(B) One unit of premiums in classification 6626 for licensed ex- 

reise riders and pony riders charged per stall for each day the 
trainer has a horse housed in a stall at a licensed track during a li- 
censed meet; and 

(C) One unit of premiums in classification 6627 for licensed ex- 

rcise riders and pony riders for each calendar day a licensed exer- 
cise rider or pony rider works under contract for the trainer at a lo- 
cation other than at a licensed track during a licensed meet. 

(b) What does the trainer do when an employee leaves the job? 
Trainers must notify the WHRC within ( (fe6"€;-et+ehtE)) 48 hours when any 
employ leaves their employ. If a trainer fails to notify the WHRC 
timely, the trainer will be responsible for the full premium payment 
until notification is made. 

(c) When are track employees covered under horse racing classifi- 
cations? 

(i) Track employees are only covered on the grounds of a Washing- 
ton race track during its licensed race meet and periods of training. 
The licensed race meet and periods of training apply to that period of 
time when the WHRC has authority on the grounds, including the period 
before the live race meet begins, when horses ar xercised in prepa- 
ration for competition, and through the end of the licensed race meet. 

(ii) Covered track employees who are licensed exercise riders or 
pony riders may work off the grounds of a Washington race track, but 
only after obtaining a farm employee license. The trainer must notify 
the WHRC when the employee will be working off the grounds, so that 
the additional per-day farm employee premium can be calculated and as- 
sessed to the trainer for each day the track employee works off the 
grounds. 

(iii) Employees working on the grounds of a Washington race track 
prior to or after this period must be covered as farm employees (clas- 
sification 6627) to be able to make a claim against the horse racing 
industry account, or the trainer can cover such employees under anoth- 
er account (classification 7302). 

(d) Who can be covered under the farm employee classification 
(6627) ? 

(i) Licensed exercise riders and pony riders working at the farm 
must be assigned to a trainer and not the farm. Such employees cannot 
be assigned to the owner of the farm or training center unless the 
owner is licensed as a trainer. 

(ii) Covered farm employees who are licensed exercise riders or 
pony riders may come to the Washington race track to assist the train- 
er during the live race meet and periods of training. As long as a 
farm employee is covered at the farm, and the trainer notifies the 
WHRC when the employee will be working at the track, the farm employee 
may work at the track without additional premium being owed. 

(e) Are employees covered while working in another state? 

(i) Trainers with employees from Washington may continue coverage 
when they are at another recognized race track in another state if the 
other jurisdiction has a reciprocal agreement with the state of Wash- 
ington. The trainer must pay the premiums for grooms and assistant 
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= 


trainers in classification 6625, and for exercise riders and pony rid- 
ers at the farm in the farm classification, 6627. For a list of states 
with reciprocal agreements with the state of Washington, see WAC 
296-17-31009. 
(ii) Trainers will need to continue to report Washington employ- 
ees to the WHRC prior to the start of each month so an assessment can 
be made. 
(iii) Failure to report, or to report correctly, may result in 
the trainer being referred to the stewards or the executive secretary 
of the WHRC for action. 

(iv) Track employees hired in another state or jurisdiction are 
not Washington employees. They are to be covered in the state or ju- 
risdiction they were hired in. It is the trainer's responsibility to 
obtain coverage in the other state or jurisdiction. 

(f) Must horse owners pay industrial insurance premiums in Wash- 
ington? Licensed owners shall be assessed ( (ene—hundred $if+y;cel-— 
teass)) $150 per year for ((eRe—Hundred)) 100 percent ownership of one 
or more horses. Partial owners shall be assessed prorated amounts of 
the ( (eAehundred £+£+delter)) $150 fee. In no event shall a li- 
censed owner be required to pay more than ( (eRe—hundred $if+ydel- 


tess)) $150. This fee helps fund workers' compensation coverage for 
injured workers. It does not extend any coverage to owners. 


OTS-4223.4 


AMENDATORY SECTION (Amending WSR 19-17-069, filed 8/20/19, effective 
10/1/19) 


WAC 296-17A-0103 Classification 0103. 
0103-09 Drilling or blasting: N.O.C. 
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e Businesses engaged in drilling operations for others not cov- 


ered by another classification (N.O.C.); and 

e Blasting operations not covered by another classification (such 
as the blasting of rock in connection with highway, street, or road 
construction). 


Types_ of drilling include, but are not limited to: 
Drilling of holes in rock for shot holes; 

e Exploratory well drilling; and 
e Well drilling for oil, gas, or water. 


Work activities include, but are not limited to: 
e Digging holes using equipment. 


Equipment used include, but are not limited to: 

e Auger drills; 

e Bits (size will vary depending upon the terrain or material to 
be drilled and the depth and size of holes to be drilled); 

e Drilling rigs; and 

e Jackhammers. 


Exclusions: 

e Drilling operations performed in connection with concrete or 
building construction is classified in the construction classification 
applicable for the work being performed; 
e Drilling done in connection with all types of underground or 
surface mining and quarry operations is classified in the applicable 
mining classification; 
e Blasting performed as part of building demolition is classified 
in 0518; and 

e Pile construction is classified in: 

0202-02, Pile construction: Driven method; or 

0202-06, Pile construction: Drilled method. 


0103-10 Geophysical exploration: Seismic detection of the mechanical 
properties of the earth 


Applies to: 
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Businesses engaged in geophysical exploration, by seismic detec- 
tion, of the earth's subsurface. 


Work crew occupations include, but are not limited to: 
Computer analyst; 

Drillers; 

Observers; 

Permit person; 

Shooters; 

Surveyors; and 

Party chief. 


Work activities include, but are not limited to: 
e Using the seismic detection method - dynamite blasts simulate 
miniature earthquakes. Earthquake detectors record the vibrations. 
e Taking photographic records. 
e Interpreting the data collected to develop a contour map of the 
rocks and their foundation, often to depths of several thousand feet. 


Exclusion: 
e Geophysical exploration without seismic detection is classified 
in 1007. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 

WAC 296-17A-0104 Classification 0104. 
0104-12 Dredging, N.O.C. 
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Applies to: 


Businesses engaged in providing dredging services to others that 
are not covered by another classification (N.O.C.). 


Work activities include, but are not limited to: 

e Cleaning, deepening, or widening a body of water such as a har- 
bor or other waterway; 

e The dredging process removes sand, clay, mud, or other material 
from the body of water that is being dredged. 


Machinery used, but are not limited to: 
e Scooping dredges; 
e Suction dredges. 


Exclusions: 

e Worker hours engaged in diving operations must be reported sep- 
arately in classification 0202; 

e Underground mining operations are classified in 1702; and 

e Dredging for the production of sand, gravel, or shale is clas- 
sified in 0112. 

Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 

Special note: Dredging projects could occur on or adjacent to 
navigable waters (a harbor, river, canal) which is defined as those 
which form a continuous highway for interstate or international com- 
merce. Workers who perform the work activities from a vessel could be 
subject to the Admiralty Law which recognizes such work crews and 
workers aS a master or member of a vessel, and subject to federal law 
known as the Jones Act. Every person on board a vessel is deemed a 


seaman if connected with the operation while on navigable water. The 
term vessel has been interpreted by the courts to include any type of 


perform the work activities from the shoreline or from adjacent areas 
such as an existing dock or bridge may or may not be subject to feder- 
al law covered under the U.S. Longshore and Harbor Workers Act. Usual- 
ly, dredging projects involve a variety of types of work crews such as 
those working from a floating derrick or dredge, a pontoon, a shore- 
line dredge, workers who are on shore distributing the discharged ma- 
terial, as well as the maintenance and repair of the dredge and equip- 
ment. Care should be exercised prior to assignment of this classifica- 
tion as the workers could be subject to either or both of these acts. 
The criteria used in determining federal law and coverage is based on 
the most current federal court decisions and case law. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0105 Classification 0105. 
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0105-13 Fence erection or repair: N.O.C.; parking meter installation; 
and placement of wire mesh on slopes for slope protection 
( ( 


Applies to businesses engaged in: 


e Erection and repair of all types of metal, wood, plastic, or 
vinyl fences not covered by another classification (N.O.C.); 

e Installation or removal of entire parking meter units; and 

e Placement of wire mesh on slopes for slop protection. 


Work activities include, but are not limited to: 

e Use of tractor with a propelled auger; 

e Use of mechanical or manual post hole digger; 

e Setting poles or posts into the ground with sand, gravel, or 
concrete; and 

e Pouring a concrete footing around the perimeter of the fence to 
be constructed. Work of this nature, when done in connection with a 
fence construction project, is included within the scope of this clas- 
sification. 


Exclusions: 

e Erection or repair of brick, masonry or stone fences, or plant- 
ers are classified in 0302; 

e Erection or repair of concrete fences or planters are classi- 
fied in 0217; and 

e Service or repair of parking meters is classified in 0606. 

Special note: It is common for contractors subject to this clas- 
sification to sell kennel kits, fence repair parts and fencing materi- 
als. Sales of fencing materials by a fence contractor are included in 
classification 0105. Classifications 2009, 6309 or similar store clas- 
sifications are not to be assigned to a contracting business. 


AMENDATORY SECTION (Amending WSR 14-24-049, filed 11/25/14, effective 
1/1/15) 


WAC 296-17A-0106 Classification 0106. 
( (9106-00 Tree_ecare and _pruning_services,;, NOG 
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0106-00 Tree care and pruning services, N.O.C. 


Applies to: 

Specialist contractors engaged in providing a variety of tree 
care services such as tree topping and tree pruning that are not cov- 
ered by another classification (N.O.C). 

A primary purpose of this work is to remove tree or branch haz- 
ards from power lines, structures, or buildings. 


Location of work areas includes, but is not limited to: 
e Business parks; 
Parking lots; 
Residential areas; 
Settings adjacent to nonforestry or timberland roadways; 
Shopping malls. 


Work activities include, but are not limited to: 

e Incidental ground operations such as picking up branches and 
limbs; 

e Operating mobile chip machines used in connection with a tree 
care service; 

e Spraying or fumigating of trees; 

e Debris removal and stump removal when conducted by employees of 
an employer subject to the classification. 


Exclusions: 
e Tree care services done in connection with an orchard operation 
is classified in 4803, when performed by orchard employees; 
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e Tree care services done in connection with a nursery operation 
is classified in 4805; 

e Tree care services done in connection with a public or private 
forest or timberland is classified in 5004; 

e Tree care services done in connection with a Christmas tree 
farm operation is classified in 7307; and 

e Worker hours engaged in felling trees are reported separately 
in classification 5001. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 14-17-085, filed 8/19/14, effective 
9/19/14) 


WAC 296-17A-0107 Classification 0107. 
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1 1 1 1 


0107-00 Utility line construction: Underground, N.O.C. 


Applies to: 
Contractors engaged in underground utility line or cable con- 
struction. 


Work activities include, but are not limited to: 

e Installation and maintenance of underground communication and 
power lines, including main, extension and outside service connection 
lines by utility contractors; 

e Laying line or cable; 

e Digging, filling or backfilling trenches. 


Machinery includes, but is not limited to: 

e Automatic equipment, which in one operation opens the trench, 
lays the line and backfills; 

e Backhoes; 

e Dump trucks; 

e Mechanical or manual trench diggers. 


Exclusions: 
e Land or road clearing and excavation are classified in 0101. 
e Overhead television, power, or telephone lines including poles 


or towers are classified in 0509 or the applicable utility business 
classification. 

e Asphalt surfacing/resurfacing is classified in 0210 or 0212. 

e Concrete construction is classified in the applicable concrete 
construction classification(s). 

e Construction specialty services including the installation of 
guardrails, lighting standards and striping are classified in 0219. 

e Installation and hookup of electrical wiring from where the 
utility company's lines end to the structure's power meter by the con- 
tractor wiring a building are classified in 0601. 

e Construction of sewer lines, drainage systems, canals, ditches, 
or underground tanks are classified in 0108. 

e Installation of cable in buildings is classified in 0601. 

e Laying pipe or pipeline construction is classified in 0107-01. 


0107-01 Pipe laying, N.O.C. 


Applies to: 
Contractors laying pipe or pipeline construction. 


Work activities include, but are not limited to: 

e Installation and maintenance of underground pipes or pipelines 
to include gas, oil, or water main pipelines and other pipelines ex- 
tending cross country; 

e Laying pipes or pipelines; 

e Digging, filling, and backfilling of trenches for pipes. 


Machinery used includes, but is not limited to: 
e Backhoes; 
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e Dump trucks; 
e Mechanical or manual trench diggers. 


Exclusions: 

e Land or road clearing and excavation is classified in 0101. 

e Overhead television, power, or telephone lines including poles 
or towers are classified in 0509 or the applicable utility business 


classification. 

e Asphalt surfacing/resurfacing is classified in 0210 or 0212. 

e Concrete construction is classified in the applicable concrete 
construction classification(s). 

e Construction specialty services including the installation of 
guardrails, lighting standards and striping are classified in 0219. 

e Installation and hookup of electrical wiring from where the 
utility company's lines end to the structure's power meter by the con- 
tractor wiring a building is classified in 0601. 

e Construction of sewer lines, drainage systems, canals, ditches, 
or underground tanks are classified in 0108. 

e Installation of cable in buildings is classified in 0601. 

e Construction of underground utility lines or cable is classi- 
fied in 0107-00. 


AMENDATORY SECTION (Amending WSR 14-17-085, filed 8/19/14, effective 
9/19/14) 


WAC 296-17A-0112 Classification 0112. 


0112-00 Commercial production of sand, gravel, clay and stone products 
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Applies to: 


Businesses engaged in the production of sand, gravel, clay, and 
stone. 


Work processes and activities include, but are not limited to: 

e Excavating material from an open or surface type pit at the 
production site, or from a mine or quarry operation; 

e Washing, crushing, sorting, grading and screening sand, gravel, 
and stone. Sand or gravel in its natural state usually requires only 
screening with the larger stones being removed; 

e Crushing larger stones and rescreening; 

e Screening and grading clay; 

e Storing refined products in bins, hoppers, piles, or yards; 

e Delivery to customers, including by truck or rail; 

e This classification includes dealers who stockpile or store 
products in a yard type of environment prior to delivery to the cus- 
tomers when done in connection with the production of such products. 


Equipment includes, but is not limited to: 
e Conveyors; 
e Front end loaders; 
e Gyrators; 
e Jaw crushers; 
e Roll crushers; 
e Scrapers; 
e Shaking tables; 
e Shovels; 
e Trucks. 


Special note: Classifications 0112 and 1103 are not assigned to 
the same business unless all the conditions of the general reporting 
rule covering the operation of a secondary business have been met. 


Exclusions: 

e Selling custom soil mixes, bark, decorative rock, sand, or 
gravel when purchased from others is classified in 1103. 

* Underground mining operations are classified in 1702. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0112-01 Humus or peat digging 


Applies to: 
Businesses engaged in the digging or stripping of humus or peat. 


Work processes and activities include, but are not limited to: 

e Stripping material from the surface or bogs with mechanical 
equipment; 

e Moving material from the pit or bog to hoppers by trucks or 
belt conveyors; 
e Grading, screening, and drying the material when necessary pri- 
or to storage or delivery; 

e Delivery to customers, including by truck or rail; 

e This classification includes dealers who stockpile or store ma- 
terial in a yard type of environment prior to delivery to customers 
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when done in connection with the digging or stripping of such prod- 
ucts. 


Equipment includes, but is not limited to: 
e Clamshell diggers or cranes; 
e Conveyors; 
e Drag lines; 
e Hydraulic dredges; 
e Power shovels; 
e Scrapers; 
e Trucks. 


Special note: Classifications 0112 and 1103 are not assigned to 
the same business unless all of the conditions of the general report- 
ing rule covering the operation of a secondary business have been met. 


Exclusion: 
e Selling custom soil mixes, bark, decorative rock, sand, or 
gravel when purchased from others is classified in 1103. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0112-02 Pit, crusher, and bunker operations for road, street, and 
highway construction 


Applies to: 
Businesses engaged in pit, crusher, and bunker operations in con- 
nection with highway, street, or roadway construction projects. Gener- 


ally, this type of operation is located in close proximity to the 
roject site and is only set up for the duration of the project. Prod- 


ucts extracted from the pit or surface include boulders, stone, rock, 
gravel, aggregate, sand, dirt, or clay. 


Work processes and activities include, but are not limited to: 

e Excavating open or surface pits by scraping or stripping the 
surface; 

e Crushing material; 

e Washing, sorting, crushing, or screening material when needed; 

e Storing materials in bunkers or piles until needed; 

e Delivery to customers, including by truck or rail; 

e These products are used in a variety of ways as part of the 
roadway project such as, but not limited to, making preliminary roads 


into an area, filling in low or uneven areas, using as natural barri- 
ers, and bringing the roadbed and surrounding areas to grade. 


Equipment used includes, but is not limited to: 
e Bulldozers; 
e Conveyors; 
e Front end loaders and other earth moving equipment; 
e Gyrators; 


e Jaw crushers; 


e Power shovels; 
e Roll crushers; 


e Scrapers; 


e Shaking tables; 
e Trucks. 


Special note: This classification is not assiqned to contractors 
making the materials for their own road construction project. 


0112-03 Sand, gravel, or shale: Digging, N.O.C. 
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Applies to: 
Businesses engaged in the digging or dredging of sand, gravel, or 
shale that is not covered by another classification (N.O.C.). 


Work processes and activities include, but are not limited to: 

e Excavating material from surface pits or obtaining material 
from nonnavigable waters with mechanical equipment; 

e Moving material from the bank, pit, or dredge to hoppers by 
trucks, belt conveyors, narrow gauge railroads, or pipelines; 

e Washing, grading, and screening material. Sand or gravel in its 
natural state usually requires only screening with the larger stones 
being removed; 

e Crushing larger stones and rescreening; 

e Storing material bins, hoppers, or piles; 

e Delivery to customers, including by truck or rail; 

e This classification includes dealers who stockpile or store ma- 
terial in a yard type of environment prior to delivery to customers 
when done in connection with the digging or stripping of such prod- 
USES: 


Equipment used includes, but is not limited to: 
e Clamshell diggers; 
Clamshell dredges; 
Cranes; 
Drag lines; 
Hydraulic dredges; 
Power shovels; 
Trucks. 


Special note: Classifications 0112 and 1103 are not assigned to 
the same account unless all the conditions of the general reporting 
rule covering the operation of a secondary business have been met. 


Exclusions: 
e Selling custom soil mixes, bark, decorative rock, sand, or 
gravel when purchased from others is classified in 1103; 
e Underground mining operations are classified in 1702. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0210 Classification 0210. 


0210-00 Asphalt paving or surfacing: Highway, street or roadway 
( ( 
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Applies to: 


Contractors engaged in forms of asphalt paving or surfacing, re- 
surfacing, scraping, sawing, cutting, or patching operations performed 
on or in connection with new or existing highway, street, or roadway 
projects including approaches and bridges. 

The process begins after the roadbed or roadside grade has al- 
ready been established and the subsurface or sub base has been pre- 
pared. 


Work activities are limited to: 
e Laying crushed stone; 
e Placement of expansion joints; 
e Application of oil or other adhesive bonding materials; and 
e Surface spreading and rolling of crushed aggregate. 


Equipment used include, but are not limited to: 
e Dump trucks; 

Graders; 

Oil trucks; 

Paving machinery; 

Rollers; 

Scrapers. 


Exclusions: 

e Preliminary roadbed or roadside construction such as clearing 
of right of ways, establishing grades, subsurfaces or sub bases is 
classified in 0101; 

* Asphalt surfacing/resurfacing not in connection with highway, 
street or roadway projects is classified in 0212; 

e Construction specialty services such as the installation of 
guardrails, lighting standards, and striping is classified in 0219; 

e Concrete construction is classified in the classification ap- 
plicable to the work being performed. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0212 Classification 0212. 


0212-00 Asphalt paving or surfacing, N.O.C. 
( ( 
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Applies to: 


e Asphalt paving or surfacing, resurfacing, scraping, sawing, 
cutting, or patching operations not in connection with highway, 
street, or roadway projects and not covered by another classification 
(N.O.C.). The process begins after the land grade has already been es- 
tablished and the subsurface or sub base has been prepared. 

e The application of pour-in-place types of cushion surfaces for 
playgrounds. 


Projects include, but are not limited to: 
e Airport runways; 

Bicycle trails; 

Driveways; 

Golf cart paths; 

Landing strips; 

Parking lots; 

Playgrounds; 

Tennis courts; 

Walking paths. 


Work activities include, but are not limited to: 
e Laying of crushed stone; 
e Placement of expansion joints; 
e Application of oil or other adhesive bonding materials; 
e Surface spreading and rolling of crushed aggregate. 


Equipment used include, but are not limited to: 
e Dump trucks; 
Grader; 
Oil trucks; 
Paving machinery; 
Rollers; 
Scrapers. 
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Exclusions: 
e Preliminary clearing of land, establishing grades, subsurfaces 
or sub bases is classified in 0101; 
e Asphalt surfacing/resurfacing in connection with highway, 
street, or roadway projects is classified in 0210; 


e Application of asphalt sealant to roadways and parking lots is 
classified in 0219; 

e Application of asphalt sealant to driveways is classified in 
0504-06; 

e Construction specialty services such as the installation of 
guardrails, lighting standards and striping are classified in 0219; 


e Concrete construction is classified in the classification ap- 
plicable to the work being performed. 


AMENDATORY SECTION (Amending WSR 16-14-085, filed 7/5/16, effective 
1/1/17) 


WAC 296-17A-0214 Classification 0214. ( (Concrete paring, repar- 
eornerete werk for: 
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0214-00 Concrete paving and repaving: Highways, streets, or roadways, 


N.O.C. 


Applies to: 

Businesses engaged in concrete paving and repaving of highways, 
streets, or roadways including approaches and bridges. 

Paving and repaving begins after the road's right of way has been 
cleared and excavated and its subbase is level and compressed. 


Work includes, but is not limited to: 
e Laying of crushed stone and grading or rolling the fill to lev- 
el and compress; 
Placement of reinforcing steel or expansion joints; 
Set-up and tear down of forms; 
Pouring the concrete; 
Rolling and other finish work; 
Placing manholes, drainage grates, poles, and posts; 
Repairing damaged concrete; 
Exposing underground pipes and utilities; 
e Constructing curbs, gutters, sidewalks, median walls, and re- 
taining walls when performed as part of the project; 
e Cutting, drilling, sawing, or scraping concrete. 


Equipment includes, but is not limited to: 
e Dump trucks; 
e Graders; 
e Paving machinery; 

e Rollers; 


Scrapers; 
Water trucks. 


Exclusions: 

e Worker hours clearing right of ways, establishing grades, and 
preparing the subbases are reported separately in classification 0101. 

* Worker hours doing asphalt paving, surfacing/resurfacing are 
reported separately in the classification applicable to the work being 
performed. 

e Worker hours doing concrete flatwork no 
highway, street, or roadway projects are report 
sification 0217. 


in connection with 
d separately in clas- 


Certified on 11/30/2023 [ 357 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-155 


pe z 


e Worker hours doing installation of guardrails, lighting stand- 
ards, and striping are reported separately in classification 0219. 

e Worker hours constructing covered or multilevel, public or com- 
mercial parking garages are reported separately in classification 
0518. 


0214-01 Concrete curbs, gutters, and sidewalks: Construction and re- 
pair in connection with highways, streets, or roadways 


Applies to: 

Businesses engaged in the construction or repair of concrete 
curbs, gutters, and sidewalks in connection with highways, streets, or 
roadways including approaches and bridges. 

Construction or repair of concrete curbs, gutters, and sidewalks 
begins after the roadbed or roadside grade has already been establish- 
ed and the subsurface or subbase has been prepared. 


Work includes, but is not limited to: 

Constructing concrete curbs, gutters, or sidewalks; 
Placing reinforcing steel or expansion joints; 
Pouring and finishing of concrete; 

Setting up and tearing down of forms; 

Repaving; 

Placing manholes, drainage grates, poles, and posts; 
Repairing damaged concrete; 

Exposing underground pipes and utilities; 

Cutting, drilling, sawing, or scraping concrete. 


Exclusions: 
e Worker hours clearing right of ways, establishing grades, and 
preparing the subbases are reported separately in classification 0101. 
e Worker hours doing asphalt paving, surfacing/resurfacing are 
reported separately in the classification applicable to the work being 
performed. 
e Worker hours doing concrete flatwork no 
highway, street, or roadway projects are report 
sification 0217. 
e Worker hours doing installation of guardrails, lighting stand- 
ards, and striping are reported separately in classification 0219. 
e Worker hours constructing covered or multilevel, public or com- 
mercial parking garages are reported separately in classification 
0518. 


0214-02 Concrete median walls and retaining walls: Construction and 
repair in connection with highways, streets, or roadways 


in connection with 
d separately in clas- 


Applies to: 

Businesses engaged in the construction or repair of concrete me- 

dian (divider) walls and retaining walls in connection with highway, 

street, or roadway projects including approaches and overpasses. 
Construction or repair of concrete median (divider) walls and re- 

taining walls begins after the roadbed or roadside grade has already 

been established and the subsurface or subbase has been prepared. 


Work includes, but is not limited to: 

e Placing reinforcing steel or expansion joints; 

e Pouring and finishing of concrete to form median or divider 
walls, median strips, or retaining walls alongside the roadway; 

e Setting up and tearing down of forms; 

e Repaving; 
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Placing manholes, drainage grates, poles, and posts; 
Repairing damaged concrete; 

Exposing underground pipes and utilities; 

Cutting, drilling, sawing, or scraping concrete. 


Exclusions: 
e Worker hours clearing right of ways, establishing grades, and 
preparing the subbases are reported separately in classification 0101. 
e. Worker hours doing asphalt paving, surfacing/resurfacing are 
reported separately in the classification applicable to the work being 
performed. 
e Worker hours doing concrete flatwork no 
highway, street, or roadway projects are report 
sification 0217. 
e Worker hours doing installation of guardrails, lighting stand- 
ards, and striping are reported separately in classification 0219. 
e Worker hours constructing covered or multilevel, public or com- 
mercial parking garages are reported separately in classification 
0518. 


in connection with 
d separately in clas- 


0214-03 Concrete sawing, drilling, and cutting: In connection with 
highways, streets, or roadways 


Applies to: 

Businesses engaged in concrete sawing, drilling, and cutting in 
connection with concrete highway, street, or roadway projects includ- 
ing concrete curbs, gutters, sidewalks, median walls, and retaining 
walls. 

Concrete sawing, drilling, and cutting occur on new or existing 
roadway and related projects. 


Work includes, but is not limited to: 
e Cutting, drilling, sawing, and scraping concrete; 
e Exposing underground utility lines and systems; 
e Placing manholes, drainage gates, poles, and posts; 
e Repairing damaged concrete. 


Exclusions: 
e Worker hours clearing right of ways, establishing grades, and 
preparing the subbases are reported separately in classification 0101. 
e Worker hours doing asphalt paving, surfacing/resurfacing are 
reported separately in the classification applicable to the work being 
performed. 
e Worker hours doing concrete flatwork no 
highway, street, or roadway projects are report 
sification 0217. 
e Worker hours doing installation of guardrails, lighting stand- 
ards, and striping are reported separately in classification 0219. 
e Worker hours constructing covered or multilevel, public or com- 
mercial parking garages are reported separately in classification 
0518. 


in connection with 
d separately in clas- 


AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-17A-0217 Classification 0217. ((ApptHies—te: 
Contractors engaged in the _eceonsteuecticn and/or repair cf: 
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0217-00 Concrete flatwork - Construction and/or repair: N.O.C. 


Applies to: 
Contractors engaged in the construction and/or repair of concrete 
flatwork not covered by another classification (N.O.C.). 


Projects may include, but are not limited to: 
e Curbing; 

» Fences; 

e Pathways; 


Patios; 
Walkways. 


Work activities include, but are not limited to: 
e Placement of reinforcing steel and wire mesh; 
e Pouring and finishing of concrete; 
e Set-up and tear down of forms. 


Machinery and equipment include, but are not limited to: 
e Floats (for smoothing concrete); 
Laser levels; 
Mixers; 
Protective gear; 
Shovels; 
Vapor barriers; 
Wheel barrows. 


Exclusions: 
e Land clearing or excavation work for a land clearing or excava- 
tion contract is classified in 0101; 


e Concrete work contained within a building or structure made of 
concrete, masonry, iron or steel frame, such as the foundation, floor 
slab, precast or poured in place bearing floors or wall panels, col- 
umns, pillars, metal erection or any other portion of the building or 
structure itself, is classified in 0518; 

e Paver stone installation projects such as, but not limited to, 
driveways, walkways, patios and pool decks are classified in 0301; 

e Concrete work performed on or in connection with projects on 
highways, streets, or roadways, including sidewalks, curbs, gutters, 
median or retaining walls, or sawing, drilling or cutting operations 
as part of the roadway is classified in 0214; 

e Bridge construction is classified in 0201; 

e New dam construction is classified in 0701; 

e Concrete landscape curbing when done as part of a landscape 
project is classified in 0301; 

e Concrete foundation and flatwork construction or repair in con- 
nection with wood frame construction are classified in 0217-01; 

e Concrete sawing, drilling, or cutting is classified in 0217-02. 


0217-01 Concrete foundation and flatwork construction and repair: Wood 
structural buildings 


Applies to: 
Contractors engaged in construction or repair of concrete founda- 
tion and flatwork in connection with a wood frame structure. 


Projects may include, but are not limited to: 

e Concrete footings, stem walls, floor pads, cellar floors, or 
garage floors; 

e Swimming pools and ponds. 
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Work activities include, but are not limited to: 
e Placement of reinforcing steel and wire mesh; 
e Pouring and finishing of concrete; 
e Set-up and tear down of forms. 


Machinery and equipment include, but are not limited to: 


e Floats (for smoothing concrete); 
Laser levels; 
Mixer; 
Protective gear; 
Shovels; 
Vapor barriers; 
Wheel barrows. 


Exclusions: 


WSR 23-23-155 


e Land clearing or excavation work for a land clearing or excava- 


tion contract is classified in 0101; 


e Concrete work contained within a building or structure made of 


concrete, masonry, iron or steel frame, such as the foundation, floor 


slab, precast or poured in place bearing floors or wall panels, col- 


umns, pillars, metal erection or any other portion of the building or 


structure itself, is classified in 0518; 


e Paver stone installation projects such as, but not limited to, 


driveways, walkways, patios and pool decks are classified in 0301; 


e Concrete work performed on or in connection with projects on 


highways, streets, or roadways, including sidewalks, curbs, 


gutters, 


median or retaining walls, or sawing, drilling or cutting operations 


as part of the roadway is classified in 0214; 
e Bridge construction is classified in 0201; 
e New dam construction is classified in 0701; 


e Concrete landscape curbing when done as part of a landscape 


project is classified in 0301; 


e Concrete flatwork not covered by another classification is 


classified in 0217-00; 


e Concrete sawing, cutting, or drilling is classified in 0217-02. 


0217-02 Concrete sawing, drilling and cutting, N.O.C. 


Applies to: 


Contractors engaged in concrete sawing, drilling, or cutting not 


otherwise classified (N.O.C.). 


Projects may include, but are not limited to: 


e Sawing, cutting, drilling in connection with wood frame and 


nonwood frame buildings and structures; 


e Sawing, cutting and drilling for ventilation boxes in the foot- 


ings or stem walls; 
e Cutting out for windows or doorways; 


e Preparing to mount brackets for stairways or interior bearing 


walls; 


e Cutting interior walls as part of a building renovation 


project; 
e Cutting out for electrical and switch boxes; 
e Repairing defective areas. 


Machinery and equipment include, but are not limited to: 


e Cutters and edgers; 
e Power drills and hammers; 
e Saws; 
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e Specialty tools; 
e Water pumps. 


Exclusions: 
e Land clearing or excavation work for a land clearing or excava- 
tion contract is classified in 0101; 


e Concrete work contained within a building or structure made of 
concrete, masonry, iron or steel frame, such as the foundation, floor 
slab, precast or poured in place bearing floors or wall panels, col- 
umns, pillars, metal erection or any other portion of the building or 
structure itself, is classified in 0518; 

e Paver stone installation projects such as, but not limited to, 
driveways, walkways, patios and pool decks are classified in 0301; 

e Concrete work performed on or in connection with projects on 
highways, streets, or roadways, including sidewalks, curbs, gutters, 
median or retaining walls, or sawing, drilling or cutting operations 
as part of the roadway is classified in 0214; 

e Bridge construction is classified in 0201; 

e New dam construction is classified in 0701; 

e Concrete landscape curbing when done as part of a landscape 
project is classified in 0301; 

e Concrete flatwork not covered by another classification is 
classified in 0217-00; 

e Concrete foundation and flatwork construction or repair in con- 
nection with wood frame construction are classified in 0217-01. 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17A-0301 Classification 0301. ((Appties—te: 
i , ; EE N ; ) , = 
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0301-04 Lawn type sprinkler systems: Installation, service, or repair 


Applies to: 
Contractors engaged in the installation, service, or repair of 
lawn type sprinkler systems. 


Lawn sprinkler systems are installed at private residences or 
commercial businesses. 


Work includes, but is not limited to: 


e Identifying area of land to be covered, to determine size and 
amount of pipe and sprinkler heads needed for sprinkler system in- 
stall; 

e Installing heads, and timers; 

e Laying/joining/repairing pipe; 

e Planting or replacing grass from seed or sod; 

e Trenching. 


Tools include, but are not limited to: 


e Electric power tools; 
e Fertilizer spreaders; 


e Hand tools/rakes; 


e Mowers; 


e Trenchers; 
e Wheelbarrows; 


e Vibrating plow or pipe pulling machine. 
Exclusions: 

« Worker hours engaged in construction of open canal type irriga- 
tion systems are reported separately in classification 0108. 


e Installation, service, or repair of above or below ground agri- 
cultural/irrigation systems are classified in 0301-06. 

e Worker hours engaged in installation or maintenance of a land- 
scape roofing irrigation system, are reported separately in classifi- 
cation 0507. 

e Maintenance and cleaning of lawn sprinkler system pipes and 
heads done in connection with a landscape maintenance contract are 
classified in 0308. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0301-06 Agricultural sprinkler/irrigation systems, N.O.C.: Installa- 
tion, service, or repair 
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Applies to: 

Contractors engaged in the installation, service, or repair of 
above or below ground agricultural sprinkler and irrigation systems 
not covered by another classification (N.O.C.). 

These differ from lawn sprinkler systems as the size of pipes and 
pumps installed are larger to produce the water pressure to irrigate 
large areas of land. 


Sprinkler irrigation systems include, but are not limited to: 
e Above or below ground; 
e Center pivot or linear move; 
e Fixed or movable; 
e Wheel or impulse. 


Tools include, but are not limited to: 
e Electric power tools; 
e Fertilizer spreaders; 
e Hand tools/rakes; 
e Mowers; 
e Small front end loaders; 
e Tractors with till attachments; 
e Trenchers; 
e Wheelbarrows; 
e Vibrating plow or pipe pulling machine. 


Exclusions: 

e Worker hours engaged in construction of open canal type irriga- 
tion systems are reported separately in classification 0108. 

e Installation, service, or repair of lawn type sprinkler systems 
is classified in 0301-04. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0301-08 Landscape construction operations, N.O.C. 
Applies to: 


e Contractors engaged in new landscape construction or renovation 
projects not covered by another classification (N.O.C.). 

e Contractors engaged in the installation of invisible fences, 
which are usually used to confine animals within a given area. 

e Contractors engaged in the installation, service, and repair of 
paver stone installation projects such as, but is not limited to, 


driveways, walkways, patios, and pool decks. 
Work includes, but is not limited to: 
e Producing preliminary drawings of a landscape, renovation, or 


invisible fence project; 
e Preparing the ground (may include tilling and spreading of top 
soils); 
e Trenching; 


e Burying wire in trench (invisible fencing); 

e Connecting low voltage transmitter box for invisible fencing; 

e Planting trees, plants, or shrubs; 

e Planting or replacing grass from seed or sod; 

e Installing ground cover material or plastic to retard weeds; 

e Placing concrete borders; 

e Incidental construction of rockery, extruded concrete curbing, 
fences, ponds, walls, arbors, trellises and gazebos when performed by 


employee of a landscape contractor as part of a landscape contract. If 
these activities are conducted separately from a landscape contract 
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reported separately in 


y ar 


the classification applicable to the work being performed; 


e Installing concrete, brick, or stone pavers to create walkways, 
pathways, pool decks, or patios; 
e Incidental construction of walls and rockery performed by em- 


ployees of a paver stone installa 


tion cont 


tractor as part 


t of a paver 


installation contract. 


If 


these activities are conducted separately 


from a paver stone inst 


tallation contract and not part of a paver stone 


project, 


they ar 


reported separat 


tely in 


the classificat 


tion applicable 


to 


the work being performed. 


Note: 


Incidental work is a minor part of an overall project or contract. 


Example: A paver installation company creates the driveway, walk- 


ways, and 


atio at a residential 
will slide onto the driveway unless a three foot tall retaining wa 


L home. 


The com 


an 


finds that the lawn 


the length of the driveway is created. The creation of the retaining 


wall to protect the driveway is incidental to the paver installation 
project and may be reported in 0301. 


Common types of paver installation include: 
e Interlocking concrete pavers, which are primarily sand set, but 
in some cases mortar set; 


e Permeable interlocking concrete pavers, which are installed to 


help reduce storm water runoff; 
e Pedestal set pavers, when used for roof top decks and plaza 

areas to increase living space, or to meet certain environmental re- 

quirements (not acting as a roofing system). 


Tools include, but are not limited to: 
e Electric power tools; 
e Fertilizer spreaders; 


e Hand tools/rakes; 


e Mowers; 


e Small front end loaders; 
e Tractors with till attachments; 


e Trenchers; 


e Wheelbarrows. 


Exclusions: 


e Worker hours engaged in grading, clearing, or contouring of 


land are reported separately in classification 0101. 
e Worker hours engaged in construction of open canal type irriga- 


tion systems are reported separately in classification 0108. 

e Worker hours engaged in installation of bulkheads not adjacent 
to water, or similar structures built of rock, are reported separately 
in classification 0302. 


e Worker hours engaged in installation or on-site maintenance of 
roofing materials composed of impermeable barriers, sod, soil, and 


plants, sometimes termed landscape roofing, living roofing, garden 
roofing, green/environmentally beneficial roofing, brown/biodiverse 
roofing, or vegetative roofing, are reported separately in classifica- 


tion 0507. 


tion 0507. 
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e Worker hours engaged in lawn care maintenance or chemical 
spraying or fumigating are reported separately in classification 0308. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0303 Classification 0303. 


0303-00 Plastering, stuccoing and lathing buildings, N.O.C. 
( (AppHes——o—contractors—ngaged—inh—ihteriorand—exterior phas- 


Applies to: 

Contractors engaged in interior and exterior plastering, stucco- 
ing, and lathing work on buildings or structures not covered by anoth- 
er classification (N.O.C.). 


Work activities include, but are not limited to: 

e Lathing work which involves nailing thin wood or metal strips 
and wire mesh or Styrofoam panels to studs or joists to support the 
application of plaster or stucco; 

e Mixing of plaster or cement with water; and 

e Applying the mixture by hand trowel or low pressure spray appa- 
ratus to the lathing material. 


Exclusions: 

e Masonry or brick work is classified in 0302; 

e Interior painting is classified in 0521; 

e Exterior painting is classified in 0504; and 

e Concrete work is classified in the classification applicable to 
the work being performed. 


AMENDATORY SECTION (Amending WSR 16-11-082, filed 5/17/16, effective 
7/1/16) 


WAC 296-17A-0504 Classification 0504. 
0504-06 Waterproofing, N.O.C.: Buildings or structures 
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Applies to: 


Businesses engaged in waterproofing buildings or structures not 


covered by another classification 


(N.O.C.) regardless of the height of 


the building or structure. 


Structures waterproofed may include, but are not limited to: 


Decks; 
Driveways; 


Fences; 
Floors; 
Foundations and foundation walls; 


Wal 


Lkways; 


Walls. 


Surfaces waterproofed may include, but are not limited to: 


Asphalt; 


Concrete; 


Metal; 


r 


Plaster; 


S 
S 


teel; 


F 


tone; 
Wood. 
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Waterproof processes may include: 
e Membrane, which adheres long strips of rubber and pumice to ex- 
terior walls or foundations with the use of primer; 
e Pressure injection, which uses a long wand inserted into the 
material to fill cracks; 
e Epoxy injection, which uses a caulk gun to inject a silicon ma- 
terial into cracks and is performed on the interior or exterior of the 
building or structure; 
e Application with use of a brush, roller, or spray directly onto 
the surface of the material. 


Exclusions: 

e Excavation work performed in conjunction with a waterproofing 
contract is classified in 0101; 

Special note: If excavation work is performed (to remove dirt 
away from a foundation wall or to push it against the wall after the 
waterproofing material is applied) classification 0101 applies, re- 
gardless of the type of contractor performing the excavation work. 

e. Waterproofing operations performed in connection with roofing 
or subagqueous work are classified in the classification applicable to 
the work being performed; 

e Worker hours engaged in the application of asphalt sealant or 
waterproof materials to roadways and parking lots are reported sepa- 
rately in classification 0219; 

e Filling cracks or voids with like materials is classified in 
the classification applicable to the repair work being performed; and 

e The application of waterproof materials performed by a concrete 
contractor as part of the concrete construction project is classified 
in the classification applicable to the work being performed. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0504-18 Pressure washing services or sandblasting, N.O.C.: Buildings 
or structures 


Applies to: 
Businesses engaged in pressure washing or sandblasting buildings 
or structures, not covered by another classification (N.O.C.). 


Work activities include, but are not limited to: 
e Pressure washing, which involves a forced spray of air and wa- 


ter; 

e Sandblasting, or abrasive blasting, which involves a forced 
spray of sand, steel, or glass; 

* On multistory buildings: Cleaning roofs, gutters, and down- 
spouts; and removal of moss or snow; 

e Other incidental cleaning or washing. 


Materials removed include, but are not limited to: 


e Dirt; 


e. Moss; 
e Old paint; 
e Rust. 


Exclusions: 
e Worker hours engaged in multimedia blasting in a shop are re- 

ported separately in classification 3402; 

e Pressure washing or sandblasting by a painting contractor as a 


part of the preparation for painting exterior buildings, structures, 
or the interior/exterior of tanks is classified in 0504-21; 
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e Pressure washing as a part of interior building painting con- 
tracts is classified in 0521; 

e Worker hours engaged in cleaning or washing roofs of single 
story buildings or removing moss or snow from, single story buildings 
(when the cleaning or washing is not part of a painting or roofing 
contract) are reported separately in classification 6602; 

e Waterproofing buildings or structures, N.O.C. is classified in 
0504-06; 
e Pressure washing or sandblasting operations performed in con- 
junction with and as a part of another type of business such as a 
foundry, metal goods manufacturer, auto body repair shop, etc., is 
classified in the applicable classification. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 
0504-20 Lead abatement 


Applies to: 
Businesses engaged in lead abatement performed on structures 
where there are significant amounts of lead-based paint and lead dust. 


Work activities include, but are not limited to: 


e Must comply with various governmental regulations; 

e Preliminary testing of the site to determine the presence of 
lead and the extent of the contamination; 

e Determine which abatement procedure is right for the project; 

e Perform abatement procedure; 

+ All preparation and all cleanup work. 


Abatement procedures may include: 
e Encapsulation, which is used on interior surfaces to seal the 


lead-based paint with a bonding material; 
e Enclosure, which is used on interior and exterior surfaces and 


involves constructing special airtight enclosures made out of gypsum 
wallboard, plywood paneling, aluminum, vinyl, or wood exterior sid- 
ings; 


e Component replacement, which involves removing building compo- 
nents such as paneling, moldings, windows, and doors which are coated 
with lead-based paint and replacing them with new components; 

e Chemical removal, abrasive removal, or hand scraping, which are 
methods to physically remove the lead paint. 


Exclusions: 

e Worker hours engaged in soil remediation work are reported sep- 
arately in classification 0101; 

e Worker hours engaged in asbestos abatement are reported sepa- 
rately in classification 0512; 

e Lead abatement as part of a painting contract for interior/ 


exterior of buildings or structures, or the interior/exterior of tanks 
is classified in the applicable classification. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


0504-21 Painting: Exterior buildings or structures, N.O.C.: Cleaning: 
Interior/exterior of oil or gas storage tanks, beer vats, and sewage 
treatment tanks 


Applies to: 

Businesses engaged in painting the exterior of all types of 
buildings or structures not covered by another classification 
(N.O.C.), regardless of height, including cleaning, coating, or paint- 
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beer vats, 


or 


sewag 


treatment tanks. 


Buildin 


gs_ and structures include, but are not limited to: 


Bri 


dges; 


Chu 


rches; 


Fac 


tories; 


Residential or commercial buildings; 


Single or multiple story buildings; 


Smo 


kestacks; 


Sta 


diums; 


Sto 
Tow 
War 


res; 
ers; 
ehouses. 


Work 


activities include, but are not limited to: 


e Applying paint by brush, 


rol 


ler, 


or spray to a variety of sur- 


faces such 


as wood, 


concr 


st 


metal 


rA 


Z 


Z 


sto 


ne, 


or other 


types of exterior surfaces 


r 


All preparation work; 


plaster, 


Set up of scaffolding or power lifts; 


Pressure washing; 


Removal of old paini 


or asbe 


stos; 


Sandblasting; 


Taping or masking; 


Cleanup work. 


Exclusions 


Contractors engaged in waterproofing buildings or structures, 


N.O.C. 


are classified 


in 050 


4-06; 


Pressure washing services or sandblasting of buildings or 


structures are classified in 0504-18; 

e Interior painting of buildings is classified in 0521; 

e Painting of murals or other artwork on the interior of build- 
ings is classified in 4109; 

e Painting of murals or other artwork on the exterior of build- 
ings is classified in 0403. 
Note: See asbestos certification and training requirements at www.|Ini.wa.gov. For rules on assigning and reporting in more than one basic 

classification, see WAC 296-17-31017 Multiple classifications. 

AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 

WAC 296-17A-0511 Classification 0511. 
0511-00 Glass installation in buildings 

( (AepptHies_teo—econtracteors and gtass_merechants engaged in the—in- 
stabteticn and/or remevatefgteass—inbuiidings—and residences This 
typeof work i+s—geseratiiy pesfosmed bya tet tastes" who—ihnstahHs e- 
moves,—and/er beards up breken_ordamageduinindewexr*acergtess.—_Fhis 
elassi=jiesties jhetodes—awaties ef ghess,  phestieond—simihH her mate- 
¥iets—in bu tea ngs—and +esidernces,—_imneticding—exteriorotass—eurtain 
watts—en—muttisterybuitidings,_skytights,mitrers,—_stermawndews,;— win- 
dow seshes—and windew/door glass- This classification aisoinchides 
gtass—_tinting—or the apeticaticon of tinted plastic iim to ghass wia- 
doews—and _deers—_in_buitdings—er—_residences, 
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e Contractors and glass merchants engaged in the installation 


dings and residences. 


e Businesses e 


ngaged in glass tinting or the appl 


lication of tin- 


ted plastic film to glass windows and doors in buildings or residen- 


ces. 


stalls, 


This type of work is generally performed by a "g 


lazier" 


who in- 


removes, 


and/or boards up broken or damaged ql] 


lass from windows 


or doors. 


Materials used include, but are not limited to: 


e Variety of glass; 


e Plastic and 


similar materials. 


Glass or tinting projects include, but are not limited to: 


Exterior glass curtain walls on multistory buildings; 


Mirrors; 
Skylights; 


Storm windows; 


Window/door 


glass; 


Window sashe 


Ss. 


Exclusions: 


* G 


lass merchants are classified in 1108; 


e Installation 


of auto glass 


is classified in 1108 when performed 


from the glass merchant's sh 


Op; 


at or away 


e Gl 


ass frosting, etching, or beveling is classified in 1108; 


e mm 


Tinting or the application of tinted plastic fil 


lm to auto glass 


detailer 


is classified in 


3406; 


by an auto 
lass manufacturing is classified in 3503; 
window 


formed as part of a framing contract on 


a aal 


and 


e Installation 


of windows, 


frames, 


and sky] 


lights when per- 


a wood frame building by the 


framing workers 


is 


N 


classified in 0510 


business is a glass installation cont 


Special note: 


Care should b X 


rcised when determining if the 


ractor or a glass merchant. 


A 


g 


lass merchant 


in c 


lassifications 110 


8 and O511, 


does not qualify for 


al 


assification 5206 


"Permanent yard or shop." However, 


if the business 


is engaged exc] 


lusively as a glass 


installation contractor, 


and not as 


a 


glass merchant, t 


he contractor's bu 


Siness may qualify for classifi- 
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cation 5206 for the storage of materials. For rules on assigning ex- 
ception classifications, see WAC 296-17-31018. 


AMENDATORY SECTION (Amending WSR 21-22-090, filed 11/2/21, effective 
1/1/22) 


WAC 296-17A-0519 Classification 0519. 


0519-00 Sheet metal work in building construction N.O.C. 
( (Appt es—es contractors engaged = A —the —oeo  et ten os repeat oF 


Applies to: 

e Contractors engaged in the installation or repair of sheet met- 
al work in building construction, not covered by another classifica- 
tion (N.O.C.) 


Projects include, but are not limited to: 

e Interior and exterior sheet metal work for residential or com- 
mercial buildings; including sheet metal work on wood frame, pole, and 
nonwood frame buildings. 


Work activities include, but are not limited to: 
e Installation of metal siding, gutters, and downspouts; 
e Interior wall panels (such as the back splash behind stoves and 
sinks); 
e Metal industrial shelving; 
e Nonstructural sheet metal patio covers/carports; and 
e Stainless steel counter tops. 


Exclusions: 
e Sheet metal work as part of heating and ventilation and air 
conditioning systems installation is classified in 0307; 
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e Installation of aluminum or sheet metal as part of roof work is 
classified in 0507; 


a 
0 

e Installation of light weight sheet metal tool sheds is classi- 
a 
a 


fied in 0516; and 
e Insta] tion of commercial metal carports and service station 
canopies is classified in 0518. 


Note: Contractors who operate a sheet metal fabrication shop or prefabricate gutters, downspouts, and posts in a shop away from the construction site 
are assigned classification 3404 for the shop operations. When a contractor's business is assigned classification 3404 for shop operations then 
classification 5206 "Permanent yard or shop" is no longer applicable to the contractor's business for the storage of materials or repair to 
equipment. 


AMENDATORY SECTION (Amending WSR 12-11-109, filed 5/22/12, effective 
7/1/12) 


WAC 296-17A-0601 Classification 0601. 


0601-00 Electrical wiring in buildings; electrical wiring, N.O.C.; 
Permanent flood lighting: Installation 


Cee oe ee ee ee 
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t covered by another classification 


N.O.C. 


° Permanent flood ligh 


ting. 


Work activities include, but are not limited to: 


e General e 


lectrical work, 


including ins 


tallation, service or re- 


pair at resident 


ial and commercial settings; 


e In 


stallat 


ion, service or repair of extension lines one the 


hookup of electrical wiring; from where 


the u 


tility company's lines 


end to th 


e stru 


cture's power meter and extension to the inside or out- 


side of the building or its 


exterior sett 


ing; 


e In 


stallation of the breaker panel 


, fuses, plugs and snap 


Switches, 


rough- 


in electrical 


work to include 


the stringing of insula- 


ted or en 


cased wiring and mounting of pl 


ug-in 


or switch housing boxes, 


installation of plug-in, dimmer and switch units; 
e Installation of light fixtures, recessed canister and fluores- 
cent lighting, track lighting, and other interior and exterior light- 


ing fixtu 


res; 
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e Installation of ceiling 
tial and commercial appliances such as built-in microwaves, dishwash- 
ers, electric ovens, and oven hoods; 

Installation of permanent flood lighting at stadiums and parks. 


2 aa 


ans, and the installation of residen- 


e In 
Generally, flood lighting fixtures are mounted onto poles, buildings, 
or other structures; the erection or construction of those structures 
is not included in this classification. 


Machinery and equipment used include, but are not limited to: 
e Cable pullers; 
e Circuit finders; 

e Drill guns; 

e Measuring tools; 

e Pliers; 

e Saws; 

e Screw drivers; 

e T strippers; 


e Trucks. 
Exclusions: 

e Installation of overhead or underground power lines and poles 
by an electric utility company is classified in 1301; 

e Installation of overhead power lines by a nonelectric utility 


contractor is classified in 0509; 
e Installation of underground power lines by a nonelectric utili- 
ty contractor is classified in 0107. 


0601-07 Electrical machinery and auxiliary apparatus: Installation and 
repair; temporary floodlights or searchlights: Erection 


Applies to businesses engaged in: 

Installation and repair of electrical machinery and auxiliary ap- 
paratus. Generally, this type of work occurs at industrial or commer- 
cial plants, power plants, or sites where large machinery is instal- 
led. This classification includes extending insulator or encased wir- 
ing or cable from the power meter, breaker or control panel to the 
physical location where the machinery is installed, and incidental 
wiring of the machinery or auxiliary apparatus. 

e Erection or set up of temporary floodlights away from the busi- 
ness premises. Uses of temporary floodlights and searchlights include, 
but are not limited to, advertising grand openings or special sales at 
shopping malls, auto dealers, grocery and outlet stores, marking the 
location of special events such as carnivals or concerts, or at con- 
struction project sites. 


Machinery and apparatus set up, installed, or repaired include, but 
are not limited to: 

e Compressors; 

e Converters; 

e Generators; 

e Heavy motors; 

e Power switchboard equipment; 

e Temporary floodlights or searchlights; 

e Transformers. 


Machinery and equipment used includes, but is not limited to: 
e Generators; 
e Personal protective equipment; 
e Trailers; 
+ Trucks. 


Certified on 11/30/2023 [ 379 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-155 


Work activities include, but are not limited to: 

e Installation or repair of electrical machinery and auxiliary 
apparatus; 

e Set up of temporary floodlights or searchlights - Temporary 
floodlights or searchlights are mounted on a truck or trailer, and 
transported to the customer site or location where they operate with 
use of a generator; 

e Extending insulator or encased wiring or cable from the power 
meter, breaker or control panel to the physical location where the ma- 
chinery is installed; 

e Incidental wiring of the machinery or auxiliary apparatus. 


Exclusions: 
e Businesses engaged in the erection of permanent floodlight fix- 
tures to poles, buildings or structures is classified in 0601-00. 


0601-15 Television cable: Installation service or repair in buildings 
by contractor 


Applies to businesses engaged in: 
Installation, service or repair of television cable in buildings. 


Work activities include, but are not limited to: 
e Installation of television cable lines in residential and com- 
mercial buildings; 
e Dropping of lines from the pole to the house; 
e Mounting of cable control panel boxes to the exterior of build- 


e Extending cable; 

e Mounting multiple line adapter units and relay switches; 

e Affixing the cable end for hook-up to televisions and other 
stereo components. 


Machinery and equipment includes, but is not limited to: 
e Cable pullers; 

e Drill guns; 

e Measuring tools; 

e Pliers; 

e Saws; 


Screw drivers; 
T strippers; 
Trucks. 


Exclusions: 
e Installation of underground or overhead television cable lines 
when performed by a television cable company is classified in 1305; 
e Installation of underground television cable lines when per- 
formed by a nontelevision cable company contractor is classified in 


0107; 


w 


e Installation of overhead television cable lines from pole to 
pole by a nontelevision cable company contractor is classified in 
0509. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0602 Classification 0602. 
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0602-03 Elevators or elevator door bucks: Installation, service and/or 
repair 


Applies to: 

Installation, service and/or repair of freight or passenger ele- 
vators and elevator door bucks in private residences and commercial 
buildings or structures. Generally, the process begins after the ele- 
vator shaft has been erected. 


Equipment being installed include, but are not limited to: 
e Cables; 
e Doors; 
e Door bucks; 
e Electrical apparatus and wiring in connection with operation of 
the elevator; 
e Elevator units; 
e Hoisting systems; 
e Motors. 


Exclusions: 

e Installation or repair of escalators and industrial machinery 
is classified in 0603; 

e Erection of temporary construction elevators as part of a con- 
struction project is classified in the applicable phase of construc- 
tion being supported. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-0701 Classification 0701. 


0701-00 New dam construction: All operations in dam site area 


( (Appiteste—centracters engaged in the construction of Hew cams 
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Applies to: 


Contractors engaged in the construction of new dams only, and in- 
cludes all operations in the dam site area. A dam is a barrier built 
across a waterway to control the flow or level of water. 


This classification includes all operations to construct a new dam in 
the dam site area. Constructing the foundation and structure includes, 
but is not limited to: 
Boring or tunneling; 
Caisson work; 
Earth and rock excavation; 
Erection of cofferdams; 
Erection of scaffolds; 
False work (temporary forms and support structures); 
Operation of concrete distribution apparatuses; 
Pile driving or shaft sinking; 
Placement of gates, turbines, control towers, and electrical 
wiring apparatus; 
e Placement of reinforcing steel and rebar; 
e Pouring and finishing concrete; and 
e Setting and stripping of forms. 
This classification also includes the incidental construction of 
fish ladders as part of the new dam construction project. 


Exclusions: 
+e All other construction, service, or repair work done as part of 
an existing dam is classified in the classification applicable to the 
phase of construction work being performed. 
e For example, the inspection of the foundation of an existing 
dam by divers is classified in 0202; the patching of cracks in the dam 
is classified in 0518. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1004 Classification 1004. 
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Applies to: 


Businesses that operate log storage or sorting yards. The logs 
may be owned by the yard or stored for others. 


Work activities include, but are not limited to: 
e Grading logs by type or size; 
e Loading/unloading log trucks; 

e Recordkeeping; 


Routine maintenance of grounds and equipment; 
Security; 
Stacking logs. 


Exclusions: 

e Worker hours engaged in trucking outside of the yard must be 
reported separately in 1102; 

e Log storage or sorting yards operated by a logging company at a 
Side or a remote location, are considered an inclusion and are classi- 
fied in 5001 or 5005; 

e Log storage yards operated in conjunction with a pole yard, log 
drying, or wood products manufacturing company are classified in the 
classification applicable to the business. 


AMENDATORY SECTION (Amending WSR 12-11-109, filed 5/22/12, effective 
7/1/12) 


WAC 296-17A-1005 Classification 1005. 


1005-02 Shake and/or shingle mills 
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Applies to: 


Businesses engaged in the operation and maintenance of a shake 
and/or shingle mill. 


Products manufactured include, but are not limited to: 


e Shakes - Roofing or siding material having at least one surface 
with a natural grain textured split surface; 
e Shingles - Roofing or siding material having sawn faces and 


backs and of a standard thickness at the butt end and tapered finish 
at the other end; and 

e Ridge caps - Produced from two pieces nailed together to form a 
"v" shape placed on the center line of a roof. 


Work activities include, but are not limited to: 
e Receiving raw logs which are cut and split into shakes, shin- 
gles, and ridge caps; 
Temporarily storing raw logs in the yard; 
Loading raw logs onto a conveyor or log slip; 
Cutting the log into rounds; 
Splitting the rounds into blocks; 
Feeding the blocks through a shake or shingle saw; 
Grading, sorting, bundling, and stacking finished shakes, shin- 
gles and/or ridge caps. 


Machinery and equipment used include, but are not limited to: 
e Conveyors; 

Cut-off saws; 

Forklifts; 

Head saws; 

Log loaders; 

Log slips; 

Overhead splitters; 

Pallet presses; 

Shake saws; 

Shingle saws; 

Taper saws. 


Exclusions: 

e Businesses engaged exclusively in the manufacturing of ridge 
caps or shims are classified in 2903; 

e All operations conducted in the woods, such as logging or the 
cutting and splitting of shake or shingle bolts are classified in the 
applicable logging classification; and 

e Automated shake and shingle mills are classified in 1002, pro- 
vided th ntire process to produce shakes and shingles is automated 
at the mill site, and meets the requirement defined in WAC 
296-17A-1002. 
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AMENDATORY SECTION (Amending WSR 13-10-080, filed 5/1/13, effective 
7/1/13) 


WAC 296-17A-1006 Classification 1006. 


1006-00 Land surveying services, N.O.C. 


Applies to: 
Businesses engaged in providing professional land surveying serv- 
ices not covered by another classification (N.O.C). 


Work activities include, but are not limited to: 

e Measuring the size and physical characteristics of earth surfa- 
ces to determine precise location and measurements of points, eleva- 
tions, lines, areas, contours, and boundaries; 

e Performing marine, mine, forestry, geological and photogrammet-— 
ric surveys which utilize sophisticated instruments and techniques, 
including aerial photography; 

e Field data collected by surveyors may be used to produce maps, 
architectural and civil engineering plans and drawings. Maps and draw- 
ings may be produced by drafters who plot out the field data by hand 
or by using computer-aided drafting programs. 


Exclusions: 

e Draftspersons whose duties are limited to office work, if all 
conditions of the general reporting rules governing standard exception 
employees have been met, may be reported separately in classification 
4904; 


e Surveyors employed by construction companies or other types of 
businesses are reported in the applicable classification for those 
businesses; 

e Environmental and ecological surveyor services are classified 
in 1007. 
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AMENDATORY SECTION (Amending WSR 17-11-120, filed 5/23/17, effective 
7/1/17) 


WAC 296-17A-1102 Classification 1102. ( (Ctessi fication 1102-ap-— 


For i ae easseses>—etassd fication 1102 4544 sided jHte6 
fhefollevesag subetessi=jestientisi: 

1102-02 Interstate trucking 

1102-03 Intrastate trucking 

1102-04 Combined interstate/intrastate trucking) ) 


1102-02 Interstate trucking 


Applies to: 

Businesses that hire drivers and riders engaged in interstate 
trucking. Interstate truck driving is operating a truck hauling goods 
either to or from an out-of-state destination. 

This classification includes passengers providing labor including 
lumpers and other similar workers who ride in the truck. "Lumpers" 
means laborers who load or unload cargo. 


Duties include, but are not limited to: 
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e Deadhead trips, driving without a load or without a trailer at- 
tached; 

e Escort or pilot car driving; 

e Loading and unloading vehicles; 

e Mechanical repair. 


Types of goods hauled include, but are not limited to: 
e Bulk freight, merchandise, or commodities; 
e Gravel or aggregate; 
e Logs; 
e Mobile homes or factory-built housing units; 
e Soils or compost; 
e Vehicles. 


Equipment may include, but is not limited to: 
e Forklifts; 
e Hand trucks; 
e Pallet jacks; 
e Tractor and trailers. 


Exclusions: 

e Delivery of factory-built housing units by factory-built hous- 
ing dealers is classified in 3415. 

e Delivery and set up of factory-built housing units by contrac- 
tor is classified in 0517. 

e Businesses that provide escort or pilot car services for others 
as described in subclassification 1404-11 are classified in 1404-11. 

e Automobile delivery or repossessing, where a driver, not a mo- 
torized transportations service, does the delivery, is classified in 
1101-04. 
e Businesses that sell and also deliver soils or compost are 
classified. in 1103. 
e Hauling logs from a logging side to a mill or storage yard is 
classified in 5003. 

Notes: e Classification 1102 is assigned as a nature of business or if a basic classification specifically excludes trucking. See WAC 296-17-31015 
General inclusions. 
e Businesses in this classification may have terminals or storage depots where goods are stored awaiting transfer. Workers who exclusively 
work at these facilities may be reported in classification 2002. An individual's hours cannot be split between 1102 and 2002. 
e Driver hours are capped at 520 hours per driver per quarter. See the special trucking industry rules, WAC 296-17-35203(3). 
e The special exception rules for permanent yard and shop operations apply to trucking businesses assigned classification 1102. See 
subclassification 5206-80 and WAC 296-17-31018. 


e See RCW 51.08.180 and 51.12.095 concerning owner operators of trucks. 
e For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


1102-03 Intrastate trucking 


Applies to: 

Businesses that hire drivers and riders engaged in intrastate 
trucking. Intrastate truck driving is operating a vehicle hauling 
goods within the boundaries of Washington state. This includes when 
the origin or destination of the load is out-of-state but the driver 
does not continue out-of-state with the load. 

This classification includes passengers providing labor including 
lumpers and other similar workers who ride in the truck. "Lumpers" 
means laborers who load or unload cargo. 


Duties include, but are not limited to: 

e Deadhead trips, driving without a load or without a trailer at- 
tached; 

e Escort or pilot car driving; 

e Loading and unloading vehicles; 

e Mechanical repair. 
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Types of goods hauled include, but are not limited to: 
e Bulk freight, merchandise, or commodities; 
e Gravel or aggregate; 
e Logs; 
e Mobile homes or factory-built housing units; 
e Soils or compost; 
e Vehicles. 


Equipment may include, but is not limited to: 
e Forklifts; 
e Hand trucks; 
e Pallet jacks; 
e Tractor and trailers. 


Exclusions: 

e Delivery of factory-built housing units by factory-built hous- 
ing dealers is classified in 3415. 

e Delivery and set up of factory-built housing units by contrac- 
tor is classified in 0517. 

e Businesses that provide escort or pilot car services for others 
as described in subclassification 1404-11 are classified in 1404-11. 

e Automobile delivery or repossessing, where a driver, not a mo- 
torized transportations service, does the delivery, is classified in 
1101-04. 
e Businesses that sell and also deliver soils or compost are 
classified in 1103. 
e Hauling logs from a logging side to a mill or storage yard is 
classified in 5003. 


Notes: e Classification 1102 is assigned as a nature of business or if a basic classification specifically excludes trucking. See WAC 296-17-31015 
General inclusions. 
e Businesses in this classification may have terminals or storage depots where goods are stored awaiting transfer. Workers who exclusively 
work at these facilities may be reported in classification 2002. An individual's hours cannot be split between 1102 and 2002. 
e Driver hours are capped at 520 hours per driver per quarter. See the special trucking industry rules, WAC 296-17-35203(3). 
e The special exception rules for permanent yard and shop operations apply to trucking businesses assigned classification 1102. See 
subclassification 5206-80 and WAC 296-17-31018. 
e See RCW 51.08.180 and 51.12.095 concerning owner operators of trucks. 
e For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


1102-04 Combined interstate/intrastate trucking 


Applies to: 

Businesses that employ drivers and riders engaged in both inter- 
state and intrastate trucking. 

Interstate truck driving is operating a truck hauling goods ei- 
ther to or from an out-of-state destination. 

Intrastate truck driving is operating a vehicle hauling goods 
within the boundaries of Washington state. This includes when the ori- 
gin or destination of the load is out-of-state but the driver does not 
continue out-of-state with the load. 

This classification includes passengers providing labor including 
lumpers and other similar workers who ride in the truck. "Lumpers" 
means laborers who load or unload cargo. 


Duties include, but are not limited to: 
e Deadhead trips, driving without a load or without a trailer at- 
tached; 
e Escort or pilot car driving; 
e Loading and unloading vehicles; 
e Mechanical repair. 


Types of goods hauled include, but are not limited to: 
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e Bulk freight, merchandise, or commodities; 

e Gravel or aggregate; 

e Logs; 

e Mobile homes or factory-built housing units; 
e Soils or compost; 

e Vehicles. 


Equipment may include, but is not limited to: 
e Forklifts; 
e Hand trucks; 
e Pallet jacks; 
e Tractor and trailers. 


Exclusions: 

e Delivery of factory-built housing units by factory-built hous- 
ing dealers is classified in 3415. 

e Delivery and set up of factory-built housing units by contrac- 
tor is classified in 0517. 

e Businesses that provide escort or pilot car services for others 
as described in subclassification 1404-11 are classified in 1404-11. 

e Automobile delivery or repossessing, where a driver, not a mo- 
torized transportations service, does the delivery, is classified in 
1101-04. 
e Businesses that sell and also deliver soils or compost are 
classified in 1103. 
e Hauling logs from a logging side to a mill or storage yard is 
classified in 5003. 


Notes: e Classification 1102 is assigned as a nature of business or if a basic classification specifically excludes trucking. See WAC 296-17-31015 
General inclusions. 
Businesses in this classification may have terminals or storage depots where goods are stored awaiting transfer. Workers who exclusively 
work at these facilities may be reported in classification 2002. An individual's hours cannot be split between 1102 and 2002. 
e Driver hours are capped at 520 hours per driver per quarter. See the special trucking industry rules, WAC 296-17-35203(3). 
e The special exception rules for permanent yard and shop operations apply to trucking businesses assigned classification 1102. See 
subclassification 5206-80 and WAC 296-17-31018. 
e See RCW 51.08.180 and 51.12.095 concerning owner operators of trucks. 
e For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 12-11-109, filed 5/22/12, effective 
7/1/12) 


WAC 296-17A-1103 Classification 1103. 


1103-00 Coal and solid fuel dealers - Yard operations 
( (Appttes_te_estabiishments_engaged in the _sate—and detivery of 
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Applies to: 


Exclusions: 


Businesses engaged in selling coal, pressed wood fiber logs (fire 
logs), wood stove pellets, wood chips, or sawdust. 
Work activities include, but are not limited to: 

e Delivery; 

e Store operations; 

e Yard operations. 
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e Worker hours engaged in manufacturing operations are reported 
separately in the classification applicable to the material and proc- 
ess used. 

e Worker hours engaged in mining operations are reported sepa- 
rately in the applicable mining classification. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


1103-02 Firewood dealers - Yard operations 


Applies to: 
Businesses engaged in selling firewood, operating a firewood 
sales lot that the dealer makes deliveries from or where customers 


pick up firewood. 


Work activities include, but are not limited to: 

e Cutting firewood - Businesses subject to this classification 
may purchase precut firewood from other nonrelated businesses or may 
have a cutting crew. The only cutting operations allowed in classifi- 
cation 1103 are those conducted at the sales lot; 

e Delivery; 

e Yard operations. 


Exclusions: 

e. Worker hours engaged in firewood cutting operations conducted 
in timber or forest lands are reported separately in the applicable 
logging classification. 

e Worker hours engaged in firewood sales lot operations conducted 
from a logging landing are reported separately in the applicable log- 
ging classification. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


1103-04 Composting 


Applies to: 
Businesses engaged in composting. 


Materials composted include, but are not limited to: 
e Dewatered sludge; 
e Yard waste. 


Work activities include, but are not limited to: 
e Composting; 
e Delivery. 


Composting processes include, but are not limited to: 

e Composting yard waste - Grinders may be used to reduce the siz 
of the material for faster composting. The material may be placed in 
static curing piles or long rows called "windrows" that are turned pe- 
riodically to aerate until it is adequately decomposed. When needed, 
the resulting material is screened. 

e Composting dewatered sludge - Processed and dewatered sludge is 
mixed with other materials such as shredded yard waste, sawdust, or 
other wood waste. The mixture must have the right degree of moisture 
and air to maintain a temperature between 130 and 160 degrees Fahren- 
heit. 

The end product is a "Class A" pathogen product, meaning it can 
be used in soil for raising vegetables. 


Exclusion: 
e Worm farms are classified in 4804. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 
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1103-06 Top soil, humus, peat, and beauty bark dealers - Yard opera- 
tions 


Applies to: 
Businesses engaged in selling soils, humus, peat, or beauty bark. 


Work activities include, but are not limited to: 

e Receiving and subsequent loading out into customer vehicles of 
soils, peat, humus, bark, compost, and related organic matter; 

e Mixing custom soils; 

e Incidental sales of landscaping rock, sand, gravel, and crushed 
rock; 

e Delivery. 


Exclusions: 

e Contract delivery by nondealer employees is classified in 1102. 

e Building materials dealers selling stone, brick, or concrete 
products are classified in 2009. 

e Worker hours engaged in digging soils/humus/peat/gravel or 
grinding bark are reported separately in the applicable classifica- 
tion: 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1104 Classification 1104. 


1104-00 Auto or truck wrecking or dismantling 


Applies to: 
Businesses engaged in salvaging, dismantling and parting out mo- 
torized vehicles, motorcycles, and aircraft. Parts may be removed and 
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inventoried or removed when there is a special request for them. Af- 
terward, hulls are stripped and may be crushed. 


Work activities include, but are not limited to: 

e Hauling cars and trucks to the yard by tow truck, flatbed, or 
multicar carrier or the owner may bring the vehicle to the yard; 

e Removal of salable parts with the use of hand tools and dis- 
carding frames and bodies for future sale to scrap dealers and metal 
manufacturers; 

e Breaking up of stripped chassis and bodies with torches or 
shears to be sold as iron or steel scrap; 

e Salvaged parts are reconditioned or repaired and sold over the 
counter; 

e Reconditioning of the yard's own autos and trucks for resale; 

e Selling new parts; 

e Locate and obtain parts from another yard for a customer; 

e Tow truck operations related to the hauling of vehicles pur- 
chased by the wrecking yard for sale by the yard are included within 
the scope of this classification. 


Exclusions: 
* Tow truck services to the public are classified in 1109; 
e Salvaging, collecting, sorting, and reducing scrap metal are 
classified in 0604. 


AMENDATORY SECTION (Amending WSR 17-11-120, filed 5/23/17, effective 
7/1/17) 


WAC 296-17A-1105 Classification 1105. 


1105-00 Septic tank pumping 
( (Appit+es—te—estabiishmentsengaged +n_septie tankpumping ser 
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Applies to: 


Businesses engaged in septic tank pumping services. 


Work activities include, but are not limited to: 

e Driving; 

e Locating the septic tank; 

e Digging as necessary to uncover the septic tank; 
e Connecting the pumping hose to the septic tank; 


Pumping out the sludge; and 
Disposing of the waste products. 


Exclusions: 
e Worker hours engaged in installation or repair of septic tanks 
or systems are reported separately in classification 0108; 
e Worker hours engaged in cleaning of sewage treatment tanks are 
reported separately in classification 0504. 


1105-01 Street sweeping; parking lot sweeping; dust control; and port- 
able chemical toilet servicing 


Applies to: 

e Businesses engaged in street sweeping and parking lot sweeping 
services for others. 

e Businesses engaged in snow removal by plowing. 

e Businesses engaged in delivery of portable toilets and related 
servicing and disposal of waste products which are recovered by estab- 
lishments subject to this classification. 

e Businesses engaged in operating trucks that spray water on 
roads and other surfaces for dust control. 


Equipment used includes, but is not limited to: 
e Trucks used for sweeping, equipped with rotating or nonrotating 
brushes or vacuum/suction devices. 


Work activities include, but are not limited to: 
e Adjusting or unclogging the truck brushes; 
e Cleaning the holding tanks on the sweeping or pumping vehicles; 
e Driving. 
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1105-02 Vacuum truck services 


Applies to: 
Businesses engaged in vacuum truck services. 


Services include, but are not limited to: 

e Cleaning duct work using vacuum trucks; 

e Picking up waste oils, lubricants, antifreeze, bilge water, and 
Similar waste products using vacuum trucks. 


Work activities include, but are not limited to: 
Operating vacuum trucks; 
Testing materials using testing kits; 
Pumping acceptable material into tanker trucks; 
Consolidating similar products in storage tanks; 
Taking waste to appropriate treatment or disposal facilities; 
Picking up containers of used oil filters, bringing them into 
their plant, sorting them into crushed and uncrushed filters, and re- 
moving their gaskets. This activity is included within the scope of 
this classification if it is an incidental service. 

e Related disposal of waste products recovered by businesses sub- 
ject to this classification. 


Exclusion: 
e Septic tank pumping is classified in 1105-00. 


AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-17A-1303 Classification 1303. 


1303-00 Telecommunication service providers - All other employees 
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Applies to: 


All other employees of businesses providing telecommunications 
services that enable subscribers or customers to converse or transmit 
coded data, not covered by another classification (N.O.C.). 

Classification 1303 is usually assigned with classification 1304 
for the business's administrative, office, and sales personnel. Em- 
ployers must keep records that permit the department to confirm hours 
worked in each classification. When employers do not or cannot keep 
these records, they must report all hours in question in the classifi- 
cation with the higher rate. 


Work activities include, but are not limited to: 
e Clearing right of ways; 
e Extension and maintenance of lines (including poles, towers, 
and underground lines); 
e Installation, maintenance, and repair of machinery and equip- 


ment; 


e Installing telephones and wiring in buildings; 
e Making service connections when done by employees of an employ- 
er having operations subject to this classification. 


Machinery and equipment used includes, but is not limited to: 
e Antennae; 
e Central control and switching center equipment; 
e Computers; 
e Cranes; 
e Forklifts; 
e Hand tools; 


e Relays; 
e Vehicles; 
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e Warehouse equipment. 


Exclusions: 

e Worker hours for clerical office, exchange operators, and ad- 
ministrative personnel of businesses providing telecommunications 
services are reported separately in classification 1304; 

e Contractors engaged in underground line construction, mainte- 
nance, or repair are classified in 0107; 

e Contractors engaged in overhead line, pole, and tower construc- 
tion, maintenance, or repair are classified in 0509; 

e Contractors engaged in wiring within buildings and making pole- 
to-house hook-ups are classified in 0608; 

e Contractors engaged in the installation or contract maintenance 
of machinery or equipment are classified in 0603; 

e Businesses primarily engaged in selling telephone equipment re- 
tail are classified in 6411. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1701 Classification 1701. 


1701-02 Ore reduction, by wet or dry process without application of 
heat at mine 


Applies to: 

e Businesses engaged in the reduction of coarse ores by a wet or 
dry process without the application of heat at a mine site. 
Businesses milling ores to recover nonmetallic minerals, that 
do not require amalgamation or flotation, at a mine site. 


Work activities and processes include, but are not limited to: 

e Crushing, screening, and washing ores; 

e Rotating ores in a cylindrical mill containing steel balls, 
flint pebbles, rods or rock for further grinding; 

e Amalgamation - Introduction of a chemical such as mercury to 
break down the ores into parts to obtain concentrated ores of metals; 

e Flotation - Using water to separate parts by buoyancy and den- 
sity to obtain concentrated ores of metals; 
e Milling ores without amalgamation or floatation to recover non- 
metallic minerals. 
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Exclusions: 
e Underground mining operations are classified in 1702; 
* Open cut mining operations are classified in 1703. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1702 Classification 1702. 


-)) Underground mines N.O.C. and manufac- 


turing coke from coal 


Applies to: 

e Businesses engaged in underground mining, not covered by anoth- 
er classification (N.O.C.), involving the extraction of coal, ores, 
stone, clay, or other minerals; 

e Businesses engaged in the manufacture of coke which is a solid 
carbonaceous residue obtained from bituminous coal after the removal 
of volatile materials by a distillation process. 


Processes include, but are not limited to: 

e Underground mining and the incidental activities occurring 
above ground - Underground mining may involve shaft sinking, slope 
Sinking, rock tunneling, and the building of drifts and shafts with 
heavy timbers or steel beams. Material is broken loose within the tun- 
nel or shaft with explosives, drilling machines, rock drills, chip- 
pers, power hand drills, and picks. The material is then removed from 
underground by hoist, conveyor, or some type of haulage car on steel 
track. On the surface, some extracted material is further refined. For 
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example, coal is crushed, screened, washed, and graded before being 
hauled away. 

e Manufacture of coke - Coke is a solid carbonaceous residue ob- 
tained from bituminous coal after the removal of volatile materials by 
a distillation process. Coal is fed into crushers which break down 
oversized pieces. The coal is baked in airless kilns or beehive cok 
ovens at high temperatures removing volatile materials leaving behind 
the coke. 

e Ore reduction involving heat processes. 


Equipment used include, but are not limited to: 
e Bulldozers; 

Chippers; 

Communication systems; 

Conveyors; 

Crushers; 

Drilling machines; 

Elevators; 

Explosives; 

Front end loaders; 

Haulage cars on tracks; 
Hoists; 

Lighting systems; 
Picks; 

Pipes to carry water; 

Power hand drills; 

Rock drills; 
Trucks; 

Ventilation systems. 


Exclusions: 
e Ore reduction operations that do not require the use of heat 
are classified in 1701. 
e Open cut mining is classified in 1703. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1703 Classification 1703. 


1703-01 Open cut mining - All types; placer or hydraulic mining 
( ( ind 
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Applies to: 


All types of open cut mining, also commonly referred to as sur- 
face mining, open pit mining, or strip mining, whereby ores and miner- 
als are extracted from a large hole or pit on the surface. 


Materials extracted include, but are not limited to: 
e All types of ore; 
e Asbestos; 
e Asphalt; 
e Chalk; 


Graphite; 
Gypsum; 
e Mica; 
e Phosphate rock; 
e Talc. 


Work activities include, but are not limited to: 

e Excavating and stripping the surface material with use of drag 
lines, power shovels or earth moving equipment. 

e Loading products onto dump trucks or belt conveyors for move- 
ment to railroad sidings. 

e Loading into ore cars for shipment to processing plants. 

e Hydraulic mining - Material is excavated by moving a stream of 
high pressure water over the mining face. 

e Placer mining - Obtains minerals from placers by use of running 
water such as on a stream or the shoreline. 


Equipment used include, but are not limited to: 
e Bulldozers; 

Compressors; 

Conveyors; 

Drag lines; 

Pneumatic drilling rigs; 

Scrapers; 

Shovels; 

Trucks. 


Exclusions: 
* Underground mining is classified in 1702; 
* Quarrying is classified in 1704. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1704 Classification 1704. 
1704-02 Quarries, N.O.C. 


1 1 1 1 1 1 
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Applies to: 


Businesses engaged in quarrying to extract large solid rock from 
hillsides or open pits, not covered by another classification 


(N.fO Cua) 


Rocks extracted include, but are not limited to: 
e Ballast rock; 
e Cement rock; 
e Coral rock; 
e Granite; 

e Limestone; 


Marble; 
Sandstone; 
Shale rock; 
Slate. 


Work processes include, but are not limited to: 

e Exposing rock with use of drag lines, power shovels, scrapers, 
or other earth moving equipment; 

e Blasting large rock masses with explosives to break portions 
loose; 

e Separating the rock into large blocks, sometimes called loafs; 

e Cutting a loaf using line drilling, wire sawing, diamond wire 
Sawing, or chiseling methods; 

e Removing loafs from the quarry pit and taking them to the sur- 


face; 


e All other activities on the surface of the quarry site, which 
could involve further cutting of the loafs or crushing of rock into 
smaller pieces. 


Exclusions: 
e Open pit mining operations are classified in 1703; 
e Underground mining is classified in 1702. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-1801 Classification 1801. 
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1801-08 Ore or lead smelting, sintering or refining, N.O.C.; Calcium 
carbide manufacturing; Steel or iron rolling mills, rolling mills, 
N.O.C.; Metal recovering, refining, or reprocessing 


Applies to: 

e Businesses smelting, sintering, or refining lead or ores not 
covered by another classification (N.O.C.). 

e Businesses manufacturing calcium carbide. 

e Businesses operating iron or steel rolling mills. 

e Businesses recovering, refining, or reprocessing metals. (These 
are secondary processors or reprocessors to primary metal producers. 
The primary producer uses ore to manufacture metal. The secondary pro- 
cessors or reprocessors use course metal to recover, refine, or repro- 
duce refined metals.) 


Processes include, but are not limited to: 

e Smelting lead ore: The smelting process uses heat and chemical 
reactions to fuse or separate metallic elements. The lead ore most 
commonly mined is galena, which is the sulfide of lead. The process 
begins by crushing, washing, and screening the ore. In its raw form, 
the ore is often mixed with other metalliferous minerals, such as 
sphalerite, copper pyrites, and iron pyrites. There may be various 
steps of milling, concentration, or amalgamation (floatation) to sepa- 
rate the galena from the sphalerite and other minerals. The roasting 
or Sintering takes place in rotary kilns or other types of furnaces. 
The material is sintered, converted into lumps called sinter, and then 
mixed with coke and placed into a shaft furnace. The material is de- 
Silvertized by adding metallic zinc and raising the temperature to 
dissolve the silver into the zinc, which floats to the top and can 
then be removed. The molten metal is cast into ingots. The ingots may 
go through further refining processes or be considered a finished 
product. 

e Smelting ores: Smelting and sintering are refining processes 
that use different properties of heat and chemical reactions to fuse 
or separate metallic elements. Temperatures are usually lower than 
1400 degrees Fahrenheit. Ore comes in a variety of forms such as, but 
not limited to, pellets, particles, molds, and briquettes. The process 
begins by crushing, washing, and screening. There are various steps of 
milling, concentration, or amalgamation. The sintering process takes 
place in rotary kilns or other types of furnaces. The material is con- 
verted into lumps and placed into a shaft furnace. The molten metal 
ore is cast or recast into ingots. The ingots go through further re- 
fining processes. 

e Calcium carbide production: Calcium carbide is a crystalline 
material produced by heating pulverized limestone or guicklime with 
carbon and used to generate acetylene gas, as a dehydrating agent, and 
used to make graphite and hydrogen. 

e Metal rolling: In a rolling mill, ingots and slabs of steel are 
rolled between rollers where they undergo an increase in length anda 
corresponding reduction in depth. A single piece of metal may pass 
through the same or a different set of rollers several times to obtain 
the desired length and width. 

e Rolling mills for pipes are in two categories: Welded pipes and 
seamed pipes. Welded pipes are produced from a steel strip, which is 
bent to a tubular shape and whos dges are joined by welding. Seamed 
pipes are produced from cast or rolled billets at rolling temperature. 
There are different processes for both kinds of manufacturing. Whatev- 
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er method is used the metals are heated to temperatures up to 1400 de- 
grees Fahrenheit. 
e Recovering, refining, and reprocessing: Secondary metal pro- 
cessors or reprocessors recover, refine, or reproduce refined metals 
from coarse metal. Types of metal include, but are not limited to, 
gold, aluminum, silver, lead, and zinc. Metal comes in various forms 
to include cast ingots, dross, and scrap material. The scrap material 
and dross are recycled to extract reusable metallic elements. Metals 
are reprocessed, which can include adding alloys and other elements or 
recasting the metals into different shapes and sizes. Metals are 
weighed, sorted, and sifted through a variety of screens and include 
crushing as needed. Materials are placed in an oven or furnace and 
chemicals and alloys added. Metal is placed in molds and cooled by air 
or water. Finished products are inspected, graded, weighed, packaged, 
and shipped. 
e This classification includes the incidental buying and selling 
of scrap metal. 


Work activities include, but are not limited to: 

Washing, crushing, mixing, sintering, and smelting lead or ore; 
Rolling steel or iron; 

Manufacturing calcium carbide or acetylene gas; 

Buying or selling metal; 

Refining, recovering, or reprocessing metal; 

Welding and seaming of metal pipes. 


Equipment used, but not limited to: 
e Buckets; 

Conveyors; 

Forklifts; 

Frontloaders; 

Furnaces; 

Hoists; 
Ladles; 

Personal protective equipment; 
Rakes; 
Scales. 


Exclusions: 

e Aluminum smelting operations are classified in 1802; 

e Ore reduction is classified in 1701; 

* Open pit or underground mining operations are classified in the 
classification applicable to the mining performed; 

e Businesses manufacturing pipe or tube from iron or steel by 
drawing or bending are classified in 5101; 

e Scrap metal dealers are classified in 0604; and 

e Business compacting or recycling metal containers, such as alu- 
minum or tin cans, are classified in 2102. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-2203 Classification 2203. 


2203-00 Eun es - Comet ete or ingus tetat N.O.C. 
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Applies to: 


Businesses engaged in laundering operations which are not covered 


by another classification (N.O.C.). 


Special note: This classification also covers establishments spe- 


cializing in stone washing jeans or "contract dyeing" for commercial 


or industrial businesses and the cleaning of nonfabric items, such as 


venetian blinds, plastic goods, or computer parts when done at the 


laundry facility. 


Types of products laundered include, but are not limited to: 


e Diaper services; 


e Dust control items (treated mops, rugs, mats, dust cloths); 


e Linens; 


e Protective apparel (flame, heat, or chemical resistant); 


e Towels; 
e Uniforms. 


These items may belong to the commercial or industrial laundry 


and rented to users, or they may be the customers' own goods. 


Work activities include, but are not limited to: 


e Soliciting new customers; 

e Collecting and delivering; 

e Marking, weighing, and sorting laundry; 
Washing, extracting, tumbling, starching, 


drying; 


e Machine or hand ironing; 
e Making repairs or alterations; 
e Folding and wrapping 


This classification also includes employees such as counter per- 


sonnel, receiving clerks, sorters, and markers at collection or dis- 


tribution stores operated on the premises wher 


formed. 
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Exclusions: 

e Laundry and dry cleaning services primarily to retail walk-in 
customers are classified in 2201. 

e Self-service, coin-operated laundry, or dry cleaning services 
are classified in 2204. 

e Carpet, rug, and upholstery cleaning services are classified in 
2202. 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17A-2903 Classification 2903. 


2903-00 Manufacturing wood chips, hog fuel, bark, bark flour, fire 
logs or laths 


Applies to: 

Businesses that manufacture wood products primarily made from log 
by-products. 

In addition to operations taking place in a permanent yard or 
shop, this classification includes operating portable chipping or de- 
barking mills close to the wood source. 


Products manufactured include, but are not limited to: 

e Wood chips - Small pieces of wood, generally uniform in size 
and larger and coarser than sawdust, commonly used to make pulp, par- 
ticleboard, stuffing for products such as animal bedding, and as smok- 
er/barbecue fuel; 

e Hog fuel - Made by grinding waste wood in a hog machine. The 
bits are larger and coarser than wood chips. Hog fuel can be used to 
fire boilers or furnaces; 

e Bark - The outermost covering of a tree which is chopped into 
pieces of varying sizes, and is commonly used for landscaping; 

e Bark flour - Finely ground bark used as a filler or extender in 
adhesives; 

e Fire logs - Made by forming sawdust into a log about ( (#+£- 
teen)) 15 inches long and used for fuel; 

e Lath - A narrow strip of wood commonly used to support shingle, 
slate or tile roofing, and as a fencing material; 

e Excelsior - The curled shreds of wood used as a packing and 
stuffing material, or as a raw material in making various board prod- 
ucts; and 

e Particleboard - A panel made from discrete particles of wood 
which are mixed with resins and formed into a solid board under heat 
and pressure. 


Materials used include, but are not limited to: 
e Bark; 

Chips; 

Glue; 

Logs; 

Sawdust; and 

Other mill waste. 


Equipment used include, but are not limited to: 
e Chippers; 
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e Conveyance equipment: Forklifts, loaders, overhead cranes, pal- 
let jacks, and trolley systems; 

e Debarkers; 
e Delivery trucks; 
¢ Dryers; 
e Kilns; 
e Loaders; 
e Mills; 


Molders; 
Presses; 

Saws; and 
Sorting screens. 


Exclusions: 
e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 
e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


Notes: 
e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 


2903-08 Manufacturing or assembly of wood doors, jambs, windows, sash- 
es, stairs, molding or other miscellaneous millwork 


Applies to: 
Businesses that manufacture and assemble wood doors, jambs, win- 
dows, sashes, stairs, molding and other millwork. 


Products manufactured include: 

e Doors - This includes wood doors of all sizes and shapes, for 
commercial or residential uses; 

* Door/window components and grilles; 
e Jambs; 
e Mantels; 
e Moldings - This includes all types of wood molding: Picture 
rails, chair rails, baseboards, and other architectural molding; 

e Pillars; 


Skylights; 
Stairs and component parts for stairs - Risers, tread, balus- 
ters, hand rails, and posts; 
e Turnings; 
e Wainscot; and 
e Windows. 


Materials used include, but are not limited to: 
e Cardboard; 

Dimensional lumber; 

Glass; 

Glue; 

Hardware; 

Metal; 

Oils; 

Paints; 

Particle board; 

Plastic laminates; 
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e Plywood; 
e Stains; and 
e Veneer. 


Equipment used include, but are not limited to: 
e Air compressors and brushes; 
e Boring machines; 
e Chippers; 
e Chisels; 
e Conveyance equipment: Forklifts, loaders, overhead cranes, pal- 
let jacks, and trolley systems; 
e Delivery trucks; 
e Drills; 
+ Dryers; 
Jointers; 
Kilns; 
Lathes; 
Mills; 
Molders; 
Planers; 
Pneumatic nail guns; 
Presses; 
Routers; 
Sanders and blasters; 
Saws; 
Sprayers, coaters, and spreaders; and 
Staple and screw guns. 


Exclusions: 
e Manufacturing wood furniture or caskets is classified in 2905. 
e Manufacturing wood cabinets, countertops, and fixtures is clas- 
sified in 2907. 
e Worker h 
sashes are repo 
e Worker h 
assembled in th 


urs manufacturing metal doors, jambs, windows and 

ted separately in classification 3402. 

urs repairing or installing products manufactured or 

s class away from the business's premises are reported 
separately in the applicable installation or repair classification. 

e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 

e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


O DORO 


Notes: 

e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 

e Lumber yards and building materials centers subject to classi- 
fication 2009 that prehang doors are assigned classification 2903-08 
in addition to their basic classification. 


2903-10 Manufacturing, assembly, or repair of wood containers or pal- 
lets; wood pallet dealer or recycle operations: Including repairs of 
pallets 


Applies to: 
* Businesses that manufacture, assemble, and repair wood pallets 

and all other types of wood containers. 

e Businesses that repair, recondition, or rebuild wood pallets or 


containers at the business's facilities or at the customer's location. 
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Products manufactured include, but are not limited to: 

e Bins; 

e Boxes; 

e Crates; 

e Shipping containers; 

e Shooks (a shook is a set of unassembled wood components for as- 
sembling a packing box or barrel); and 

e Storage containers. 


Materials used include, but are not limited to: 
e Glue; 
e Lumber; 
e Nails; 
e Paint; 
e Plywood; 
e Screws; and 
e Staples. 
Equipment used include, but are not limited to: 
e Air compressors and brushes; 
e Chippers; 
e Conveyance equipment: Forklifts, loaders, overhead cranes, pal- 
let jacks, and trolley systems; 
e Delivery trucks; 
e Drills; 
e Dryers; 
e Jointers; 
e Kilns; 
e Mills; 
e Planers; 
e Pneumatic nail guns; 


Routers; 
Sanders and blasters; 

Saws; 

Sprayers, coaters, and spreaders; and 
Staple and screw guns. 


Exclusions: 

e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 

e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


Notes: 
e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 


2903-12 Manufacturing or assembly of wood products not otherwise clas- 
sified (N.O.C.) 


Applies to: 

Businesses that manufacture or assemble miscellaneous wood prod- 
ucts that are not described by or included in another classification. 
Items manufactured are a variety of sizes and require varying degrees 
of manufacturing and assembly by machine or hand. 


Products manufactured include: 
e Attic vents; 
e Barricades; 
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Beams; 
Cable spools; 
Cross arms; 


e Docks; 

e Ends for paper rolls; 

e Floats; 

e Gazebos; 

e Ladders; 

e Lattice panels; 

* Log home shells from dimensional-log lumber; 

e Playground equipment; 

e Remanufactured lumber - Lumber remanufacturing is the process 


of converting green wood (unseasoned wood), rough-cut cants (large 
slabs of wood cut from logs), plywood, or lumber into a more special- 
ized or higher grade product; 

Ridge cap shingles or shims; 

Saunas; 

Signs; 

Slugs; 

Solariums; 

Utility poles; 

e Veneered products - Veneered products are made by gluing veneer 
to cores made of plywood, other lower quality wood, or nonwood based 
material and are generally sold as a lumber substitute; 

e Wall panels; and 

e Wood furniture stock - Wood furniture stock is sold to other 
manufacturers as unfinished and unassembled pieces of lumber used to 
make finished furniture. 


Materials used include, but are not limited to: 
e Acrylic; 

Hardware; 

Lacquers; 

Laths; 

Lumber; 

Nails; 

Oils; 

Paints; 

Particle board; 

Plastic laminates; 

Plywood; 

Screws; 

Stains; 

Staples; and 

Wood veneer. 


Equipment used include, but are not limited to: 
e Air compressors and brushes; 
e Boring machines; 
e Chippers; 
e Chisels; 
e Conveyance equipment: Forklifts, loaders, overhead cranes, pal- 
let jacks, and trolley systems; 
e Delivery trucks; 
Drills; 
Dryers; 
Jointers; 
Kilns; 
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Lathes; 

Mills; 

Molders; 

Planers; 

Pneumatic nail guns; 
Presses; 
Routers; 
Sanders and blasters; 

Saws; 

Sprayers, coaters, and spreaders; and 
Staple and screw guns. 


Exclusions: 

e Manufacturing log home shells in a permanent yard using the 
traditional method of peeling the logs, using chainsaws to notch logs, 
and assembling the logs together is classified in 1003. 

e Worker hours engaged in sawmill operations are reported sepa- 
rately in classification 1002. 

e Worker hours building log homes on-site are reported separately 
in the applicable construction classifications. 

e Manufacturing wood household or sporting goods is classified in 


2909. 


e Manufacturing: wood furniture or caskets is classified in 2905. 

e Manufacturing wood cabinets, countertops, and fixtures is clas- 
sified in 2907. 

e Manufacturing wood veneer or plywood is classified in 2904. 

e Worker hours installing or removing signs outside of buildings 
are reported separately in classification 0403. 

e Worker hours installing or removing signs inside of buildings 
are reported separately in classification 0513. 

e Worker hours painting or lettering signs on the inside of 
buildings or painting on or applying lettering to sign "backings" that 
are manufactured by others are reported separately in classification 
4109. 


e Worker hours manufacturing metal or plastic signs are reported 
separately in the classification applicable to the manufacturing proc- 
ess. 


* Businesses only kiln drying and/or treating lumber with preser- 
vatives, fire retardants, or insecticides are classified in 1003. 

e Worker hours repairing or installing products manufactured or 
assembled in this class away from the business's premises are reported 
separately in the applicable installation or repair classification. 

e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 

e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


Notes: 

e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 

e Classification 2903 can only be assigned for ridge cap shingles 
or shims after a site visit. If a classification must be assigned pri- 
or to the site visit, the business will be assigned classification 
1005-02. Businesses manufacturing shakes or shingles in addition to 
ridge caps report the manufacture of ridge caps in classification 1002 
or 1005, depending on the processes. 
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2903-21 Manufacturing wooden roof trusses 


Applies to: 
Businesses that manufacture wooden roof trusses, ceiling joists, 
or floor joists from wood or wood products. 


Products manufactured include: 
e Ceiling joists; 
e Floor joists; and 
e Roof trusses. 


Materials used include, but are not limited to: 
e Dimensional lumber (usually 2" x 4", 2" x 6", and 2" x 8"); 
e Hardware; 
e Plywood; and 
e Various fasteners. 


Equipment used include, but are not limited to: 

e Air compressors and brushes; 

e Assembly tables; 

e Conveyance equipment: Forklifts, loaders, overhead cranes, pal- 
let jacks, and trolley systems; 

e Delivery trucks; 

e Mills; 
e Planers; 


Pneumatic nail guns; 
Roller presses; 

e Saws; and 

e Staple and screw guns. 


Exclusions: 

e Worker hours repairing or installing products manufactured or 
assembled in this class away from the business's premises are reported 
separately in the applicable installation or repair classification. 

e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 

e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


Notes: 
e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 


2903-28 Manufacturing, repairing, or refinishing wooden boats 


Applies to: 
Businesses that manufacture, repair, or refinish wooden boats. 


Products manufactured include: 
e Wooden boats. 


Materials used include, but are not limited to: 
e Dimensional lumber; 

Glue; 

Hardware; 

Lacquers; 

Oils; 

e Paints; 

e Plywood; and 

e Stains. 
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Equipment used include, but are not limited to: 
e Drills; 

e Jointers; 

e Lathes; 

e Planers; 

e Sanders; and 

e Saws. 


Exclusions: 

e Worker hours manufacturing ((e*x-*epaiseing)) fiberglass boats 
are reported separately in classification 3511. 

e Worker hours manufacturing or repairing metal boats are repor- 
ted separately in the applicable metal manufacturing classification. 

e Businesses that do not manufacture boats but do mechanical, en- 
gine, electrical, vinyl or glass work on boats, install boat accesso- 
ries, or detail all types of boats are classified in 3414. 

e Worker hours cutting, cultivating, or gathering wood from for- 
estland or tree farms are reported separately in the applicable clas- 
sifications. 

e Worker hours cutting raw logs and other sawmill activities are 
reported separately in classifications 1002 and 5001. 


Notes: 
e For rules on assigning and reporting in more than one basic 
classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17A-3101 Classification 3101. 
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Applies to: 
Businesses engaged in the mixing and delivery of ready mix con- 
crete for all types of residential and commercial projects. 


Projects include, but are not limited to: 
e Bridges; 

e Dams; 

e Driveways; 

e Foundations; 

e Roadways; 


Slabs; 
Swimming pools; 
Walkways; 
Walls. 


Work activities include, but are not limited to: 

e Operating a plant location with a supply of sand, gravel, peb- 
bles, broken stones or slag, and various ingredients to produce bond- 
ing adhesives such as cement; 

e Pit and crusher operations when all sand and gravel produced is 
used by the dealer to manufacture concrete mix; 

e Premixing concrete at the plant location; 

e Loading of premixed concrete into a delivery truck; 

* Operating concrete ready mix trucks and/or concrete pump trucks 
as part of the delivery service; 

e Loading of raw unmixed ingredients such as cement, sand, grav- 
el, pebbles, broken stones and water into a concrete truck and mixed 
in a revolving or rotating drum in transit to the project site; 

e Discharging concrete from the drum with the use of a metal 
chute; 

e Transferring concrete into the bed of a concrete pump truck for 
pumping; 

e Related sales of tools, equipment, and building materials such 
as bricks or concrete blocks. 


Exclusions: 

e Businesses engaged in the commercial production and/or digging 
of sand, gravel or stone not in connection with a ready mix dealer are 
classified in 0112; 

e Concrete pump truck services not in connection with a ready mix 
dealer are classified in 3506. 


AMENDATORY SECTION (Amending WSR 13-11-128, filed 5/21/13, effective 
7/1/13) 


WAC 296-17A-3405 Classification 3405. 


3405-02 Precision machined parts and products, N.O.C.: Manufacturing 
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Applies to: 
Businesses manufacturing parts and products not otherwise classi- 
fied (N.O.C.) of various sizes and metal compositions, which are pri- 


marily produced with computer numeric controlled (CNC) machinery and 
equipment. 


Typical industries parts are produced for include, but are not limited 
to: 


e Aerospace; 
e Aircraft; 

e Automotive; 
e 

e 


Medical; 
Scientific. 


Exclusions: 

e Businesses manufacturing hand tools, hardware, or similar parts 
or products, N.O.C. which are not primarily produced with CNC machi- 
nery and equipment; 

e Foundry operations involving the preparation of casting, the 
pouring of metals, and shake out operations are classified in 5103. 


AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-17A-3602 Classification 3602. 


3602-01 Electrical, telegraph or radio component, telephone set: Manu- 
facture, assembly, or repair 


( (Appiies_te_estabtisaments engaged in the manufacture, _assembiyy 
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Applies to: 


Businesses manufacturing, assembling, or repair of components re- 
lated to the telegraph, electrical, radio, or telephone industry. 

This is a shop or plant only classification. 

Repair work is limited to work performed at the shop or plant. 


Component parts may be for items such as, but are not limited to: 
. Antennae; 
e Arrestors; 
e Casings; 
e Circuit breakers; 
e Coils; 


Condensers; 
Dials; 
e Electrical control relays; 
e Hearing aids; 
e Internal components; 
e Other parts to accomplish radio, electrical, telegraph, or tel- 
ephone communication; 
e Phones; 
« Plugs; 
e Radio or television sets; 
e Resistors; 
e Rheostats; 


Speaker units; 
Switches; 
e Transformers. 


Materials include, but are not limited to: 
e Component parts, usually manufactured by others; 
e Metal; 
e Plastic; 
e Wood for the outside casings and component parts. 


Tools include, but are not limited to: 
e Air and hand tools; 

e Clamps; 

e Drill presses; 

e Saws; 

e Soldering guns. 


Occupations include, but are not limited to: 
e Engineers; 
e Research and laboratory personnel. 


Exclusions: 
e Worker hours engaged in outside installation or repair are re- 
ported separately in the applicable classification. 
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e Worker hours engaged in the production of metal or other raw 
materials are reported separately in the applicable classification. 
e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-02 Instrument - Scientific, medical, or professional: Manufactur- 
ing; magnetic tape: Manufacturing; sound recording equipment: Manufac- 


turing 


Applies to: 
e Businesses manufacturing instruments used in medical, scientif- 
ic, or professional applications. 
e Businesses manufacturing magnetic tapes. 
e Businesses manufacturing sound recording equipment. 
This is a shop or plant only classification. 
Repair work is limited to work performed at the shop or plant. 


Products produced include, but are not limited to: 
e Dental or surgical instruments; 
e Electrical testing instruments; 
e Filters or modulators for processing sounds; 
e Generators for producing sounds; 
e Instruments measuring sounds; 
e Magnetic or tape recorders for storing sounds; 
e Microscopes or other scientific testing or research instru- 


e Speakers for reproducing sounds; 
e Surveyors' instruments. 


Materials include, but are not limited to: 


e Clamps; 

e Component parts, usually manufactured by others; 
e Glass; 

e Glue or epoxy; 

e Metal; 

e Plastic or wood for casings. 


Work activities include, but are not limited to: 
e Automated assembly; 
e Hand assembling; 
e Heat treating; 
e Inspecting; 
e Machining; 
e Packaging; 
e Stamping; 
e Testing. 


Tools include, but are not limited to: 
e Air or hand tools; 
e Drill presses; 
e Grinders; 
e Shears; 
e Soldering guns; 
e Welding equipment. 


Exclusions: 

e Worker hours engaged in outside installation or repair are re- 
ported separately in the applicable classification. 

e Worker hours engaged in the production of metal or other raw 
materials are reported separately in the applicable classification. 
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e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-04 Thermometer and steam gauge: Manufacturing 


Applies to: 
Businesses manufacturing thermometers and/or steam gauges. 
This is a shop or plant only classification. 
Repair work is limited to work performed at the shop or plant. 


Products produced include, but are not limited to: 
e. Thermometers; 
e Steam gauges. 


Materials include, but are not limited to: 
e Glass bulbs; 
e Globes; 
e Mercury; 
e Tubes. 


Tools include, but are not limited to: 
Air or hand tools; 
Drill presses; 
Grinders; 
Shears; 
Soldering guns; 
Welding equipment. 


Exclusions: 

e Manufacturing of metal fixtures equipped with electrical or gas 
lighting is classified in 3402. 

e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-05 Dental shops, laboratories, or kiosks 


Applies to: 

Businesses, or dental laboratories, manufacturing dentures, arti- 
ficial teeth, braces, and retainers. 

This is a shop or plant only classification. Shops may include 
mall kiosks. 

Repair work when specified is limited to work performed at the 


shop. 


Materials include, but are not limited to: 
e Castings; 
e Light wire forming; 
e Plastic or vinyl molding. 


Work activities include, but are not limited to: 
e Fit patients for dentures; 
e Making custom dental molds, such as those used in tooth whiten- 
ing treatments; 
e Making dentures, artificial teeth, braces, and retainers. 


Exclusions: 
e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
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e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-06 Jewelry: Manufacturing or engraving; trophy assembly or en- 
graving; musical instrument - Metal: Repair 


Applies to: 

e Businesses manufacturing or engraving jewelry. 

e Businesses assembling or engraving trophies on a production ba- 
sis from premanufactured components. 

e Businesses repairing metal musical instruments. 

This is a shop or plant only classification. 

Repair work is limited to work performed at the shop or plant. 


Products produced include, but are not limited to: 
e Bracelets; 

Brooches; 

Cigarette lighters; 

Earrings; 

Necklaces; 
Pins; 

Repaired metal musical instruments; 
Rings; 

Trophies; 

Watchbands. 


Materials include, but are not limited to: 
e Precious metal; 
e Precious stones; 
e Solder. 


Work activities include, but are not limited to: 
e Assembling; 
e Brazing; 
e Buffing; 
e Drilling; 


Engraving by hand, computer, or etching acids; 
Fitting and testing; 
Mixing and melting alloys and metals and pouring the mixture 
into small casts; 
e Polishing; 
e Soldering. 


Tools include, but are not limited to: 
e Computers; 

e Drill presses; 

e Hand tools; 


Lathes; 
Saws, various types; 
Soldering or brazing guns. 


Special note: Classification 3602 is for manufacturers engaged in 
the mass production of jewelry items, unlike jewelry stores reported 
in classification 6308 that produce custom, one-of-a-kind pieces ona 
special order basis. 

Trophy stores in classification 6308 may assemble components to 
make custom trophies, or engrave plagues for the trophies they sell. 
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Assembly and engraving that is incidental to their retail sales opera- 
tion is included in their store classification. 


Exclusions: 

e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Manufacturing watches is classified in 3602-07. 

e Repairing of wood musical instruments is classified in 2906. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-07 Electronic parts: Assembly; electrical/electronic ignition as- 
sembly, cord set, or radio set: Assembly; stereo components: Manufac- 
turing or assembly; watch: Manufacturing 


Applies to: 

e Businesses assembling of electronic parts, which are usually 
sold to other manufacturers. 

e Businesses manufacturin 
facture of dry cell (flashligh 

e Businesses assembling of electrical/electronic ignition assem- 
blies, cord sets, and radio set components. 

e Businesses manufacturing or assembly of stereo components, re- 
cord changers, disc or video players, receivers, and amplifiers. 

e Businesses manufacturing of watches and internal clock compo- 
nents. 

This is a shop or plant only classification. 

Repair work is limited to work performed at the shop or plant. 


or assembly of computers and the manu- 
type) batteries. 


ct Ih Ict tQ 


Products produced include, but are not limited to: 

e Amplifiers - Amplifier elements are transistors supplied with 
the necessary operating voltages; 

e Disc/video players; 

e Electrical cord set - Electrical cord sets are the portion of 
wiring that plug into electrical power sources; 

e Electrical parts; 

e Ignition assembly - An ignition assembly is a switching compo- 
nent that allows an electrical circuit to be completed in order to 
start a piece of machinery or equipment; 

e Internal clock components; 

e Radio set - A radio set has an input circuit for tuning in to 
the frequencies of the various transmitters, the demodulation circuit 
for separating the audio-fregquency from the high-frequency carrier, a 
low-freguency amplifier stage, and the loudspeaker; 

e Receivers; 

e Record changers; 

e Stereo components; 

e Watches - Analog/LED. 


Materials include, but are not limited to: 
e Baffle plates; 
e Chambers; 
e Circuit boards; 
e Computer chips; 
e Drivers; 
e Gears; 
e Glass; 


Certified on 11/30/2023 [ 427 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-155 


Grills; 
Plastic; 
Radio components; 
Resistors; 
Sheet metal; 
Springs; 
Trim/rings; 
Wiring. 
Work activities include, but are not limited to: 
e Chipping; 
Clipping; 
Riveting or screwing into place; 
Soldering; 
Welding. 


Tools include, but are not limited to: 

Automated/robotic assembly lines; 
Drills; 

Electric screw drivers; 

Hot glue guns; 

Riveters; 

Screw drivers; 

Soldering guns; 

Water jets. 


Exclusions: 

e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Manufacturing of jewelry is classified in 3602-06. 

e Manufacturing of wooden housings or casings for clocks such as 
grandfather and mantle types is classified in 2905. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-10 Camera, video camcorder, motion picture projectors: Manufac- 
turing, assembly, or repair 


Applies to: 

Businesses manufacturing, assembling, or repairing cameras, video 
camcorders, and motion picture projectors. 

This is a shop or plant only classification. 

Repair work is limited to work performed at the shop or plant. 


Materials include, but are not limited to: 
e Glass; 
e Internal components manufactured by others; 
e Metals; 
e Plastics. 


Tools includes, but are not limited to: 
e Drill presses; 
e Punch presses; 
e Soldering guns. 


Exclusions: 
e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
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e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


Special note: For rules on assigning and reporting in more than 
one basic classification, see WAC 296-17-31017 Multiple classifica- 
tions. 


3602-11 Fishing tackle: Manufacturing or assembly; stamped metal 
goods: Manufacturing 


Applies to: 
e Businesses manufacturing or assembling fishing tackle. 
e Businesses manufacturing small, stamped, metal goods. 
This is a shop or plant only classification. 
Repair work is limited to work performed at the shop or plant. 


Products produced include, but are not limited to: 
e Artificial bait and similar items; 

Bottle caps; 

uckles; 

tons; 


a 
rtain fasteners; 
steners; 
Flies; 

Lures; 
Metal tags; 
P 
S 


lugs; 


v 
mi 
w 
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Spinners; 


Spoons; 
Zippers. 


Materials include, but are not limited to: 
e Beads; 
Feathers; 
Finished fishing tackle; 
Hooks; 
Painting spoons; 
Plug bodies; 
Spoons; 
Swivels; 
Wire. 


Work activities include, but are not limited to: 
Automated stamping; 

Cleaning; 

Cutting; 

Forming; 

Hand assembling; 

Lacquering; 

Packaging and shipping; 

Plating; 

Receiving of supplies; 

Researching and developing of new products; 
Testing of products; 

Trimming. 
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not limited to, reels, 


poles, 


nets, tackle boxes, knives, melting 


pots, plastic beads, wooden 


or plastic plug bodies, hand tools, molds, 


specialty clothing or pro- 


tective gear are to be reported separately 


in the classification ap- 


plicable to the material and process used 


to produce the product. 


reported separatel 


e Workers hours engaged in the production of raw materials are 


ly in the applicable classification. 


Activities away from the shop or plant must be reported sepa- 


rately in the applicable classification. 


Special note: Care should be taken when assigning this classifi- 


cation to verify that the product being manufactured is compatible 


with the manufacturing and assembl 


ly processes contemplated within this 


classification. Most fishing tackle subject to this classification is 


hand assembled from small component parts. 


3602-12 Incandescent lamp or electric tube: Manufacturing 


Applies to: 


Products produced i 


Businesses man 


ufacturing electrical or gas-filled bulbs or tubes. 


nclude, but are not limited to: 


Materials include, but are not limited to: 


Cathode-ray tubes; 


Flood lamps; 


Fluorescent tubes; 


Incandescent lamps; 


Neon tubes, attached to metal backings or artistic style; 


Photoflash lamps; 


X-ray tubes. 


Work 


Argon gas; 


Glass bulbs; 


Glass globes; 


Glass tubes; 


Metal bases; 


Nitrogen gas; 


Shellac; 


Tungsten wire. 


activities include, but are not limited to: 


Bending; 


Blowing air; 
Flushing bulbs/globes with nitrogen; 


Heating; 


Milling; 


Sealing; 


Searing. 


Tools include, but are not limited to: 


Flange machines; 


Stem machines. 


Exclusions: 


lighting is classified in 3402. 


e Manufacturing of metal fixi 


tures equipped with electrical or gas 


e Worker hours engaged in out 


tside repair are reported separately 


in the applicable classification. 
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e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-23 Electronics products - Resistors, capacitors, chips and re- 
lays, transistors: Manufacturing 


Applies to: 

Businesses manufacturing resistors, capacitors, chips, relays, 
and transistors. 
Products manufactured in this classification are usually mass 
produced with little human intervention during the production process, 

which is often done in a vacuum or a nitrogen filled room. 
This is a shop or plant only classification. 
Repair work is limited to work performed at the shop or plant. 


Materials include, but are not limited to: 
e Plastics; 
« Silicon; 
e Wires. 


Work activities include, but are not limited to: 
e Inspecting; 
e Packaging; 
e Shipping; 
e Soldering. 


Tools include, but are not limited to: 
e Automated equipment; 
e Hand held tools; 

e Pliers; 


Soldering guns; 
Wrenches. 


Exclusions: 

e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


3602-27 Electronic circuit board, N.O.C.: Assembly 


Applies to: 
Businesses assembling electronic circuit boards not covered by 
another classification (N.O.C.). 
This is a shop or plant only classification. 
Repair work is limited to work performed at the shop or plant. 


Work activities include, but are not limited to: 
Coating; 
Cutting boards; 

Dipping; 

Drilling holes; 


e Inspecting; 


Installing; 
Packaging; 
Punching holes; 
Shipping; 
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e Testing. 


Tools include, but are not limited to: 
Assembly lines; 

Automated drills; 

Automated punches; 

Power saws. 


Exclusions: 

e Worker hours engaged in outside repair are reported separately 
in the applicable classification. 
e Worker hours engaged in the production of raw materials are re- 
ported separately in the applicable classification to the production 
process used. 

e Activities away from the shop or plant must be reported sepa- 
rately in the applicable classification. 


AMENDATORY SECTION (Amending WSR 16-11-082, filed 5/17/16, effective 
7/1/16) 


WAC 296-17A-4305 Classification 4305. 
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4305-18 Garbage works, landfills, solid waste, refuse or ashes col- 


lecting, including reduction or incineration, mobile paper shredding, 
and tire sorting or tire collection centers 


Applies to: 
e Businesses engaged in collecting and removing waste from pri- 
vate homes, commercial businesses, industrial facilities, or other 


sites for disposal at a garbage works or a landfill where the waste is 
processed, incinerated, or buried; 

e Businesses that only sort refuse; 

e Businesses engaged in mobile paper shredding services; 

e Businesses engaged in tire collection or tire sorting for re- 
sale to others. 


Types of business include, but are not limited to: 

Ashes collecting; 

Garbage or refuse collection; 

Landfills; 

Garbage works; 

Garbage incineration or garbage disposal; 

Mobile paper shredding - Mobile paper shredding services send a 
truck outfitted with a paper shredder to the business location for 
shredding. Customers fill containers for secure disposal. Shredding 
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occurs on-site. Delivery of the shredded paper to recyclers or other 
businesses by employees of the employer is included in this classifi- 
cation; 

e Refuse sorting centers - Refuse sorting centers are distin- 
guished from "buy back centers" classified in 2102 in that "buy back 
centers" collect recyclable materials, which they sell to others while 
refuse sorting centers collect and dispose of materials; 

e Tire disposal; 

e Tire sorting/tire storage - Tire collection or tire sorting 
businesses pick up, haul, and deliver used tires to a sorting location 
or disposal site. Employees may sort and grade tires for resale to 
others. Unusable tires are delivered to landfills or disposal sites; 

e Waste compaction. 


Work activities include, but are not limited to: 

e Refuse pick up on a daily, weekly, or other regular basis. 
Drivers collect curbside garbage or transport metal dumpsters for com- 
mercial businesses; 

e Curbside collection of recyclable material when performed by 
employees of an employer subject to this classification; 

e Processing waste at a landfill, which may be compacted, spread 
in thin layers, and covered with soil daily; 

e Cashiers collecting fees from customers; 

e Incidental recycling or sorting operations conducted in connec- 
tion with a landfill or garbage works operation by employees of an em- 
ployer subject to this classification; 

e Incinerating refuse to reduce its volume before the remaining 
material is discarded in a landfill; 

e Accepting construction debris, such as plasterboard, cement, 
dirt, wood, and brush at landfills; 

e Delivering sorted tires or shredded paper to other businesses 
that either recycle or dispose of them. 


Machinery and equipment include, but are not limited to: 
e Compactors; 

Conveyors; 
Crushers; 
Excavators; 
Forklifts; 
Front end loaders; 
Incinerators; 
Pallets; 
Paper shredders; 
Tractors; 

Trucks. 


Exclusions: 
e Counties or taxing districts engaged in garbage works, land- 

fill, reduction or incineration operations are classified in 1501; 
e Cities or towns engaged in solid waste refuse or ashes collect- 

ing, including curbside recycling services, are classified in 0803; 

e Businesses engaged in hazardous waste and toxic material pro- 
cessing or handling, including processing of medical or septic tank 
waste, drug lab or hazardous spill cleanup (excluding oil spill clean- 
up on land), and reprocessing or handling of low-level radioactive ma- 
terials, are classified in 4305-20; 
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e Recycle (buy-back) center operations that include the collect- 
ing, buying from customers, sorting, and the baling of materials, are 
classified in 2102. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


4305-20 Hazardous waste and toxic material processing or handling, 
N.O.C. 


Applies to: 
Businesses engaged in the processing or handling of hazardous/ 


toxic materials not covered by another classification (N.O.C. in- 


cluding the processing of medical or septic tank waste, drug lab or 
hazardous spill cleanup (excluding oil spill cleanup on land), and re- 
processing or handling of low-level radioactive materials. 

Additional information: 

e This classification is distinguished from classification 
3701-27, in that classification 4305-20 applies to the processing or 
cleanup of hazardous/toxic materials while classification 3701-27 in- 
cludes the identifying and repackaging for disposal of such materials 
as drugs, pesticides, chemicals, and toners. 

e Hazardous waste can be defined as any material that contains 
hazardous elements in amounts high enough to pose a significant threat 
to human health and the environment and therefore should be isolated. 
e Hazardous characteristics include the ability to bioconcen- 
trate, ignite, corrode, react with water or other materials, or show 
toxicity such as toxic metals including lead, cadmium and mercury; or- 
ganic solvents such as benzene and trichloroethylene; and toxic mate- 


rials such as asbestos. 


Machinery and equipment include, but are not limited to: 
e Breathing apparatus; 
e Eye protection and face masks; 


e Forklifts; 
e Gloves; 


e Hard hats; 


e Hazardous material suits; 


e High temperature and high pressure equipment for cleansing; 
e Puncture proof containers; 
e Storage barrels for containment and transport; 


e Traffic barriers and cones; 
e Trucks. 


Exclusions: 

e Businesses engaged in garbage works, landfill, reduction or in- 
Ccineration operations, solid waste or landfill operations, mobile 
shredding, or tire collection and tire storage are classified in 
4305-18; 

e Soil remediation, including oil spill cleanup on land, is clas- 
sified in 0101; 

e Asbestos abatement, all operations, is classified in 0512; 

e Processing of waste oils, solvents, antifreeze, paints, and 
other hazardous materials, is classified in 3407; 

e. Hazardous/toxic material repackaging for disposal, including 
drugs, pesticides, chemicals, and toners, is classified in 3701. 


Special note: See asbestos certification and training require- 
ments at www.lni.wa.gov. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 
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4305-22 Debris removal: Construction sites or nonconstruction debris 
N.O.C. 


Applies to: 

e Businesses engaged in collecting and removing construction site 
debris left by construction crews. The debris may consist of scrap 
lumber, metal, wire, drywall, carpet and any other materials used in 
the construction of residential or commercial projects. 

e Businesses which collect and remove nonconstruction debris in- 
cluding, but not limited to, basement debris, household junk, garden 
waste, furniture, and appliances. 


Machinery and equipment include, but are not limited to: 
e Dump trailers; 
e Dump trucks; 
e Roll off dumpsters; 
e Utility trailers. 


Exclusions: 

e Businesses engaged in residential or commercial construction 
that remove and haul their own debris, are classified in the construc- 
tion classification applicable to the work performed; 

e Businesses engaged in garbage works, landfill reduction or in- 
Cineration operations; solid waste, refuse, or ashes collecting, in- 
cluding curbside collection services; mobile paper shredding; tire 
collection; or tire storage services are classified in 4305-18; 

e Businesses engaged in hazardous waste and toxic material pro- 
cessing or handling, including processing of medical or septic tank 
waste, drug lab or hazardous spill cleanup (excluding oil spill clean- 
up on land), and reprocessing or handling of low-level radioactive ma- 
terials are classified in 4305-20; 

e Businesses engaged in preoccupancy cleanup of newly constructed 
residential or commercial structures, which includes washing windows, 
vacuuming carpets, dusting woodwork, doors, cabinets, and washing 
floors and fixtures, are classified in 6602-03. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-5108 Classification 5108. 


5108-55 Cable or wire rope: 
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Applies to: 


e Businesses engaged in wire drawing including wire rope or cable 
manufacturing from iron or steel; 

e Businesses engaged in stranding iron or steel wire rope or ca- 
ble; and 

e Businesses engaged in manufacturing insulated or covered elec- 
trical cable. 


Products manufactured include, but are not limited to: 
e Baling wire; 

e Barbed wire; 

e Cable; 

e Covered electrical cable; 

e Galvanized wire; 


Insulated wire; 
Nails; 
Spikes; 

e Wire rope. 


Materials used include, but are not limited to: 
e Carbon steel; 
e Fiber or polypropylene core; 
e Insulation material such as cambric, cotton thread, enamel, 
lacquer, nylon, paper, plastic, and rubber; 
¢ Tron; 
e Protective coverings such as cotton braid, lead sheathing, met- 
allic armor, or zinc; 
e Shipping reels; 
e Stainless steel. 


Work processes include, but are not limited to: 

e Wire drawing - The process involves the forming of metal ona 
swage block into a shape that will eventually be drawn through a ser- 
ies of dies to reduce it in size. Some wire may be heat-treated to al- 
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low for continual drawing. Secondary and final drawing machines with 
progressively smaller dies are used to reduce the wire to the desired 
fineness. Incidental galvanizing is considered normal to iron or steel 
wire when performed as a subsequent treatment of drawn wire. 

e Stranding or braiding - Wire ropes are mechanically wound to- 
gether to form multiwire strands which are then wound helically around 
a metal or fiber core to form wire rope. The finished rope or cable is 
pulled through a compression die, measured by power driven drums and 
stored on shipping reels. 

e Insulating - Commonly used insulation materials are enamel or 
lacquer, rubber, plastic, paper, cambric, and cotton thread. Enamel or 
nylon insulation is applied by running the wire through heated tanks 
of either mix. The wire is then dried in ovens and the cycle is repea- 
ted several times. 

e Covering - These protective coverings are generally cotton 
braid, metallic armor, or lead sheathing. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-5209 Classification 5209. 


5209-00 Boiler or tank construction 


( (Appiies_te_establishments engaged in the construction of boit- 
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Applies to: 


Businesses engaged in the construction of boilers or steel tanks. 
Boilers are tanks used to either store hot water or make steam. 


Products stored in tanks include, but are not limited to: 
e Fuels; 
e Sand and gravel; 
e Solid waste; 
e Water. 


Materials used include, but are not limited to: 
e IT-beams (for structural support); 
e Steel plate. 


Equipment used include, but are not limited to: 
Brake presses; 
e Cranes; 
e Cutting torches; 
e Rollers; 
e Welding equipment. 


Note: This is a shop or plant only classification; it includes work being performed in an adjacent yard when operated by an employer having 
operations subject to this classification. 


Exclusions: 

e Installation of boilers or tanks is classified in the classifi- 
cation applicable to the work being performed; 

e Structural iron or steel manufacturing is classified in 5208; 

e Welding and machine shop businesses are classified in 3402; 

e Manufacturing products from metal lighter than 9 gauge is clas- 
sified in 3404. 
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5209-01 Metal goods, N.O.C. from 9 gauge or heavier metals 


Applies to: 

Businesses engaged in the manufacture of goods using ferrous and 
nonferrous metal of 9 gauge or heavier. 9 gauge metals are approxi- 
mately 1/8" thick. 


Products manufactured include, but are not limited to: 
» Crab pots; 
Firewood boxes; 
Gaff hooks; 
Rebar; 
Rims for basketball hoops. 


Work activities include, but are not limited to: 

e Cutting material to desired size; 

e Handling parts using equipment; 

e Joining parts by bolting, riveting, screwing, or welding; 

e Finish work, like sanding, grinding, cleaning with solvents, or 
applying paint or lacquer, when performed by employees of employers 
subject to this classification. 


Equipment used include, but are not limited to: 
e Brake presses; 
Cranes; 
Flame cutters; 
Forklifts; 
Hoists; 
Punches; 
Saws; 
Shears. 


Note: This is a shop or plant only classification; it includes work being performed in an adjacent yard when operated by an employer having 
operations subject to this classification. 


Exclusions: 

e Structural iron or steel manufacturing is classified in 5208; 

e Welding and machine shop businesses are classified in 3402; 

e Manufacturing products from metal lighter than 9 gauge is clas- 
sified in 3404. 


5209-02 Wood or pellet burning stove: Manufacturing (to be assigned 
only by classification services staff) 


Applies to: 
Businesses engaged in the manufacture of wood or pellet burning 
stoves. 


Work activities include, but are not limited to: 

Assembling heating elements, insulation, and wiring controls; 
Assembling glass panels and grey iron parts into stove shells; 
Baking and decreasing metal; 

Forming metal; 
Packing for shipment; 
Punching metal; 
Shearing metals; 
Welding. 


Materials used include, but are not limited to: 
e Aluminum and brass tubing control assemblies; 
e Chrome trim and hardware; 
e Ferrous casting; 
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Glass; 
Grey iron; 
Insulation materials; 
Paints and enamels; 
Sheet steel. 


Equipment used include, but are not limited to: 
Baking oven; 

e Brake presses; 

e Pneumatic and electric grinders and chippers; 
e Pneumatic tools; 

e Power presses; 

e Shears; 
e Spray painting equipment; 
e Welding equipment. 


Note: This is a shop or plant only classification; it includes work being performed in an adjacent yard when operated by an employer having 
operations subject to this classification. 


Exclusions: 

e Structural iron or steel manufacturing is classified in 5208; 

e Welding and machine shop businesses are classified in 3402; 

e Manufacturing products from metal lighter than 9 gauge is clas- 
sified in 3404. 


AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-174-5301 Classification 5301. 


5301-10 Accounting or bookkeeping services 

Applies to establishments engaged in providing general accounting 
or bookkeeping services to others. Types of services contemplated by 
establishments subject to this classification include, but are not 
limited to: 

e Auditing; 

* Tax preparation; 

e Medical or dental claims processing and billing; 

e Advisory services. 

This classification includes: 

e Clerical office; 

e Outside sales, and personnel who travel from one office to an- 
other. 

This classification excludes establishments engaged primarily in 
management consultant services that are not otherwise classified, 
which are to be reported separately in classification 5301-12. 

Special note: This classification is limited to employers engaged 
in such services being provided to the general public. This is a serv- 
ices only classification and does not include retailing or store oper- 
ations, nor is this classification to be assigned to employers setting 
up separate business operations to manage other commonly owned or op- 
erated business undertakings unless coincidentally the other opera- 
tions are also subject to this classification. 


5301-11 Law firms 
Applies to establishments engaged in providing legal services to 
others. Law firms may specialize in one or more areas of law. This 
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e Research and interpret local, state, 
and apprise members of the results; 

e Sponsor athletic leagues and tournaments; 

e Sponsor educational training programs. 


Councils 


Provide counseling, adoption, and advocacy services; 
Provide job placement assistance; 
Publish a newsletter; 


and federal regulations 


Also included in this classification are Economic Development 
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5301-19 Travel agencies 
Applies to establishments engaged in providing travel arrangement 


services for others. 


arrangements for their clients through: 
e Air; 
e Bus lines; 
e Car rental agencies; 
* Cruise; 


Travel agencies coordinate all types of travel 
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Hotels; 
Motels; 
Related travel providers; 
Resorts; 
Train; 
Travel insurance companies. 
Services vary and could include: 
e Arrangement of special needs for people with disabilities or 
elderly travelers; 
* Booking reservations; 
e Delivery of tickets and itineraries to clients; 
e Selling tickets for tours, excursions, or other entertainment 
events. 
This classification includes clerical office and sales staff who 
travel from one office to another. 


5301-21 Word processing, secretarial, ((ex)) tutoring, or interpreter 
services 
Applies to establishments engaged in providing word processing 
((e¥*)), secretarial, tutoring, or interpreter services to others. 
Services include, but are not limited to: 
* Correcting assignments; 
Desktop publishing; 
Dictation and transcription services; 
Instruction; 
Making copies of documents; 
Student assessments; 
Typing/compiling reports, proposals, resumes, or correspond- 


ence; 

e Testing; 

e Sending faxes. 

This classification includes clerical office and outside person- 
nel who travel from one office or instructional environment to anoth- 
er. 
Excluded operations: Classification 5301-21 excludes: 

e Tutoring programs operated by schools, libraries, and any other 
organization or enterprise classified 6103 and/or 6104. 

Note: WAC 296-17-31017 multiple classifications must be applied 
when more than one basic classification is assigned. 

Special note: This classification is limited to employers engaged 
in such services being provided to the general public. This is a serv- 
ices only classification and does not include retailing or store oper- 
ations, nor is this classification to be assigned to employers setting 
up separate business operations to manage other commonly owned or op- 
erated business undertakings unless coincidentally the other opera- 
tions are also subject to this classification. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6107 Classification 6107. 


6107-01 Veterinary hospitals or clinics 
( (Apptties—te—estabiishments—of state tiecensed _practitioners—ea- 
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Applies to: 


Businesses of state licensed practitioners engaged in the prac- 
tice of veterinary medicine, dentistry, or surgery. This classifica- 
tion includes clerical office and sales personnel. 


Work activities include, but are not limited to: 
e Administering drugs and medicines; 
e Animal behaviors; 
e Clerical; 
e Dermatology; 
e Euthanasia; 


Necropsies; 
Routine checkups; 
Sales; 
Vaccinations. 

Usually veterinary services are performed on an outpatient basis, 
although animals may be kept on the premises for one or more days for 
observation or treatment. Veterinarians who specialize in the treat- 
ment of larger animals such as cows or horses frequently provide their 
services off premises rather than in their own facilities. 


Exclusion: 
* Animal boarding kennels, animal shelters, and/or pet grooming 
parlors are classified in 7308. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6121 Classification 6121. 


6121-00 Acute care hospitals - Without a fully implemented safe pa- 


tient handling program ( ({te—be—assigned—onlyby—_the hospital _under— 
writer)) ) 

Applies to establishments that meet the definition of an acute 
care hospital contained in WAC 296-17-35203(7) but that are not using 
the required patient lifting and moving equipment as part of a fully 
implemented safe patient handling program as defined in WAC 
296-17-35203 (7) (c). This classification contemplates all necessary 
and usual employments found in hospitals including, but not limited 
to, admissions, clerical, and sales staff, medical professionals, 
pharmacy staff, dietitians and food preparation staff, and laundry, 
housekeeping, custodial and grounds keeping staff. 
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AMENDATORY SECTION (Amending WSR 18-11-113, filed 5/22/18, effective 
7/1/18) 


WAC 296-17A-6206 Classification 6206. 
6206-06 Golf courses, N.O.C. 


Applies to: 


Businesses operating public or private golf courses, including 
pro shops, miniature golf courses, and driving ranges operated in con- 
nection with the golf course. 

This classification includes snack bars operated at the golf 
course when the snack bar is not a "bona fide" restaurant operation as 
described in the exclusions below. 


Pro shop work activities include, but are not limited to: 

e Arranging tee times; 

e Collecting green fees; 

e Renting carts; 

e Selling golf clubs, golf balls, specialty clothing, and related 
golfing items. 


Typical employees include, but are not limited to: 
e Caddies; 
¢ Golf pros; 
e Greens keepers; 
e Snack bar employees. 


Exclusions: 

e Miniature golf courses and driving ranges not in connection 
with a standard golf course are classified in 6208. 

e "Bona fide" restaurant operations may be reported separately in 
classification 3905. For purposes of this classification a "bona fide" 
restaurant at a golf course is operated independent of the course and 
is open to the public even when the golf course is closed. 

e Pro shops operated by independent concessionaires may be repor- 
ted separately in classification 6406, provided the pro shop does not 
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operate the course, collect green fees, or perform other functions of 
managing a golf course. 


Note: For rules on assigning and reporting in more than one basic classification, see WAC 296-17-31017 Multiple classifications. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6410 Classification 6410. 


6410-02 Janitorial supply dealers 
( ( 


Applies to: 

Businesses engaged in wholesale and/or retail distribution of 
janitorial supplies. 

Employees who work inside the storeroom, outside sales personnel, 
and route drivers are all included in this classification. 


Customers include, but are not limited to: 
e Cleaning service companies; 
* Government agencies; 
e Hospitals; 
e Schools. 


Products sold include, but are not limited to: 
e Aerosols; 

Brushes; 

Buckets; 

Carpet cleaning products; 

Cleaners; 

Deodorizers; 

D 


Dispensers; 
Floor or carpet cleaning equipment; 
Floor sealers; 
Hand cleaners; 
Mops; 
e Paper products; 
e Polishes and waxes; 
e 
e 


Strippers; 
Toilet tissue. 


Exclusion: 
e Janitorial cleaning services are classified in 6602. 
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AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17A-6411 Classification 6411. Retail store operations 
limited to providing any combination of the following merchandise, 
supplies, or services: 

e All types of phones; 

e Beads; 

* Books, newspapers, magazines, and comic books; 

e Cameras; 

e Cards (greeting, post, and sports); 

e Cosmetics and fragrances; 
e Laptops, electronic notebooks and pads, and other small elec- 
€ 


tronic devices; 
Musical instruments (string, wood, brass, wind, and percus- 
sion); 
e Photography and darkroom supplies; 
e Records, music discs, tapes, videos, video games, and software 
disks; 


e Small or portable entertainment players (or parts of player), 
radios, for homes, offices, or automobiles; 

e Smoking accessories and tobacco products; 

e Vaporizers and e-liquids; 

e Other smaller items, such as playing cards, cups, calendars, 
puzzles, games, costume jewelry, cosmetics, pencils, pens, notebooks, 
etés; 


Note: Stores in classification 6411 may also carry inventory lis- 
ted in the scopes language of lower rated store risk classifications, 
along with the goods listed below, as long as the majority of the mer- 
chandise is described by the above list. 


Classification 6411 includes: 

e Cashiering; 

e Cleaning and maintenance of store, storage areas, and associ- 
ated business offices when performed by store employees; 

e Inventory work by store employees; 

e Sales of already-prepared snacks, and beverages (for off-site 
consumption), and/or promotional clothing; 

e Parts and batteries for products included in classification 


6411; 
Receiving and returning merchandise at store's loading area; 
Renting items normally sold in classification 6411; 

Sales work inside store; 
Store security and surveillance; 
Stocking. 


Classification 6411 excludes: 

e Stores selling merchandise described by a higher rated store 
classification; 

e Delivery drivers who are reported separately in classification 


1101; 


* Door to door sales, which are reported separately in subclassi- 
fication 6309-22; 
e Stores using pallet jacks, fork lifts, conveyors, or other 
mechanized means of moving merchandise into and within store premises, 
which are classified in 6406 when merchandise is described by classi- 

fication 6411 and/or classification 6406; 
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e Stand-alone distribution centers or warehouses which are to be 
reported separately in classification 6407; 

e Repair or installation work, which must be reported separately; 

e Sales of pets; see classifications 6406 and 7308; 

e Working at coffee stands, lunch counters, or any on-site food 
preparation or manufacturing of candy, where employees' hours are to 
be reported separately in classification 3905; 

e Employees doing custom framing; see classifications 6406 and 


6309; 


e Product demonstration services which are to be reported in sub- 
classification 6406-40; 

e Businesses providing inventory services which are to be repor- 
ted in subclassification 6406-00; 

e Wholesales, reported in classification 6407; 

e High volume warehouse and distribution facilities which are re- 
ported separately in classification 6407. 

For administrative purposes, classification 6411 is divided into 
the following retail store subclassification(s): 


6411-00 Stores meeting the criteria for classification 6411, but not 
specifically described in any other subclassification. N.O.C. 


6411-14 Wind, string, brass, and percussion musical instruments 

Includes hand held keyboards and music instruction. 

Excludes: 

e Stores selling pianos and organs, see classifications 6406, 
6309, and 6306; 

e Repair of instruments, which is reported separately in classi- 
fication 2906 or 3602; (if more than one is applicable, assign only 
the highest rated classification for all repair). 


6411-19 Coins, stamps, rare metals, and collectible cards 
6411-20 Books, videos, electronic games, music, newspapers, magazines, 
and comic books 

Excludes establishments with coin or token arcades, to be repor- 
ted in subclassification 6406-00. 


6411-24 Tobacco, vaporizers and liquids, and smoking accessories 

Excludes: 

e Retail stores primarily selling ( (me*eijuere)) cannabis infused 
grocery items or ( (mesijiere)) cannabis, see classification 6403; 

e Retail bakeries selling a variety of baked goods infused with 
( (mariane) ) cannabis; see subclassification 3901-00. 


6411-25 Phones, cameras, electronic tablets, laptops, and notebooks, 
GPS displays, small stereo components and other small portable elec- 
tronic devices, N.O.C. 

Includes stores and kiosks selling and/or arranging DSL, cable, 
or dish services for phones, computers, televisions and other devices. 


Excludes: 

e Stores selling office or school supplies, reported in subclas- 
sification 6406-11; 

e Stores selling furniture or furniture kits; see classification 
6406, 6309, or 6306; 

e Stores providing photo development and printing, see classifi- 


cation 6406 or 6506; 
e Workers performing repair work, which is to be reported sepa- 
rately in classification 3602. 
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AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6502 Classification 6502. 


6502-00 Banks; credit unions; 
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Applies to: 


Businesses providing banking and related financial services. This 
classification includes clerical office and sales personnel. 


Services include, but are not limited to: 

e Establishing and servicing checking and savings accounts; 

e Providing financial consulting services and estate planning; 
e Lending; 


Transferring funds by computer, telephone, or in-person; and 
Vending certificates of deposit and savings bonds. 


Supplemental services provided include: 
Automatic teller machines (ATMs) and credit cards; 
e Cashier and travelers checks; 
e Currency exchange; 
e Notary public; and 
e Safe deposit box rentals. 


Exclusion: 
Businesses providing armored car or on-premises security services 
are classified in the applicable services classification. 


6502-05 Mortgage companies; financial or investment companies, N.O.C. 


Applies to: 

e Businesses engaged in providing financial or investment serv- 
ices not covered by another classification (N.O.C.). 

e Businesses engaged in extending credit in the form of mortgage 
loans by originating mortgage or real estate construction loans, sell- 
ing mortgage loans to permanent investors, and servicing the loans. 

e Businesses that offer check cashing services. 

This classification includes clerical office and sales personnel 
and staff inspectors who authorize release of funds on construction 
loans. 


Exclusion: 

Businesses engaged as mortgage brokers who provide the service of 
finding lenders for people who need loans, but who do not make purcha- 
ses on behalf of their clients, are classified in 5301. 


6502-06 Stock brokers 


Applies to: 

Businesses engaged in brokering stocks and other related securi- 
ties. This classification includes clerical office and sales person- 
nel. 


Services include, but are not limited to: 

e Acting as agents for their clients buying, selling, or exchang- 
ing securities such as, but not limited to, stocks, mutual funds, an- 
nuities, bonds, and commodity contracts; 

e Financial planning advice; 

e Arranging for IRA and KEOGH accounts, money market accounts, 
tax free bonds, and related financial investments; 
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e Acting as investment bankers - Originating, underwriting, and 
distributing securities; buying and selling commodity contracts for 
their own account or for the account of others, and buying, selling, 
or trading in stocks, stocks options, bonds, or commodity contracts. 


6502-07 Escrow companies 


Applies to: 

Escrow companies and title companies providing escrow and/or ti- 
tle search services to the general public. This classification in- 
cludes clerical office and sales personnel. 

Escrow companies - A third party who holds in custody a written 
agreement such as a deed or bond (escrow) which does not become effec- 
tive until certain conditions are fulfilled by the grantee. 

Title companies - Conduct title searches to ensure there are no 
liens against property; if there are no liens, they issue a title in- 
surance policy; if there are liens, they make them known to potential 


buyers. 


Services include, but are not limited to: 
e Collecting and disbursing funds for which they are custodians; 
e Issuing title insurance; 
e Providing closing of documents for real estate purchases; and 
e Preparing and filing documents at the appropriate municipal of- 


fices. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6503 Classification 6503. 


6503-00 Labor unions or employee representative associations 


Applies to: 


Businesses engaged as labor unions or employee representative as- 
sociations and applies to the employees of the business as opposed to 
the members they represent. 


Worker occupations may include, but are not limited to: 
e Business agents; 
e Organizers; 
e Union officials; and 
e Other employees with combined inside and outside duties. 


Work activities include, but are not limited to: 
e Acting as bargaining agents for others; 
e Collecting dues; 
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e Maintaining membership records; and 
e Negotiating contracts. 


Exclusion: 
Clerical office employees are classified in 4904 if the condi- 
tions of the standard exception general reporting rule are met. 


AMENDATORY SECTION (Amending WSR 22-21-117, filed 10/18/22, effective 
1/1/23) 


WAC 296-174-6504 Classification 6504. 


6504-00 Thrift stores operated by charitable or other nonprofit organ- 
izations 


Applies to: 
Nonprofit businesses operating stores primarily selling used mer- 
chandise that has been donated. 


Items for sale include, but are not limited to: 
Clothing; 

Furniture; 

Household appliances; 

Housewares; 

Tools; and 

TOYS 5 


Work activities include, but are not limited to: 

e Cashiering; 

e Collection of items from locations away from the store; 

e Conditioning used merchandise (conditioning is limited to 
cleaning, reupholstery work, and minor repairs; it does not include 
major mechanical repairs or refinishing furniture); and 

e Stocking and cleaning the store. 


Exclusions: 

e Nonstore employees of a charitable organization, are classified 
according to the overall nature and operations of the organization. 

e Businesses repairing and selling used appliances are classified 
in 0607. 

e Stores selling antiques are classified in 6309. 


6504-01 For-profit thrift stores 


Applies to: 
For-profit businesses operating stores primarily selling used 
merchandise that has been donated. 


Items for sale include, but are not limited to: 
e Clothing; 

e Furniture; 

* Household appliances; 

e Housewares; 


Tools; and 
Toys. 


Work activities include, but are not limited to: 
e Cashiering; 
e Collection of items from locations away from the store; 


Certified on 11/30/2023 [ 456 ] WSR Issue 23-23 - Permanent 


Washington State Register, Issue 23-23 WSR 23-23-155 


e Conditioning used merchandise (conditioning is limited to 
cleaning, reupholstery work, and minor repairs; it does not include 
major mechanical repairs or refinishing furniture); and 

e Stocking and cleaning the store. 


Exclusions: 

e Nonstore employees of a charitable organization, are classified 
according to the overall nature and operations of the organization. 

e Businesses repairing and selling used appliances are classified 
in 0607. 

e Stores selling antiques are classified in 6309. 


AMENDATORY SECTION (Amending WSR 14-17-085, filed 8/19/14, effective 
9/19/14) 


WAC 296-17A-6510 Classification 6510. 


6510-00 Domestic ((servants)) workers/home care assistants employed in 
or about the private residence of a home owner 


Applies to: 

Individuals employed by a home owner to provide domestic serv- 
ices/home care assistants in or about the home owner's private resi- 
dence. 
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Services include, but are not limited to: 

e Cooking; 

e Gardening; 

e Housekeeping; 

e Care of animals not used for a business at the homeowner's res- 
idence; 

e Caring for children; 

e Caring for the elderly; 

e Caring for people with disabilities including personal care 
such as bathing, body care, dressing and help with ambulating, as well 
as companionship; 

e Shopping; 

e Running errands; 

e Caretaker at homeowner's residence; and 

e Transporting members of the household by vehicle to appoint- 
ments, after school activities, or similar activities. 


Domestic workers and caretakers under this classification are exempt 
from mandatory coverage as specified in RCW 51.12.020: 

e Any person employed as a domestic worker in a private home by 
an employer who has less than two employees regularly employed 40 or 
more hours a week in such employment. 

e Any person employed to do gardening, maintenance, or repair, in 
or about the private home of the employer. 

Employers of domestic workers and caretakers exempt from mandato- 
ry coverage may elect coverage. 


Exclusions: 

e Businesses whose nature of business is providing chore services 
are classified in 6511; 

e Domestic (residential) cleaning or janitorial businesses are 
classified in 6602; 

e Lawn and yard maintenance businesses are classified in 0308; 

e Skilled or semiskilled nursing care is classified in 6110; and 

e Worker hours engaged in new construction are reported separate- 
ly in the classification applicable to the phase of construction. 


AMENDATORY SECTION (Amending WSR 19-11-109, filed 5/21/19, effective 
7/1/19) 


WAC 296-17A-6512 Classification 6512. 


6512-00 Home care services/consumer directed employer program 


Applies to: 
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Persons employed by individuals who are ill, individuals with 
disabilities, or vulnerable individuals to provide home care services 
that enable those individuals to remain in their own homes. 


Household services include, but are not limited to: 
e Housekeeping; 
Meal planning and preparation; 
Shopping; 
Transportation; and 
Delegated tasks of nursing under RCW 18.79.260 (3) (e). 


Personal care services include, but are not limited to: 

e Assistance with dressing; 

e Feeding; and 

e Personal hygiene to facilitate self-care. 

Special note: Premiums for the persons who provide home car 
services are paid by the consumer directed employer. 


AMENDATORY SECTION (Amending WSR 20-20-108, filed 10/6/20, effective 
1/1/21) 


WAC 296-17A-6601 Classification 6601. 


6601-00 Detective agencies 
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Applies to: 
Businesses providing investigative and related services for oth- 
ers. 


Services include, but are not limited to: 

e Conducting background checks; 

e Investigating corporat mbezzlement and fraud, employee theft, 
insurance fraud, missing person cases, matrimonial or child custody 
disputes; 

e Monitoring burglar or fire alarm systems; 

e Providing polygraph testing or fingerprinting services; or 

e Tracking and apprehending fugitives. 


Work activities include investigative methods, such as: 
e Checking public records; 
Conducting interviews; 
Surveillance; 
Undercover operations; and 
Providing client with a final report, which includes documenta- 
tion, photographs, or videotapes. 


Exclusions: 

e Businesses providing customer shoplifting surveillance within 
retail stores reported separately in classification 6601-01; 

e Surveillance employees hired as direct employees of a nondetec- 
tive or security agency are reported separately in the classification 
applicable to the establishment. 


6601-01 Merchant police or patrol 


Applies to: 
Businesses providing security services to shopping centers, 
malls, business parks, banks, and other businesses. 


Services include, but are not limited to: 
e Maintaining public security in malls, hospitals, and banks; 
e Monitoring parking lots and garages; 
e Monitoring alarm systems; and 
e Providing surveillance for theft or shoplifting. 


Exclusions: 
e Detective agencies are to be reported separately in classifica- 
tion 6601-00; 
e Security guard services which are to be reported separately in 
classification 6601-02. 


6601-02 Security guard agencies 


Applies to: 

Businesses providing general security guard services for clients 
such as airports, commercial, industrial, residential, and governmen- 
tal facilities. 


Services include, but are not limited to: 
e Conducting electronic sweeps; 
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Protecting persons or buildings; 
Protecting and/or transporting executives; 
Providing security at strikes; and 
Responding to fire or burglar alarms. 

The clients' security systems may be connected to a central se- 
curity system of the security guard agency, where employees of the se- 
curity guard agency monitor the client's systems and notify the appro- 
priate authorities if necessary. As a general rule, security guards, 
do not have police powers. 


Exclusions: 
e Security guards at logging sites are classified separately in 
6601-03; 
e Security guards at construction sites are classified separately 
in 6601-04, provided the conditions in the special exception section 
of the general rules have been met. 


6601-03 Security guards at logging sites 


Applies to: 

e Employees of logging contractors or landowners who are employed 
as security guards to maintain security at logging sites preventing, 
deterring, and detecting crime and/or fires. 
e Businesses that contract to provide security guards at logging 
sites preventing, deterring, and detecting crime and/or fires. 

Security guard duties are limited only to hours that the employer 
is not conducting any other operations at the site. Th moloyee may 
have no other duties during their shift as a security guard. 


6601-04 Security guards at construction sites 


Applies to: 

e Employees of construction contractors or landowners who are em- 
ployed as security guards to maintain security at construction sites 
preventing, deterring, and detecting crime and/or fires. 

e Businesses that contract to provide security guards at con- 
struction sites preventing, deterring, and detecting crime and/or 
fires. 
Security guard duties are limited only to hours that the employer 
is not conducting any other operations at the site. Th mployee may 
have no other duties during their shift as a security guard. 


6601-05 Armored car services 


Applies to: 

Businesses engaged in armored car services transporting cash or 
valuables for businesses such as, but not limited to, banks, supermar- 
kets, and jewelry stores to other destinations; or collect or deposit 
money into or from automatic teller machines. 


6601-06 Crowd control services 


Applies to: 
Businesses engaged in providing crowd control services. 


Types of events services may be provided for include, but are not 
limited to: 
e Conventions; 
Fairs; 
Live concerts; 
Race tracks; 
Rallies; 
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e Rodeos; and 
e Sporting events. 


Workers may include: 

e Rule enforcement workers such as uniformed or plain clothes se- 
curity guards who maintain order as well as providing personal protec- 
tion; and 

e Parking lot staff. 


Exclusion: 
Theater ushers, inside ticket takers, set up crews and stagehands 
are classified separately in 4504. 


6601-07 Process/legal messenger services 


Applies to: 

e Businesses engaged in providing process services by delivering 
legal documents such as summonses, complaints, subpoenas, and writs to 
individuals. 

e Businesses engaged in legal messenger services for others by 
delivering legal papers between legal representatives and the courts. 


Services include, but are not limited to: 
e Checking public records; 
e Conducting interviews to locate recipients of legal documents; 
e Surveillance work; and 
e Providing clients with a final report of service or nonservice 
on the recipient. 


Exclusion: 
Errand and parcel delivery services are classified separately in 
ETOT: 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6704 Classification 6704. 
6704-00 Parking Tot operations 


Applies to: 
Businesses operating parking lots for the temporary parking of 
customer vehicles in uncovered spaces. 


Work activities include, but are not limited to: 
e Checking customers in and out; 
e Collecting fees; 
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e Parking customer's vehicles at check-in and returning them to 
customer at check-out; 

e Patrolling and monitoring the area for security purposes; and 

e Providing shuttle service in connection with parking lot opera- 
tions. 

Parking lot operations in this classification do not provide 
service to the vehicles. 


Exclusion: 
e Parking/storage garages are classified in 3406. 


AMENDATORY SECTION (Amending WSR 15-02-060, filed 1/6/15, effective 
7/1/15) 


WAC 296-174-6706 Classification 6706. 
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6706-01 Athletic teams: Operations and facilities ((-) ) 
Note: As used in this classification, the term "player" and "ath- 


lete" have the same meaning. 


Applies to: 

Workers employed by all types of athletic teams who care for a 
team's athletes, their equipment, the playing field/stadium/arena, or 
operate facilities during games. 


Worker occupations include, but are not limited to: 

e Coaching staff and managers of amateur teams. However, when the 
only employees of an amateur sports team are coaching staff and stand- 
ard exception employees, the team reports its coaching staff in clas- 
sification 6103. 

e Coaches and managers of professional and semiprofessional teams 
in the off-season only. Off-season follows the final competitive 
event. It begins after all athletes have left any premises used by 
their employer for player meetings, training, or practices, and con- 
tinues until the time any of the players are assembled together again, 
by their employer, in preparation for the upcoming season. 

e Announcers; 

Concessionaires; 
Janitors; 
Laundry workers; 
Mascots; 
Parking attendants; 
Scorekeepers; 
Security; 
Stadium lighting and sound technicians; 
Staff who maintain clubhouse/locker room and grounds; 
Trainers; 
Ushers. 


Exclusions: 

e Professional and semiprofessional athletes are classified in 
either 6707 or 6809; 

e Coaches and managers for professional and semiprofessional 
teams during the season are classified in either 6707 or 6809; 

e Referees, umpires, and other sports officials are classified in 
either 6707 or 6809; 

e Ticket sales from office or booth with no other duties are 
classified in 4904; 

e Businesses that own, or contract to maintain, a facility or 
stadium, but do not operate the facility for teams or sporting events 
are classified in 4910. 


AMENDATORY SECTION (Amending WSR 16-11-082, filed 5/17/16, effective 
7/1/16) 


WAC 296-17A-6907 Classification 6907. 
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6907-01 Household furnishings moving and storage 
( ( Ha 


Applies to: 


Business 


s engaged in moving or storage of household goods and 


furnishings. 


Work activiti 


es include, but are not limited to: 


e Packin 


qg and unpacking household goods/furnishings; 


e Loadin 


q and unloading household goods/furnishings; 


e Transp 


orting household goods/furnishings from one residence to 


another, may be intrastate or interstate; 


ary storage of household goods/furnishings in warehouse. 


Occupations include, but are not limited to: 


e. Tempor 

e Laborers; 

e Moving van drivers; 

e Packing personnel; 

e Truck mechanics; 

e Warehouse personnel. 
Exclusions: 

e Intras 


tate and/or interstate delivery of nonhousehold furnish- 


ings are clas 


Sified in either classification 1101 or 1102, as applica- 


ble; 
e Wareho 


uses not used for the temporary storage of household fur- 


nishings, are 


classified in the appropriate warehouse classification; 


and 
e Busine 


sses providing moving and assembly of office furniture 


and modular work stations, are classified in classification 2002-13. 


note: Businesses subject to this classification are to 


Special 
report actual 


hours worked for each driver. However, the hours are to 


be capped at 


520 hours per driver per quarter. Detailed information 


can be found 


in the general audit rule covering the trucking industry 


and in RCW 51 


s1209 
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AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-6908 Classification 6908. 


6908-02 Lightweight paper products, N.O.C.: Manufacturing 
( ( 
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Applies to: 


e Businesses manufacturing lightweight paper products not other- 
wise classified (N.O.C.). 

e Businesses engaged as paper rewinders or paper converters. 
Businesses that purchase large rolls of premanufactured paper from 
outside sources, then cut, rewind, or “remanufacture" them into small- 
er or narrower rolls. They sometimes refer to themselves as "paper 
wholesalers," but they are performing more "manufacturing" work than 
what is allowed in classification 6407 for wholesale stores. The ma- 
chinery used for this type of cutting and rewinding is the same as 
that used by manufacturers of lightweight paper products, who also 
cut, wind, and rewind paper from large rolls onto smaller rolls. 


Products manufactured include, but are not limited to: 
e Blueprint paper; 
Calculation tape; 
Carbon paper; 
Computer paper; 
Crepe paper; 
Envelopes; 
File folders; 
Note pads; 
Stationery; 
Typewriter ribbon. 


Materials used include, but are not limited to: 
e File folder or stationery-weight paper; 
e Clasps; 
e Coating liquids and ink; 
e Glue; 
e String. 


Machinery used include, but are not limited to: 
e Balers; 
e Die cutters and other cutting equipment; 
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Embossers; 
Folding, punching, and drilling machines; 
Forklifts; 

Glue applicators; 
Packing machinery; 
Printing presses; 
Shredders; 
Sheeters; 
Slitters; 
Trimmers; 
Winders/rewinders. 


Exclusion: 
e Paper manufacturing is classified in 2401. 


6908-03 Paper bag, movers packing pads, and wallpaper: Manufacturing 


Applies to: 
Businesses manufacturing paper bags of all sizes, movers packing 
pads, wrapping paper, and wallpaper. 


Materials used include, but are not limited to: 
e Bubble wrap; 


Machinery used include, but are not limited to: 
e Bag making machines; 
Balers; 
Die cutters or other cutting machinery; 
Embossing machines; 
Forklifts; 
Glue applicators; 
Packing machines; 
Perforating or embossing machines; 
Printing presses; 
Sewing machines; 
Shredders; 
Slitters; 
Winders/rewinders. 


Exclusions: 
e Manufacture of paper, pulp or wood fiber, corrugated boxes, or 
other heavy-grade paper products is classified in 2401; 
e Corrugating, laminating, oiling, or coating of paper is classi- 
fied in 2401; 
e Manufacture of plastic bags is classified in 3510; 
e Manufacture of abrasive cloth or paper (emery cloth/sandpaper) 
and textile bags or sacks, are classified in 3708 or 3802 as applica- 
ble. 


6908-05 Paper box - Noncorrugated: Manufacturing 


Applies to: 
Businesses manufacturing boxes, or partitions for boxes, from 
lightweight, noncorrugated cardboard. 
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that include, 


but are not limited to: 
e Cigars; 
e Clothing or other soft goods; 
e Games; 

e Prepared foods; 


Stationery; 
Wine. 


Materials used include, but are not limited to: 
e Cardboard (chipboard); 
e Glue; 
e Ink; 

e Plastic film; 


Resin; 
Staples; 
e. Tape. 


Machinery used include, but are not limited to: 
e Balers; 

Box-making machines; 

Bundlers; 

Cutting machines; 

Forklifts; 

Laminators; 

Printing presses; 

Sheeters; 

Shredders; 

Slitters; 

Slotters; 

Unitizers; 

Winders and rewinders. 


Exclusions: 


e Manufacture of paper, pulp or wood fiber, corrugated boxes, or 


other heavy-grade paper products is classified in 2401; 
e Corrugating, laminating, oiling, or coating paper 


is classified 


in 2401. 


6908-06 Single or double-ply paper products: Manufacturing 


Applies to: 


Businesses manufacturing single or double-ply paper products. 


Products manufactured include, but are not limited to: 
e Florist papers; 
e Handmade items; 
e Napkins; 

e Shredded or crimped packaging material; 

e Surgical gowns; 


Table or shelf covers; 
Tissue; 
Towels. 


Materials used include, but are not limited to: 
e Glue; 

Plastic or cellophane lining; 

Single or double-ply paper; 

e. Tape. 
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Machinery used include, but are not limited to: 
e Cutting tables; 
e Folding machines; 
e Forklifts; 
e Gluing machines; 


Paper crimping machinery; 
Winders and rewinders. 


Exclusion: 
e Paper manufacturing is classified in 2401. 


AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-7100 Classification 7100. 


7100-00 Exempt limited liability company members, N.O.C. 

Applies to members of a limited liability company exempt from 
mandatory coverage under RCW 51.12.020(13) who have elected optional 
coverage, and perform only administrative, clerical and outside sale 
duties. Any LLC member electing optional coverage who performs duties 
directly related to the operational activities of the company must be 
reported in the basic classification applicable to the work being per- 
formed. 

Special note: Under no circumstances is classification 4904 to be 
assigned to any exempt member of a limited liability company. Any mem- 
ber of a limited liability company who has elected optional coverage 
and is engaged exclusively in outside sales is to be reported sepa- 
rately in classification 6303 if they meet all the standard exception 
requirements for classification 6303 detailed in WAC 296-17-31018. 


AMENDATORY SECTION (Amending WSR 14-17-085, filed 8/19/14, effective 
9/19/14) 


WAC 296-17A-7101 Classification 7101. 


7101-00 Corporate officers, N.O.C. 

Applies to executive officers of a corporation who are not cov- 
ered by another classification (N.O.C.) and for whom optional coverage 
has been elected. This is a standard exception classification as de- 
scribed in WAC 296-17-31018 Exception classifications. To qualify for 
this section, a corporate officer must: 

e Be exempt from mandatory coverage pursuant to RCW 51.12.020(8); 

e Not be exposed to the operative hazard of the business; and 

e Not directly supervise workers who are exposed to the operative 
hazard of the business. 

Officers who are exposed to the operative hazard, or who directly 
supervise workers who are exposed to the operative hazard, must be re- 
ported in the basic classification applicable to the work performed. 

Special note: Exempt officers can never be reported in classifi- 
cation 4904. Exempt officers ((e¢an-be)) who have elected optional cov- 
erage and ar ngaged exclusively in outside sales are reported in 
classification 6303 if they meet all the standard exception require- 
ments for classification 6303 detailed in WAC 296-17-31018. 
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AMENDATORY SECTION (Amending WSR 07-01-014, filed 12/8/06, effective 
12/8/06) 


WAC 296-17A-7308 Classification 7308. 


7308-02 Animal shelters or services, dog pounds and humane societies 


A 1 1 1 
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Applies to: 


e Businesses operating privately or publ 


licly funded animal shel- 


ters/services, dog pounds, or humane societ 


ties, which care for lost or 


unwanted animals or animals that have been 


p 


laced for adoption. 


e Businesses conducting dog obedience 


Cc 


lasses that are not in 


connection with kennels or pet breeding establishments. 


Work activities include, but are not limited to: 


Catching or controlling animals; 
Cleaning; 
Feeding; 


Euthanasia; 


Investigating incidents such as animal bites and animal abuse; 


e 
e 
e 
e Grooming; 
e 
e 
e 


Veterinary care. 


Exclusions: 
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e Pet breeding/boarding kennels are classified in 7308-05; 
e Pet grooming parlors are classified in 7308-03; 
e Pet stores are classified in 7308-04. 


7308-03 Pet grooming parlors 


Applies to: 

Businesses providing pet grooming services, either at the groom- 
er's shop or at the customer's location with the use of a vehicle 
equipped with the necessary supplies. 


Work activities include, but are not limited to: 
e Bathing; 
e Brushing; 
e Clipping nails; 
e Combing; 


Dipping to control fleas; 
Drying; 
e Incidental sale of pet products such as collars, shampoos, and 
pet clothing; 
e Depending on the length of their stay, animals may also be fed, 
watered, and placed in kennels until their owners pick them up. 


Exclusions: 

e Animal shelters, dog pounds, and humane societies are classi- 
fied in 7308-02; 

e Pet breeding/boarding kennels are classified in 7308-05; 

e Pet stores, N.O.C. are classified in 7308-04. 


7308-04 Pet stores, N.O.C. 


Applies to: 
Pet stores not covered by another classification (N.O.C.). 


Stores in this classification sell: 
e Aquariums and related supplies; 
e Birds; 


Cages; 


+ Collars; 
e. Dogs; 

Fish; 
Flea, tick, and worm treatments; 
Pet food; 
Pet toys; 
Reptiles; 
Shampoos; 

Snakes; 
Travel carriers; 
Turtles; 
Vaccination equipment; 

e Incidental pet grooming performed by employees of employers 

subject to this classification. 


Exclusions: 

e Animal shelters, dog pounds, and humane societies are classi- 
fied in 7308-02; 

e Pet breeding/boarding kennels are classified in 7308-05; 

e Pet grooming parlors are classified in 7308-03; 

e Stores which sell pet food only, but do not sell pets, are 
classified in 6403; 
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e Stores which sell pets such as tropical fish, birds or rep- 
tiles, but do not sell cats and dogs, are classified in 6406. 


7308-05 Pet breeding and boarding kennels 


Applies to: 

Businesses primarily boarding pets while their owners are away 
from home, or boarding pets for others in connection with a breeding 
service. 


Work activities include, but are not limited to: 
e Breeding; 

e Cleaning kennels; 

e Erecting or mending fences; 

e Erecting or maintaining kennels; 
e Feeding; 
e 

e 

e 

e 


Grooming; 
Sheltering; 
Tending; 
Veterinary services when performed by an employer subject to 
this classification; 
e Incidental sale of animals, animal grooming, or care supplies 
when performed by employees of an employer subject to this classifica- 
tion. 


Exclusions: 

e Pet grooming parlors are classified in 7308-03; 

e Contractors hired by a farm operator to build or repair fences 
or structures are classified in the applicable construction classifi- 
cation. 


Special notes: The term "farm labor contractor" applies to spe- 
Cialty contractors who supply laborers to a farm operation for speci- 
fied services such as feeding animals, grooming, and cleaning kennels. 
Generally the work involves manual labor tasks as opposed to machine 
operations. Farm labor contractors will be reported in the classifica- 
tion applicable to the farm or business with which they are contract- 


ing. 
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OTS-4765.2 


AMENDATORY SECTION 
TAZA) 


(Amending WSR 20-12-080, filed 6/1/20, effective 


WAC 220-412-090 Multi-season deer and elk tags. Multi-season 
deer and elk tags allow hunters who draw and purchase those tags to 


hunt during more than one general season. 

The department will conduct an annual drawing for multi-season 
tags. 

(1) Multi-season deer and elk tags: 

(a) To apply for multi-season deer and elk tags, applicants must 
purchase a multi-season application for deer and/or elk. 


(b) The department will not refund or exchange applications for 
multi-season deer and elk after they submit the application. 


(c) An applicant may purchase only one application for a multi- 
season tag for each species. 

(d) Applicants will be randomly drawn by computer selection. 

(e) Incomplete applications will not be accepted. 

(£) Multi-season deer and elk drawings will be held in April. 

(2) Multi-season tags: 


(a) Hunters who are drawn will be required to purchase their mul- 
ti-season tag by July 31. 


(b) Multi-season tags are not transferable. 

(c) Multi-season tags not purchased by successful applicants pri- 
or to August 1 may be made available for purchase to nonsuccessful ap- 
plicants at the discretion of the department. 

(3) Multi-season tag holders are required to follow all rules and 
restrictions, including bag limits, for general season hunters, for 
the species, within the game management unit or area hunted. 

Number of Game Management 
Tags Dates Units (GMUs) Legal Animal Eligible Hunters 
Multi-season Deer Tags 

8500 Sept. 1 - December 31 Statewide in those Any legal deer Any licensed deer hunter 
within general seasons GMUs with general consistent with the 
and regulations seasons for archery, game management 
established by the muzzleloader, or unit or area 
commission for deer modern firearm hunters restrictions 

50 Sept. 1 - December 31 Statewide in those Any legal deer Hunter education 
within general seasons GMUs with general consistent with the instructors meeting 
and regulations seasons for archery, game management qualifications and 
established by the muzzleloader, or unit or area selection criteria 
commission for deer modern firearm hunters restrictions established by the 
department 
100 Sept. 1 - December 31 Statewide in those Any legal deer Any licensed hunter that 


within general seasons 


GMuUs with general 


and regulations 


seasons for archery, 


consistent with the 


meets the eligibility 


game management 


requirements of the 


established by the muzzleloader, or unit or area WDFW Chronic Wasting 
commission for deer modern firearm hunters restrictions Disease Incentive 
Program* 
Multi-season Elk Tags 
1000 Sept. 1 - December 31 Statewide in those Any legal elk Any licensed elk hunter 


within general seasons 
and regulations 
established by the 
commission for elk 
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Number of 
Tags Dates 
25 Sept. 1 - December 31 


within general seasons 
and regulations 
established by the 
commission for elk 


Game Management 
Units (GMUs) 


Statewide in those 
GMuUs with general 
seasons for archery, 
muzzleloader, or 
modern firearm hunters 


Legal Animal 


Any legal elk 
consistent with the 
game management 
unit or area 
restrictions 


WSR 23-23-161 


Eligible Hunters 


Hunter education 
instructors meeting 
qualifications and 
selection criteria 
established by the 
department 


a To be eligible, hunters must have submitted their deer or elk for CWD sampling to WDFW staff during the preceding license year. 
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WSR 23-23-162 
PERMANENT RULES 


DEPARTMENT OF TRANSPORTATION 
[Filed November 21, 2023, 1:14 p.m., effective December 22, 2023] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 468-38-435 Federal weight increases on the inter- 
state system; the purpose for this rule change is to allow for consis- 
tency with the Fixing America's Surface Transportation Act (FAST Act). 
Changes to subsection (1) add language to include electric powered ve- 
hicles and the changes in subsection (3) of the proposal are to treat 
fluid milk products as nondivisible loads and provides the permit pa- 
rameters when operating under a permit on Washington highways. The 
proposal is consistent with, FAST Act § 1409; U.S.C. 127(s), FAST Act 
§ 1410; U.S.C. 127. 

Citation of Rules Affected by this Order: Amending WAC 468-38-435 
(1) and (3). 

Statutory Authority for Adoption: RCW 46.44.098, 46.44.090, 
46.44.0941. 
Other Authority: RCW 46.44.098. 

Adopted under notice filed as WSR 23-12-087 [23-18-091] on Octo- 
ber 24, 2023 [September 6, 2023]. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 1 [0], Amended 1, Repealed 0; Federal Rules or Standards: New 
O, Amended 0, Repealed 0; or Recently Enacted State Statutes: New 1 
[0], Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 1 [0], Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 1 
[0], Amended 1, Repealed 0; Pilot Rule Making: New 0, Amended 0, Re- 
pealed 0; or Other Alternative Rule Making: New 0, Amended 0, Repealed 
O. 


Date Adopted: October 24, 2023. 


Sam Wilson, Director 
Business Support Services 


OTS-4905.1 


AMENDATORY SECTION (Amending WSR 19-06-036, filed 3/1/19, effective 
4/1/19) 


WAC 468-38-435 Federal weight increases on the interstate sys- 
tem. (1) Are there any weight exemptions for natural gas engines or 
electric battery vehicles? 

Yes, for the interstate system and no more than one mile access 
to and from the interstate system, natural gas vehicles or electric 
battery vehicles, if operated by an engine fueled primarily by natural 
gas or electric batteries, may exceed vehicle weight limits set in RCW 
46.44.041 up to ( (4we—theusend)) 2,000 pounds with a maximum gross ve- 
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)) 82,000 pounds. The increase in 


le to the natural gas 


(2) What weights are authorized for emergency vehicles to travel 
on the interstate system? 


(a) 


Emergency vehicles may operate without a permit on the inter- 


state system and no more than one mile to and from the interstate sys- 


tem to a maximum gross vehicle weight of ((ce+ṣ9hty—-sih»theousand)) 
86,000 pounds and axle weights of: 

(i) Twenty-four thousand pounds on a single steering axle; 

(ii) Thirty-three thousand five hundred pounds on a single drive 
axle; 

(iii) Sixty-two thousand pounds on a tandem axle; or 

(iv) Fifty-two thousand pounds on a tandem rear drive steer axle. 

(b) In this section, the term emergency vehicle means a vehicle 


designed to be used under emergen 
transport person 
support the suppression of fires and mitigation of other 


(i) To 


(ii) 


To 


hazardous situations. 
(c) Operators of emergency vehicles described in this 
ington state department of 


( (43+) ) 
section shall check their route on Wash 
commercial vehicl 
vehicl 


transportation, 
to travel. 


prior 
local 


Thes 


nel and equ 


cy con 


ditions: 


ipment; and 


jurisdiction when 
apparatus or emergency vehic] 
vehicles services office 


not part of 


scribed in RCW 46.44.190 (4) 


(3) 


the interstate system if th 


s shal 
traveling on an 
le shall 
prior to traveling on st 


services websit 
ll obtain approval/permit 
Any firefighting 
obtain a permit from commercial 

tate highways that are 


y local roads. 


for restrictions 


from the 


eir weights exceed what is pre- 


Can liquid bulk milk be treated as a nondivisible load? Per 


the Fixing America's Transportation Act 


(FAST Act), 


a vehicle carrying 


fluid milk products shall be considered a load that cannot be easily 


dismantled or divided 


(nondivisible). 


Carriers may obtain annual per- 


mits up to 


129,000 lbs., 


and up 


O85. Fes 


of load length when using a 


double trail 


ler combination. 


For 


this section, 


a double 


trailer is a 


tractor, 


semi- 


trailer and a second semi- 


trailer. 


This section applies 


to a vehicle that transports raw milk from a farm and/or raw milk 


products to 


or 


from a milk plant, 


receiving station or 


transfer sta- 


tion. 


Transport 


ters of liquid bulk milk are exempt from holiday and 


commuter curfew restric 


tions when operating under a permit. 


(a) 


Annual double 


trailer milk permits canno 


t exceed legal axle 


weight per RCW 46.44.041; 


(b) 


Cannot exceed a load length of 85 ft.; 


and 


(c) 


Must adhere to posted limits and restric 


tions on WSDOT's com- 


mercial vehicl 


services websit 
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WSR 23-23-164 
PERMANENT RULES 
DEPARTMENT OF 


LABOR AND INDUSTRIES 
[Filed November 21, 2023, 1:48 p.m., effective January 1, 2024] 


Effective Date of Rule: January 1, 2024. 

Purpose: This rule making adds a new part (R-1l—Surgical Smoke) 
to chapter 296-62 WAC, General occupational health standards. The new 
part is necessary for the department of labor and industries (L&I) to 
implement and enforce SHB 1779, passed by the Washington state legis- 
lature in 2022 (codified as RCW 49.17.500), which becomes effectiv 
January 1, 2024. SHB 1779 requires employers in hospitals and ambula- 
tory surgical centers to adopt and adhere to policies covering the use 
of smoke evacuation systems to protect workers who may be exposed to 
surgical smoke. The rule adopts language from RCW 49.17.500 and pro- 
vides clarity regarding which employers are covered under the scope. 
RCW 49.17.500 states the law does not apply to hospitals with fewer 
than 25 acute care beds in operation. L&I interprets "in operation" as 
"licensed" beds to make sure the rule applies to the correct facili- 
ties. 


Citation of Rules Affected by this Order: New WAC 296-62-510, 
296-62-51010, 296-62-51020, 296-62-51030, 296-62-51040, 296-62-51060, 
and 296-62-51070. 

Statutory Authority for Adoption: RCW 49.17.500. 

Adopted under notice filed as WSR 23-18-077 on September 5, 2023. 
Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 7, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 21, 2023. 


Joel Sacks 


Director 


OTS-4625.2 


PART R-1—SURGICAL SMOKE 
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NEW SECTION 


WAC 296-62-510 Surgical smoke. 


NEW SECTION 


WAC 296-62-51010 Scope and application. (1) This section ap- 
plies to surgical smoke exposures in hospitals, as defined in RCW 
70.41.020, and ambulatory surgical facilities, as defined in RCW 
70.230.010. 


(2) Exposures to surgical smoke in other health care settings and 
exposures to similar smokes, particulates, vapors, and gases in other 
settings are covered under chapter 296-841 WAC, Airborne contaminants, 
and other applicable substance specific standards. 


NEW SECTION 


WAC 296-62-51020 Definitions. The following definitions apply 
to this section: 
Smoke evacuation system. Equipment designed to capture and neu- 
tralize surgical smoke at the point of origin, before the smoke makes 
contact with the eyes or the respiratory tract of occupants in the 
room. Smoke evacuation systems may be integrated with the energy gen- 
erating device or separate from the energy generating device. 

Surgical smoke. The by-product that results from contact with 
tissue by a tool that performs a surgical function using heat, laser, 
electricity, or other form of energy. 


NEW SECTION 


WAC 296-62-51030 Surgical smoke program. (1) Employers must 
have a written surgical evacuation smoke program for any procedure 
that may generate surgical smoke. 

(2) The surgical smoke evacuation program must have the following 
elements: 

(a) Selection of surgical smoke evacuation systems. 

(b) Required use of a surgical smoke evacuation system during any 
planned surgical procedure that is likely to generate surgical smoke 
which would otherwise make contact with the eyes or respiratory tract 
of the occupants of the room. 


NEW SECTION 


WAC 296-62-51040 Surgical smoke evacuation systems. (1) Employ- 
ers must control employee exposure to surgical smoke with surgical 
smoke evacuations systems, as feasible. 

(2) Surgical smoke evacuation systems must capture and neutralize 
surgical smoke before it makes contact with the eyes or respiratory 
tracts of room occupants. 
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(a) Surgical smoke should be captured as close to the point of 
origin or point at which it is released from the body of the patient 
as feasible. 

(b) The system must neutralize the smoke in a manner that pro- 
tects the safety of room occupants by filtering, safely exhausting 
outside or to a building exhaust system, or otherwise treating the air 
in a manner that protects the safety and health of the room occupants 
and other employees. 


Note: Subject to funding being made available by the legislature, between January 2, 2025, and June 30, 2025, hospitals that meet certain criteria 
may apply for reimbursement of up to $1,000 per operating room for smoke evacuation systems that were purchased and installed on or before 
January 1, 2025. See WAC 296-62-51070 Appendix A for details. 


NEW SECTION 


WAC 296-62-51060 Effective dates. (1) Chapter 296-62 WAC, Part 
R-1, is effective January 1, 2024. 

(2) WAC 296-62-51030 and 296-62-51040 do not apply to the follow- 
ing establishments until January 1, 2025: 

(a) Hospitals certified as critical access hospitals under 42 
USC Séc. 13951-437 
(o) Hospitals with fewer than 25 licensed acute care beds; 

(c) Hospitals certified by the centers for medicare and medicaid 
services as sole community hospitals; and 
(d) Hospitals that qualify as a medicare dependent hospital. 


NEW SECTION 


WAC 296-62-51070 Appendix A—Nonmandatory—Reimbursement for 
smoke evacuation systems. Equipment cost reimbursement. 
1) Subject to funding being made available by the legislature, 
the following hospitals may apply for reimbursement of costs for pur- 
chase and installation of surgical smoke evacuation equipment: 

(a) Hospitals certified as critical access hospitals under 42 
Ux SvC. Sec... 13952=4;5 

(b) Hospitals with fewer than 25 licensed acute care beds; 

(c) Hospitals certified by the centers for medicare and medicaid 
services as sole community hospitals; and 

(d) Hospitals that qualify as a medicare dependent hospital. 

(2) Costs must be incurred by the hospital on or before January 
Lipo 202 Siz 

(3) Reimbursement is limited to $1,000 for each operating room in 
the hospital. 

(4) Reimbursement requests may be submitted from January 2, 2025, 
until April 30, 2025. If moneys in the reimbursement account are ex- 
hausted, no further requests will be processed. 

(5) To apply for reimbursement, the hospital must follow the di- 
rections posted on the department website, https://www.lni.wa.gov/. 


~ 
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AMENDATORY SECTION (Amending WSR 15-01-170, filed 12/23/14, effective 
1/23/15) 


WAC 468-16-150 Prime contractor performance reports. (1) Per- 
formance reports described in this section, substantially in the for- 
mat as that appearing at WAC 468-16-210, will be completed for prime 
contractors only for projects valued at ((enehundeecd thotsanddet- 
tases)) $100,000 or more. Each prime contractor's performance report 
will be classified as to the primary work class being rated. This 
shall be stated in Section I of the report by listing the major 
classes of work performed by the contractor e.g., clearing, grading, 
surfacing, etc. 

(2) Performance will be rated under the following headings: Ad- 
ministration, management, and supervision; quality of work; progress 
of work; and compliance with laws and contract requirements. 

(3) The following adjectival ratings are established for perform- 
ance reports: 


(a) Superior 131-150 
(b) Above standard 101-130 
(c) Standard 100 

(d) Below standard 70-99 
(e) Inadequate 50-69 


(4) The performance report shall be used in evaluating a contrac- 

tor's prequalification status. 
(5) The report shall contain a narrative section which verbally 
provides the details substantiating the numerical rating. The narra- 
tive section shall be based upon documentation prepared during the 
life of the project, such as the project engineer's diary, the inspec- 
tor's daily report and other pertinent documents. This documentation 
shall constitute the major portion of the administrative record to be 
used for any hearings or litigation that may arise from the rating 
process. 

(6) The performance report will be prepared and discussion held 
with the contractor by the project engineer. The report will include a 
numerical rating substantiated by a narrative report which describes 
the contractor's typical performance. The narrative will reference 
such documents as will substantiate the given numerical rating. 

(7) The report will be endorsed by the region operations engineer 
or designated assistant who will provide a copy to the contractor. 

(8) The contractor may appeal the rating to the region adminis- 
trator in writing within ((#wenty)) 20 calendar days of the date the 
report is received by the contractor. If the report is not delivered 
to the contractor in person, it shall be forwarded by ( (eertified 
mait)) email with a ((¥e#een)) delivery receipt and read receipt re- 
quested to the contractor's representative who signed the contract. 
The appeal must set forth the specific basis upon which it has been 
made. 


(9) The region administrator or designated assistant will review 
all contractor performance reports after they have been endorsed and 
may modify the numerical or narrative rating if such is deemed appro- 
priate. The contractor will be advised of any changes made. The region 
administrator will be required to make comments thereon only when the 
contractor's overall performance rating has been rated inadequate, be- 
low standard, or superior. 
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disadvantaged business enterprise, and veteran-owned 


business requir 


ments or state apprentice utilization requirements. 


(f£) Repeated findings of noncompliance (two or more) with equal 
employment opportunity, small, women's, minority, ((aRé)) disadvantag- 
ed business enterprise, and veteran-owned business requirements or 


state projects. 


state projects. 


state apprentice utilization requirements. 
(g) Debarment or suspension from participation in federal or 


(h) Pending completion of debarment proceedings in federal or 


(4) The minimum periods of suspension for acts or deficiencies 
enumerated above are as follows: 

(a) For subsection (3) (a) and (e) of this section - Three months. 

(b) For subsection (3) (b), (c), (d), and (f) of this section - 


Six months. 


(c) For subsection (3) (g) of this section - For duration of de- 
barment or suspension by the federal or other state agency. 
(d) For subsection (3) (h) of this section - Until a determination 


is made by the federal or other state agency. 
(5) The secretary may reduce the period of suspension upon the 


contractor's supported request for reasons including, but not limited 


to: 


(a) Newly discovered evidence; 


(b) Elimination of causes for which the suspension was imposed. 


AMENDATORY SECTION (Amending WSR 93-03-020, filed 1/12/93, effective 
2/12/93) 
WAC 468-16-190 Revocation of qualification. (1) The secretary, 


upon determination from reports, other documents, or investigation 
that cause exists to revoke the qualification of a contractor, may re- 
voke the contractor's qualifications for a maximum period of two 


years. 


(2) The secretary may revoke the qualification of a contractor 
upon a plea by the firm of nolo contendere, conviction, judgment, or 
admission for any of the following causes: 

(a) Existence of any condition cited in WAC 468-16-050. 

(b) Intentional falsification with intent to defraud or unauthor- 


ized destruction of project related records. 


(3) Revocat 
lowing reasons: 


tion of qualification may also be imposed for the fol- 


(a) Default 
application for 


t on a contract within three years prior to the date of 
qualification. 


(b) Bankruptcy or insolvency. 


(c) Breach 


of contract. 


(d) Having been suspended two or more times within a two-year pe- 
riod. 

(4) When qualification has been revoked, a contractor shall be 
required to reapply for qualification upon again reaching eligibility 
status. 


(5) Revocation of qualification shall be final after ( (4wenty) ) 
20 calendar days following the read receipt of the email notification 


( (therese by eertified mait)), unless a hearing has been requested. 
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(6) The secretary may reverse the decision to revoke qualifica- 
tions upon the contractor's supported request for reasons including, 


but not limited to: 
(a) Newly discovered evidence; 


(b) Reversal of the conviction or judgment upon which the revoca- 


tion was based; and 


(c) Elimination of causes for which the revocation was imposed. 


AMENDATORY SECTION (Amending WSR 15-01-170, filed 12/23/14, effective 


1723/15) 


WAC 468-16-200 Hearings procedure. 


within ((#wenty)) 20 calendar days of the 


(1) A contracting firm which 
has been notified by the secretary that the department is contemplat- 

ing suspending or revoking its qualification, may request in 
date of notification by 

( (certified matit)) email, that a hearing be conducted. Unless the de- 
partment is otherwise prohibited from contracting with the contractor, 


writing 


the suspension or revocation shall not becom ffective until the fi- 
nal decision of the secretary has been rendered. The hearing 


conducted in accordance with the procedure set forth in this 
(2) The secretary shall designate a hearing official to 


any hearing held under this chapter. The hearing official 


nish written notice by ( (eertified mai) ) 
a hearing to the contractor and any named 


shall be 
section. 
conduct 


shall fur- 


email with a read receipt of 


affiliates at least ((#wen- 


£¥)) 20 calendar days before th ffectiv 


(a) That suspension or revocation of 
sidered. 


TH ffective date of the proposed action. 
(c) The facts giving cause for the proposed action. 


date of suspension or revo- 
cation of qualifications. The notice shall state: 


qualification is being con- 


(d) The cause or causes relied upon for proposing the action, 


i.e., fraud, statutory violations, etc 


(e) If suspension is proposed, the duration of the suspension. 

(£) That the contractor may, within ( (€werRty)) 20 calendar days 
of receipt of the notice, submit to the hearing official by j 
fied-mait,_*etusn)) email, read receipt requested, information and ar- 


gument in opposition to or in clarification 
(g) When the action is based on a conviction, judgment, 
sion, fact-finding shall be conducted if th 


( (certi — 


of the proposed action. 


or admis- 


e hearing official deter- 


mines that the contractor's submission raises a genuine dispute over 
material facts upon which the suspension or revocation is based or 


whether the causes relied upon for proposin 


exist. 
(h) The time, place, and date of the hearing. 
(i) The name and ( (mattéing)) email address of 
cial. 
(j) That proposals shall not be issued nor cont 


the contractor subsequent to the dispatch 


pending the final decision of the secretary. 


g suspension or revocation 


the hearing offi- 


tracts awarded to 


of the notice of hearing 


(3) The hearing official may extend the date of any hearing upon 
request of the contractor, but the hearing shall not b xtended be- 


yond ( (fe*'ty-five)) 45 calendar days from 


the date of the no 


the hearing. The hearing official shall schedule and conduct 


ing within ( (##+*+y)) 30 calendar days of 


the date of the no 


tice of 
the hear- 
tice, ex- 


cept when an extension is granted as provided in this subsec 
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4) 
a) 
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(d) 


fact and recommended 
ing officer shall d 


(5) 


appear with counsel, 
amine all wit 
the hearing un 
taping requirement. 


script or 


available, a 


request. 


In actions where it 
or admission, 
th this chap 
conduct described in WAC 468-16-050 and 
hearing official is the appropriat 


cordance wit 


Washington State Register, 


In the course of the hearing, 
Regulate the course and scheduling of the hearings; 
) Rule on offers of proof, 
acceptance of proof and evidence as part 

(c) Take action necessary 
At the conclusion of the hearing, 
administrat 


receipt of relevant 
t of the record; 
to insure an orderly hearing; 


liv 


tnesses. A 


submit 


r tn 


ntire record 


videnc 


Issue 23-23 


the hearing official 


issue writ 


WSR 


23-23-165 


shall: 


The 


or the lengt 
secretary, 


not be subject 
The secretary, 
recommendations 


E cost, to 


trative action 


to be ta 


of his determination in 


Upon 
respondent 


clusive. 


AMENDATORY SECTION 


denial, 
may appeal 
County pursuant 
time prescribed 


the contract 


ter, that 


prior judicial or administ 
to collateral attack. 
after receiving 
of the hearing official 


the record, 
determin 


present 


th of suspension of qualification to b 
trative decision or findings shall 


shall 


witnesses, 
tape shall be 


tor and all named affiliates 


the sole issu 
teness of revocation of qualification 


t has been established by conviction, judgment 
or where it has been established by findings made in ac- 
the named contractor has engaged in 


evidence, 


and 


and 

tten findings of 
tive action to the secretary. The hear- 
to the secretary. 
The contractor shall have the opportunity to be present and 
and cross-ex- 
transcribed or taped record shall be made of 
less the secretary and the contractor waive the tran- 


transcript or made 


upon 


befor 


th 


recommended 


findings of fact, 
adminis- 


th 


ken. 
writing. 


to RCW 


47.28.070. 


in that 


1723715) 


WAC 468-16-210 


statute, 


(Amending WSR 15-01-170, 


The secretary shall notify the cont 


suspension or revocation of prequalification, 
therefrom to the superior court of Thurst 


to the 


and 


tractor 


the 
ton 


If the appeal is not made wit 
the department's action shall 


Prime contractor performance report. 


filed 12/23/14, 


(1) 


thin the 
be con- 


effective 


The 


evaluation of contractor performance shall be made on a form substan- 


tially in 
(2) A 
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Prime Contractor Performance Report 
Instructions 


The Prie Contractor Performance Report, DOT Form 421-010, consists of two parts — page 1 and page 2. Page 1 consists of 
Sections INI, and Ill. Page 2 consists of Sections IV and V. 


Section | CQNTRACTOR DATA 


This section denotes the type report being submitted and provides data relating to the contracting firm, its status and supervisors. 
Interim reports mustbe submitted annually on the anniversary of the project start date for all projects exceeding a duration of one year. 


Section II PROJECT\)DATA 


This section provides basic\project data to assist those reviewing or otherwise using the report to place this evaluation in proper 
perspective with regard to project size, costs, complexity, and completion time. Under Work Class Performed by Contractor, list that 
work using the general headings in the description of project documents (e.g., preparation, grading, structure, asphalt concrete 
paving, etc.) 


Section Ill NUMERICAL RATIN 


This section contains the four weighted rating areas of (A) Administration/Management and Supervision, (Q) Quality of Work, (P) 
Progress of Work, and (C) Compliance with\Laws and Contract Requirements. Each area contains statements which are weighted as 
to their importance within the rating area. Thèyater must consult the Prime Contractor Performance Report Manual (M 41-40) for 
criteria used for rating contractor performance. There is only one value for the rating of standard. If more space is needed, use 
additional blank sheets. 


* Shaded areas indicate the range of Inadequate and Superior ratings. Unshaded areas indicate Below Standard and Above Standard 
ranges, which are separated by a line representing a standard rating. 


Section IV NARRATIVE RATING 
This section is divided into three parts. 


A General Elements — Make any general statements pertin&nt to reporting the contractor’s work activity, e.g., innovativeness 
in performing the work and any other noteworthy contractor activities. 


B Below Standard Elements — List any actions or activities which\substantiate a numerical rating for each statement falling 
within the range of inadequate or below standard. Each commentNuust be correlated to identify the rating area and statement 
number. Each comment must be related to substantiating data repoNed during the life of the project in the Inspector's Daily 
Report, Project Engineer's Diary, correspondence, or other pertinent récords. This data must be available as a part of the 
administrative record in the event of hearings or litigation. 


C Superior Elements — Make supportive comments for superior ratings. Substantiation by recorded data should be available in 
the form of reports, letters, and other documents if not included in diaries and }aurnals. 


Comments made in response to B and C above should make reference to documented activities that describe the typical performance 
of the contractor. 


Section V REVIEW AND AUTHENTICATION 


This section provides for the recording of the review and authentication of the report by the rater, endsrser, and reviewer. Its purpose is 
to verify that the contractor has been given a copy of the report and that the contractor is aware of his right to appeal. It also serves the 
purpose of verifying that the report has been reviewed for the purposes of assuring objectivity in its preparation and for the elimination 
of the influences of personalities. The report will be reviewed by the Region Administrator. The Region Administrator will enter narrative 
comments thereon only when the contractor’s overall performance has been rated below standard, inadequate\or superior. The 
completed report is to be forwarded to the Secretary (Attn: Prequalification Branch) to arrive not later than 45 cal 
project completion. 


DOT Form 421-010 EF Instructions 
Revised 06/2014 


)) 
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Prime Contractor Performance Report Instructions 


The Prime Contractor Performance Report, DOT Form 421-010, consists of two parts — page 1 and page 2. Page 1 consists of 
Sections I, II, and Ill. Page 2 consists of Sections IV and V. The electronic form is optimized for use with Adobe Acrobat. Do not use 
AdobeSign to complete or route the form for signature. 


1. PE completes Sections | — IV in strict conformance with the Prime Contractor Performance Report Manual (M41-40) 
2. PE Send to Contractor and discuss. 


3. PE sign electronically and transmit to Region. It is recommended to use Adobe Acrobat for signing. Do not lock the form 
when signing. 


4. Region Operations Engineer review, sign electronically. Do not lock the form when signing. Print and mail to Contractor via 
Certified Mail. Retain electronic copy for further processing. 


5. Wait 20 days. Respond to protests, as necessary. Make adjustments. 
a. Adjustments made with strikethrough, adding new text and initials of individual making change. 


6. Regional Administrator Sign electronically. Do not lock the form when signing. The form must be unlocked for headquarters 
use. 


7. Transmit to Contract Ad and Award electronically. Distribute copies to PE, RA, and Contractor. 


DOT Form 421-010 Distribution: Original - Prequalification Branch Copy - Region Administrator Copy - Project Engineer Copy — Contractor 
Revised 07/2022 
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Washington State . 
/ Dosaranon of Transportation Prime Contractor Performance Report 


|  \ Section! Contractor Data Section Il_ Project Data 


Report Type Contractor No. (HQ Use Only) Contract No. 
O Interim 
O Final Federal-Aid No. 
O Special 


Company Name Project Title 


Auth. Working Working Days Work Startin Completion Date 
Address Phone No. Days g Charged Date g p 


Superintendent Foreman Contract Award Amount Contract Completion Amount 


Work Class Performed by Contractò 


Description of Work: 


Section III Numerical Rating 


A Administration / Management / Supervision * Inadequate ` RSIOW standard ^ARove + Superior Rating 


Supervision/Decision Making/Coordination with Subcontractors and sùppliers 


Submission of Documents and Reports 


Coordination and Cooperation with Department Personnel on Project Matte 


Relations with General Public, Other Agencies and Adjacent Contractors 


Maintenance of Employee Safety Standards 
Section A Total 


Q Quality of Work 
. Adherence to Plans and Specifications 
Q2. Standards of Workmanship 
Q3. Public Safety and Traffic Control 
Q4. Environmental Compliance 
Section Q Total 


P Progress of Work 


P1. Completion of project within allotted time 


P2. Baseline scheduling 


P3. Weekly look ahead schedule & schedule update 


P4. Number of days from Physical Completion Until contract completion 
Section P Total 


C Compliance with Laws and Contract Requirements 
C1. Compliance with EEO, On-the-Job Training and D/M/W/SBE Requirements 
C2. Compliance with Apprenticeship Requirements 


C3. Compliance with Laws, Ordinances and Regulations 
Section C Total 


Project Total 125 NT 


* Explain any Inadequate, Below Standard, and Superior ratings in Narrative Section (IV) Performance Score 


NOTE: An inadequate or below standard rating in any section shall limit the section total to a standard rating. 
DOT Form 421-010 EF 


Revised 01/2014 Distribution: Original - Prequalification Branch Copy - Region Administrator Copy - Project Engineer Copy - Contractor Page 1 of 
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FILED IN THE OFFICE OF THE SECRETARY (HQ USE) 
DATE: INITIALS: 


= 
Washington Stat x 
VØ Departnont of Transportation Prime Contractor Performance Report 


Section! Contractor Data Section Il Project Data 


Report Type Contractor No. (HQ Use Only) Contract No. 
O Interim 
O Final Federal-Aid No. 
O Special 


Company Name Project Title 


Auth. Workin: | Working Days Work Startin, 
Address Phone No. Days g g Day: Date g 


harge Contract Completion Date 


Superintendent Foreman Contract Award Amount Contract Completion Amount 


Work Class Performed by Contractor: 


Description of Work: 


Section IIl Numerical Rating 


A Administration / Management / Supervision * Inadequate * Below standard Above *Superior Rating 


A1. Supervision/Decision Making/Coordination with Subcontractors and suppliers 


A2. Submission of Documents and Reports 


A3. Coordination and Cooperation with Department Personnel on Project Matters 


A4. Relations with General Public, Other Agencies and Adjacent Contractors 


A5. Maintenance of Employee Safety Standards 
Section A Total 


Q Quality of Work 

Q1. Adherence to Plans and Specifications 
Q2. Standards of Workmanship 

Q3. Public Safety and Traffic Control 


Q4. Environmental Compliance 
Section Q Total 


P Progress of Work 


P1. Completion of project within allotted time 


P2. Baseline scheduling 


P3. Weekly look ahead schedule & schedule update 


P4. Number of days from Physical Completion Until contract completion 


Section P Total 


C Compliance with Laws and Contract Requirements 
C1. Compliance with Business Utilization Requirements 


C2. Compliance with Apprentice and On-the-Job Training Requirements 


C3. Compliance with Laws, Ordinances and Regulations 
Section C Total 


Project Total 0.00 
* Explain any Inadequate, Below Standard, and Superior ratings in Narrative Section (IV) Performance Score "ony 


NOTE: An inadequate or below standard rating in any section shall limit the section total to a standard rating. 


DOT Form 421-010 GN, Ha Baad ee ad 7 P a N 
Revised 07/2022 Distribution: Original - Prequalification Branch Copy - Region Administrator Copy - Project Engineer Copy - Contractor Page 1 of 2 
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Contract No. 


| Section IV Narrative Rating 


A General Elements Enter comments that describe the contractor's overall performance and provide background data on the project. 


Nents Enter comments here to substantiate below standard ratings. (See Instructions) 


C Superior Elements Enter comments herdto substantiate superior ratings. (See Instructions) 


Section V Authentication and Review SSS eee 


l certify that | have objectively prepared this report basing it upon data contained in available project records and discussed the 
report with the contractor. 


Project Engineer's Name (Print) Project Engineer's Signatyre 


| have reviewed this report for objectivity and accuracy. | have given a copy of this report to the rated contractor and | have 
advised the contractor that any appeal must be made within twenty (20) calendarays. 


Date Copy Given / Mailed to Contractor 


Operations Engineer or Designee’s Name (Print) Operations Engineer or Designee’s Signature 


| have reviewed this Contractor Performance Report and make the following comments and changes as citecd\herein or on attached 
sheets. 


Region Administrator's Name (Print) Region Administrator's Signature 


DOT Form 421-010 EF 
Revised 01/2014 


Distribution: Original - Prequalification Branch Copy - Region Administrator Copy - Project Engineer Copy - Contractor Page 2 of à 
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Contract No. 


Section IV Narrative Rating 


A General Elements Enter comments that describe the contractor’s overall performance and provide background data on the project. 


B Below Standard Elements Enter comments here to substantiate below standard ratings. (See Instructions) 


C Superior Elements Enter comments here to substantiate superior ratings. (See Instructions) 


Section V Authentication and Review 


| certify that | have objectively prepared this report basing it upon data contained in available project records and discussed the 
report with the contractor. 


Project Engineer's Name (Print) Project Engineer’s Signature 


| have reviewed this report for objectivity and accuracy. | have given a copy of this report to the rated contractor and | have 
advised the contractor that any appeal must be made within twenty (20) calendar days. 


Date Copy Given / Mailed to Contractor 


Operations Engineer or Designee’s Name (Print) Operations Engineer or Designee’s Signature 


| have reviewed this Contractor Performance Report and make the following comments and changes as cited herein or on attached 
sheets. 


Region Administrator's Name (Print) Region Administrator's Signature 


DOT Form 421-010 
Revised 07/2022 


Distribution: Original - Prequalification Branch Copy - Region Administrator Copy - Project Engineer Copy - Contractor Page 2 of 2 
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Purpose: 


practica 
246-840 
(board) 
5229 


equi 


least 


ment of health 
minimum standards for health equi 
model rules for health equity CE minimum standards on November 


Washington State Register, 


Issue 23-23 


WSR 23-23-166 
PERMANENT RULES 
DEPARTMENT OF HEALTH 


(Board of Nursing) 


[Filed November 21, 2023, 


tive Date of Rule: Th 


-220 and 246-840-222. 
adopting an amendment 
(chap 1). The board is adopting a new sec 
of rule and revisions to existing rul 
ty CE requirements to compl 
RCW 43.70.613 
lth profession licensed under Ti 


rules requiring a licensee 


Cc 


l nurses (LPN) and regi 
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ter 276, Laws of 202 


(3) (b) direc 


once every four years. 
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Health equity cont 


:52 p.m., effective December 22, 2023] 
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e Washington state board of 
to WAC 246-915-085 to impl 
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E lement 

e in order to establish heal 

y with RCW 43.70.613. 

ts the rule-making authori 

tle 18 RCW that is subject 
ete health equity CE tra 


ty fore 


TO 
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nursing 
ESSB 
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ach 
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R 
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to 
ining 


statute also directs 
te model rules establishing 
The departmen 


The 
crea 
ty CE programs. 


compl 
the depa 


f 


rt- 


the 


iled 


23 


2022, under WSR 22-23-167. 
or exceed the minimum standards in 
through 246-12-830. 

The board's adopted rule adds 
tion to be completed as par 
year. This exceeds the two h 
pleted every four years requ 
requires two hours in health 
under existing CE requiremen 


ts for 


Citation of Rules Affec 
and amending WAC 246-840-22 


ted by 


N 
U 


Statutory Authority for “Adoption: 


43.70.613. 
Adop 
2023. 


Any rules developed for the board must meet 
the model rules in WAC 246-12-800 


t of the 
ours of 
ired in 
equity 
th 
ics are being added to the model rul 


two hours of health equity educa- 


current CE requirements every 
health equity education to be com- 
the model rules. The proposed rule 
CE every year which can be counted 
e profession. No additional top- 
s requirements. 


th 


ted under notice filed as WSR 23-1 


is Order: New WAC 246-840-222; 


RCW 18.79.010, 18.79.110, and 


9-081 on September 19, 


A final cost-benefit analysis is avail 


able by contac 


ting Jessilyn 


Dagum, P.O. Box 47864 Olympia, WA 98504-7864, phone 360-236-3538, fax 
360-236-4738, TTY 711, email WABONRules@doh.wa.gov, website 
www.nursing.wa.gov. 

Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 1, 
Amended 1, Repealed 0. 

Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 1, Amended 1, Repealed 0. 

Date Adopted: October 25, 2023. 
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AMENDATORY SECTION (Amending WSR 21-11-032, filed 5/12/21, effective 
6/12/21) 


WAC 246-840-220 Continuing competency requirements—Active sta- 
tus. (1) Upon license renewal a nurse must attest on a form provided 
by the department of health declaring completion of the required ac- 
tive nursing practice hours and continuing nursing education hours. 

(2) A nurse must complete within a ((#welve)) 12-month period 
prior to the renewal of licensure: 

(a) A minimum of ((mihrhety-s+*)) 96 hours of active nursing prac- 
tice; and 

(b) A minimum of eight hours of continuing nursing education of 
which at least two hours must be on health equity training, as speci- 
fied in WAC 246-840-222. 

(3) Nurses must complete a qualified suicide prevention training 
as follows: 

(a) A registered nurse, except for registered nurses holding an 
active certified registered nurse anesthetist license, and licensed 
practical nurses must complete a one-time, six hour training in sui- 
cide assessment, treatment, and management from a qualified suicide 
prevention training program. The training must be completed by the end 
of the first full year of practice. 
(b) A qualified suicide training program must be on the model 
list, required under RCW 43.70.442, to be accepted. 

(c) The hours spent completing a qualified training program in 
Suicide assessment, treatment, and management under this section 
counts toward continuing competency requirements in subsection (2) (b) 
of this section. 

(4) Nurses who are enrolled in, or have completed prerequisite 
classes for, an advanced nursing education program are exempt from the 
continuing competency requirements during their current review period. 


NEW SECTION 


WAC 246-840-222 Continuing competency requirements—Health equi- 
ty continuing education. (1) Licensed practical nurses and registered 
nurses must complete a minimum of two hours of health equity continu- 
ing education every year upon license renewal as described in WAC 
246-12-800 through 246-12-830. 

(2) This training must be completed by the end of the second full 
continuing education reporting period after January 1, 2024, or the 
second full continuing education reporting period after initial licen- 
sure, whichever is later. 

(3) After the first required reporting period, this training must 
be completed within a 12-month period prior to license renewal. Addi- 
tional hours cannot be rolled over to the following year. 
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(4) The hours spent completing health equity continuing education 
under this section count toward meeting applicable continuing educa- 
tion requirements for nurse license renewal as described in WAC 
246-840-220. 
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WSR 23-23-168 
PERMANENT RULES 
NOXIOUS WEED 


CONTROL BOARD 
[Filed November 21, 2023, 4:01 p.m., effective January 1, 2024] 


Effective Date of Rule: January 1, 2024. 

Purpose: The Washington state noxious weed list provides the ba- 
sis for noxious weed control efforts for county noxious weed control 
boards and other entities. It also provides guidelines for the state 
noxious weed control board. This proposal updates the noxious weed 
list, adds a section regarding the Washington state noxious weed con- 
trol board (NWCB) bylaws outlining the definition of conflict of in- 
terest and procedures for board members to follow, and updates lan- 
guage throughout chapter 16-750 WAC. The anticipated effects include 
having an effective and efficient noxious weed list and guidelines for 
the administration of the NWCB. This rule-making order amends chapter 
16-750 WAC by: 

Updates to the noxious weed list: 


WAC 16-750-005 Class A Noxious Weed Changes and Additions: 
The addition of Palmer amaranth, Amaranthus palmeri. 
The addition of variable-leaf milfoil hybrids, Myriophyllum het- 
erophyllum x Myriophyllum hippuroides. 


WAC 16-750-011 Class B Noxious Weed Changes and Additions: 
Undesignating Brazilian elodea, Egeria densa, in Green Lake in 
King County. 
Undesignating shiny geranium, Geranium lucidum, in Snohomish 
County. 


WAC 16-750-015 Class C Noxious Weed Changes and Additions: 
Adding European, American, and hybrid beach grasses, Ammophila 
arenaria, A. breviligulata, and A arenaria x breviligulata. 


New WAC 16-750-137 Draft rules on conflicts: [See attached WAC 
for language]. 
Other administrative updates ensure chapter 16-750 WAC reflects 
and matches chapter 17.10 RCW, and makes grammatical corrections. 

Citation of Rules Affected by this Order: New WAC 16-750-137; and 
amending WAC 16-750-003, 16-750-005, 16-750-011, 16-750-015, 
16-750-020, 16-750-022, 16-750-025, 16-750-100, 16-750-115, 

16-750-120, 16-750-130, 16-750-135, 16-750-140, 16-750-142, 
16-750-145, 16-750-146, and 16-750-165. 

Statutory Authority for Adoption: Chapter 17.10 RCW. 

Other Authority: Chapter 34.05 RCW. 

Adopted under notice filed as WSR 23-19-064 on September 18, 


2023. 


Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0O, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 1, 
Amended 17, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 0, Repealed 0. 
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Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 0, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 

Date Adopted: November 1, 2023. 


William C. Agosta 


Chairman 


OTS-4948.1 


AMENDATORY SECTION (Amending WSR 10-03-046, filed 1/14/10, effective 
2/14/10) 


WAC 16-750-003 Definitions. (1) The definitions in this section 
shall apply throughout this chapter, unless the context plainly re- 
quires otherwise: 

(a) "Action" means the transaction of the official business of 
the Washington state noxious weed control board including but not 
limited to receipt of public testimony, deliberations, discussions, 
considerations, reviews, and final actions. 

(b) "Board" means the Washington state noxious weed control 
board, or a duly authorized representative. 

(c) "Director" means the director of the department of agricul- 
ture, or the director's appointed representative. 

(d) "Executive secretary" means the executive secretary of the 
Washington state noxious weed control board. 

(e) "Department" means the department of agriculture of this 
state. 

(f) "Final action" means a collective positive or negative deci- 
sion, or an actual vote by a majority of board members when sitting as 
a body or entity, upon a motion, proposal, resolution, or order. 

(g) "Meeting" means meetings at which action is taken. 

(h) "Regular meetings" means recurring meetings held in accord- 
ance with a periodic schedule in compliance with applicable statute or 
rule. 


(2) The definitions in this subsection apply throughout this 
chapter, chapter 17.10 RCW, and any rules adopted thereunder unless 
the context plainly requires otherwise: 
(a) "Control" of noxious weeds means to prevent all seed produc- 
tion and to prevent the dispersal of all propagative parts capable of 
forming new plants. 


(b) "Contain" means to confine a noxious weed and its propagules 
to an identified area of infestation. 

(c) “"Eradicate" means to eliminate a noxious weed within an area 
of infestation. 

(d) "Prevent the spread of noxious weeds" means to contain noxi- 
ous weeds. 

(e) Class A noxious weeds ((a¥*®e)) consist of those noxious weeds 


not native to the state that are of limited distribution or are unre- 
corded in the state and that pose a serious threat to the state. 
(f) Class B noxious weeds ((a¥*e)) consist of those noxious weeds 
not native to the state that are of limited distribution or are unre- 
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corded in a region of the state and that pose a serious threat 


region. 
(g) 


"Class B designate" means those 


populations in a region or area are such 


be prevented within a calendar year. 


(h) 
weeds. 
(3) 


ing. 


AMENDATORY SECTION 


1/1/21) 


Class C are any other nonna 


Issue 23-23 


WSR 23-23-168 


tive 


to that 


Class B noxious weeds whose 
that all seed production can 


to Washington state noxious 


Any county noxious weed control 
of any definition contained in subsection 
that definition more specific, but shall 


(Amending WSR 20- 


board may enhance 
(2) 


24-098, 


of this section, 
L not change its general mean- 


filed 11/30/20, 


the clarity 
making 


effective 


WAC 16-750-005 State noxious weed list—Class A noxious weeds. 
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Common Name 

broom, French 

broom, Spanish 
common crupina 
cordgrass, common 
cordgrass, dense-flowered 
cordgrass, salt meadow 
cordgrass, smooth 

dyer's woad 

eggleaf spurge 

false brome 

floating primrose-willow 
flowering rush 

garlic mustard 

giant hogweed 


goatsrue 

hydrilla 
Johnsongrass 
knapweed, bighead 
knapweed, Vochin 
kudzu 


meadow clary 
oriental clematis 
Palmer amaranth 
purple starthistle 
reed sweetgrass 
ricefield bulrush 


sage, clary 
sage, Mediterranean 
silverleaf nightshade 


504 ] 


Scientific Name 
Genista monspessulana 
Spartium junceum 
Crupina vulgaris 
Spartina anglica 
Spartina densiflora 
Spartina patens 
Spartina alterniflora 
Isatis tinctoria 
Euphorbia oblongata 
Brachypodium sylvaticum 
Ludwigia peploides 
Butomus umbellatus 
Alliaria petiolata 


Heracleum 
mantegazzianum 


Galega officinalis 
Hydrilla verticillata 
Sorghum halepense 
Centaurea macrocephala 
Centaurea nigrescens 


Pueraria montana var. 
lobata 


Salvia pratensis 
Clematis orientalis 
Amaranthus palmeri 


Centaurea calcitrapa 
Glyceria maxima 


Schoenoplectus 
mucronatus 


Salvia sclarea 
Salvia aethiopis 


Solanum elaeagnifolium 
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Common Name 
small-flowered jewelweed 


South American 
spongeplant 


Syrian bean-caper 
Texas blueweed 
thistle, Italian 
thistle, milk 

thistle, slenderflower 
thistle, Turkish 


variable-leaf milfoil and 
hybrids 


wild four o'clock 


1/1/23) 


WAC 16-750-011 


(Amending WSR 22-24-059, 
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Scientific Name 
Impatiens parviflora 
Limnobium laevigatum 


Zygophyllum fabago 
Helianthus ciliaris 
Carduus pycnocephalus 
Silybum marianum 
Carduus tenuiflorus 
Carduus cinereus 
Myriophyllum 
heterophyllum 
Myriophyllum 
heterophyllum x 
Myriophyllum hippuroides 


Mirabilis nyctaginea 


filed 12/1/22, effective 


State noxious weed list—Class B noxious weeds. 


Will be a "Class B designate" in all 


Name lands lying within: 
(1) blueweed, Echium vulgare (a) regions 1, 2, 3, 4, 6 
(b) region 5, except Spokane County 
(2) Brazilian elodea, Egeria densa (a) region 1, except Grays Harbor County 
(b) region 2, except Kitsap County and Green Lake in King 
County 
(c) King County of region 2, except lakes Dolloff, Fenwick, 
Union, Washington, and Sammamish, and the Sammamish 
River 
(d) region 3, except Wahkiakum County 
(e) regions 4, 5, and 6 
(3) bugloss, annual, Lycopsis (a) regions 1, 2, 3, 4, and 6 
arvensis (b) region 5, except Spokane County 
(4) bugloss, common, Anchusa (a) regions 1, 2, 3, and 6 
officinalis (b) All of region 4 except those areas lying within the Entiat 
River Valley between the Columbia River confluence and 
Stormy Creek in Chelan County 
(c) region 5, except Spokane County 
(5) butterfly bush, Buddleja davidii (a) Grays Harbor County of region 1 
(b) San Juan County of region 2 
(c) Cowlitz County of region 3 
(6) camelthorn, Alhagi maurorum (a) regions 1, 2, 3, 4, 5, and 6 
(7) common fennel, Foeniculum (a) region 1, except Jefferson County 
E a D (b) region 2, except King and Skagit counties 
(c) region 3, except Clark County 
(d) regions 4, 5, and 6 
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WSR 23-23-168 


Will be a "Class B designate" in all 
lands lying within: 


(8) 


(9) 


(10) 


(11) 


(12) 
(13) 


(14) 


(15) 


(16) 


(17) 


(18) 


(19) 


common reed, Phragmites 
australis (nonnative genotypes 
only) 


common tansy, Tanacetum 
vulgare 


Dalmatian toadflax, Linaria 
dalmatica ssp. dalmatica 


Eurasian watermilfoil, 
Myriophyllum spicatum 


European coltsfoot, Tussilago 
farfara 


fanwort, Cabomba caroliniana 


gorse, Ulex europaeus 


grass-leaved arrowhead, 
Sagittaria graminea 


hairy willow-herb, Epilobium 
hirsutum 


hanging sedge, Carex pendula, 
Carex pendula subsp. pendula 
and Carex pendula subsp. 
agastachys 

hawkweed oxtongue, Picris 
hieracioides 


hawkweed, orange, Hieracium 
aurantiacum 
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(a) 
(b) 
(c) 
(a) 
(b) 
(c) 
(d) 
(a) 
(b) 
(c) 
(a) 
(b) 
(c) 
(d) 


(e) 


(f) 
(a) 


(a) 
(b) 
(a) 
(b) 
(a) 
(b) 
(c) 
(a) 
(b) 
(c) 
(d) 
(a) 
(b) 


(a) 
(b) 
(a) 
(b) 
(c) 
(d) 


[ 


regions 1, 2, 3, and 4 

region 5, except Grant County 

Asotin, Columbia, and Garfield counties of region 6 
Clallam County of region 1 

Kitsap and San Juan counties of region 2 

Cowlitz County of region 3 

Adams and Lincoln counties of region 5 

regions 1, 2, and 3 

Adams, Kittitas, and Lincoln counties of region 5 
Benton, Franklin, and Walla Walla counties of region 6 
region 1, except Pacific County 

Island, Kitsap, and San Juan counties of region 2 
Clark and Cowlitz counties of region 3 


Chelan and Okanogan counties, and all lakes with public 
boat launches except Fan Lake in Pend Oreille County of 
region 4 


Adams, Kittitas, Lincoln, and Whitman counties of region 
5 


Asotin, Columbia, and Garfield counties of region 6 
regions 1, 2, 3, 4, 5, and 6 


regions 1, 2, 4, 5, and 6 

region 3, except Cowlitz County 

region 1, except Grays Harbor and Pacific counties 
regions 2, 3, 4, 5, 6 

region 1 

region 2, except Snohomish County 

regions 3, 4, 5, and 6 

regions 1, 3, and 4 

region 2, except Thurston and Whatcom counties 
region 5, except Klickitat County 

region 6, except Benton and Franklin counties 
regions 1, 3, 4, 5, and 6 

region 2, except for King County 


regions 1, 2, 4, 5, and 6 

region 3, except Skamania County 

regions 1, 3, and 6 

region 2, except Whatcom County 

region 4, except Pend Oreille and Stevens counties 
region 5, except Kittitas and Spokane counties 
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Will be a "Class B designate" in all 
lands lying within: 


(20) 


(21) 


(22) 


(23) 


(24) 


(25) 


(26) 
(27) 


(28) 


(29) 


(30) 


hawkweeds: All nonnative 
species and hybrids of the 
Meadow subgenus (Pilosella), 
including, but not limited to, 
mouseear (Hieracium pilosella), 
pale (H. lactucella), queen-devil 
(H. glomeratum), tall (H. 
piloselloides), whiplash (H. 
flagellare), yellow (H. 
caespitosum), and yellow-devil 
(H. x floribundum) 


hawkweeds: All nonnative 
species and hybrids of the Wall 
subgenus (Hieracium), 
including, but not limited to, 
common (Hieracium lachenalii), 
European (H. sabaudum), polar 
(H. atratum), smooth (H. 
laevigatum), spotted (H. 
maculatum), and wall (H. 
murorum) 


herb-Robert, Geranium 
robertianum 


hoary alyssum, Berteroa incana 


houndstongue, Cynoglossum 
officinale 


indigobush, Amorpha fruticosa 


knapweed, black, Centaurea 
nigra 

knapweed, brown, Centaurea 
jacea 


knapweed, diffuse, Centaurea 


diffusa 
knapweed, meadow, Centaurea x 


gerstlaueri 


knapweed, Russian, 
Rhaponticum repens 
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(a) 
(b) 


region 1 

region 2, except Thurston County 

region 3, except Cowlitz County 

region 4, except Pend Oreille and Stevens counties 
region 5, except Klickitat and Spokane counties 
region 6 


regions 1, 3, 5, and 6 


region 2, except King, Skagit, Snohomish, and Whatcom 
counties 


region 4, except Stevens County 


regions 4, 5, and 6 


regions 1, 2, 3, and 6 

region 4, except Pend Oreille and Ferry counties 
region 5, except Klickitat County 

regions 1, 2, and 3 

Chelan and Douglas counties of region 4 
Yakima, Grant and Adams counties of region 5 
Benton and Franklin counties of region 6 
regions 1, 2, and 4 

Lewis County of region 3 

region 5, except Klickitat County 

regions 1, 2, 3, 4, 5, and 6 


regions 1, 2, 3, 4, 5, and 6 


region 1 

region 2 

region 3, except Cowlitz County 
Adams County of region 5 
regions 1 and 4 

region 2, except Whatcom County 


Thurston County of region 2, except below the ordinary 
high-water mark of the Nisqually River 


Lewis and Wahkiakum counties of region 3 

region 5, except Kittitas and Klickitat counties 
region 6, except Franklin and Walla Walla counties 
regions 1, 2, and 3 

Ferry and Pend Oreille counties of region 4 

Lincoln, Spokane, and Whitman counties of region 5 


Adams County of region 5, except for the area west of 
Highway 17 and north of Highway 26 
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Will be a "Class B designate" in all 
lands lying within: 


(31) 


(32) 


(33) 


(34) 


(35) 


(36) 


(37) 


(38) 


(39) 


(40) 


(41) 


knapweed, spotted, Centaurea 
stoebe 


knotweed, Bohemian, Fallopia x 
bohemica 


knotweed, giant, Fallopia 
sachalinensis 


knotweed, Himalayan, 
Persicaria wallichii 


knotweed, Japanese, Fallopia 
Japonica 


kochia, Bassia scoparia 


lesser celandine, Ficaria verna 


loosestrife, garden, Lysimachia 
vulgaris 


loosestrife, purple, Lythrum 
salicaria 


loosestrife, wand, Lythrum 
virgatum 


Malta starthistle, Centaurea 
melitensis 
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(e) 
(a) 
(b) 
(c) 
(d) 
(e) 
(f 
(a) 


Asotin and Garfield counties of region 6 

region 1, except Grays Harbor 

region 2, except Whatcom County 

Clark, Lewis, and Wahkiakum counties of region 3 
Ferry and Douglas counties of region 4 

Adams, Grant and Yakima counties of region 5 
region 6, except Columbia and Walla Walla counties 
Island and San Juan counties of region 2 

Skamania County of region 3 

region 4, 5, and 6 

region 2, except King, Pierce, and Snohomish counties 
region 3, except Cowlitz and Lewis counties 
regions 4, 5, and 6 

region 1, except Pacific County 

region 2, except King and Pierce counties 

region 3, except Wahkiakum County 

region 4, 5, and 6 

Island, San Juan, and Whatcom counties of region 2 
Skamania County of region 3 

region 4, except Okanogan County 

region 5, except Spokane County 

region 6 

regions 1, 2, and 3 

Stevens and Pend Oreille counties of region 4 
Adams County of region 5 

region 1, 3, 4, 5, and 6 

region 2, except King and Whatcom counties 
regions 1, 2, 3, 4, 5, 6 


Clallam, Jefferson, and Mason counties of region 1 
region 2, except Kitsap, Skagit, and Snohomish counties 
Clark, Lewis, and Skamania counties of region 3 

region 4, except Douglas County 

region 5, except Grant and Spokane counties 

region 6, except Asotin and Franklin counties 

Clallam, Jefferson, and Mason counties of region 1 
region 2, except Kitsap, Skagit, and Snohomish counties 
Clark, Lewis, and Skamania counties of region 3 

region 4, except Douglas County 

region 5, except Grant and Spokane counties 

region 6, except Asotin and Franklin counties 

regions 1, 2, and 3 


region 4, except T36 R38 in the area contained within Hwy 
395/Hwy 20, Pingston Creek Road, and Highland Loop 
Road in Stevens County 


region 5, except Klickitat and Whitman counties 
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Will be a "Class B designate" in all 
lands lying within: 


(42) 


(43) 


(44) 


(45) 


(46) 


(47) 


(48) 


(49) 


(50) 


(51) 


(52) 


(53) 


(54) 


(55) 


parrotfeather, Myriophyllum 
aquaticum 


perennial pepperweed, Lepidium 
latifolium 


poison hemlock, Conium 
maculatum 


policeman's helmet, Impatiens 
glandulifera 


puncturevine, Tribulus terrestris 


Ravenna grass, Tripidium 
ravennae 


rough chervil, Chaerophyllum 
temulum 


rush skeletonweed, Chondrilla 
juncea 


saltcedar, Tamarix ramosissima 
(unless intentionally planted 
prior to 2004) 


Scotch broom, Cytisus scoparius 


shiny geranium, Geranium 
lucidum 


spurge flax, Thymelaea 
passerina 


spurge laurel, Daphne laureola 


spurge, leafy, Euphorbia virgata 
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region 1, except Pacific County 

regions 2, 4, 5, and 6 

Clark and Skamania counties of region 3 

regions 1, 2, and 4 

region 3, except Clark and Cowlitz counties 

Kittitas, Lincoln and Spokane counties of region 5 
Columbia and Garfield counties of region 6 

Clallam, Mason, and Pacific counties of region 1 
region 2, except King, Skagit, and Whatcom counties 
Clark and Skamania counties of region 3 

Chelan, Douglas, and Pend Oreille counties of region 4 
Grant, Kittitas and Lincoln counties of region 5 
region 1, 3, 4, 5, and 6 

region 2, except Thurston and Whatcom counties 
regions 1, 2, and 3 

Ferry, Pend Oreille, and Stevens counties of region 4 
region 5, except Grant, Klickitat, and Yakima counties 
Cowlitz County of region 3 

region 4 

region 5, except Yakima County 

region 6, except Benton County 

regions 1, 3, 4, 5, and 6 

region 2, except for King County 

regions 1, 2, and 3 


region 4, except all areas of Stevens County south of 
Township 29 


Kittitas and Yakima counties of region 5, and Adams 
County, except those areas lying east of Sage Road, the 
western border of Range 36 


Asotin County of region 6 
regions 1, 3, 4, 5, and 6 
region 2, except King and Thurston counties 


regions 4 and 6 
region 5, except Klickitat County 
regions 1, 4, 5, and 6 


region 2, except King, Snohomish, and Thurston counties 
region 3, except Clark County 

region 4, except Okanogan County 

regions 5 and 6 

region 1, except Clallam and Jefferson counties 
region 2, except King, Kitsap, and Pierce counties 
region 3 

regions 4, 5, and 6 

regions 1, 2, 3, and 4 

region 5, except Spokane County 

region 6, except Columbia County 
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Will be a "Class B designate" in all 
lands lying within: 


(56) 


(57) 


(58) 


(59) 


(60) 


(61) 
(62) 


(63) 


(64) 


(65) 


(66) 


(67) 


(68) 


(69) 


spurge, myrtle, Euphorbia 
myrsinites 


sulfur cinquefoil, Potentilla recta 


tansy ragwort, Jacobaea vulgaris 


thistle, musk, Carduus nutans 


thistle, plumeless, Carduus 
acanthoides 


thistle, Scotch, Onopordum 
acanthium 


velvetleaf, Abutilon theophrasti 


water primrose, Ludwigia 
hexapetala 


white bryony, Bryonia alba 


Wild basil/basil savory, 
Clinopodium vulgare 


wild chervil, Anthriscus 
sylvestris 


yellow archangel, Lamiastrum 
galeobdolon 


yellow floating heart, 


Nymphoides peltata 


yellow nutsedge, Cyperus 
esculentus 
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(a) 
(b) 


(c) 
(d) 
(a) 
(b) 
(c) 
(d) 
(e) 
(a) 
(b) 
(c) 
(a) 
(b) 
(c) 
(a) 
(b) 


(a) 
(b) 
(a) 
(b) 
(a) 


(a) 
(b) 
(c) 
(a) 
(b) 
(a) 
(b) 
(c) 
(a) 
(b) 


(c) 
(d) 
(a) 
(b) 
(c) 
(a) 
(b) 
(c) 
(d) 
(e) 


[ 


region 1, except Clallam and Jefferson counties 


region 2, except King, Kitsap, Pierce, and Whatcom 
counties 


regions 3, 5, and 6 

region 4, except Okanogan County 

region 1 

region 2, except Pierce and Thurston counties 
region 3, except Lewis and Skamania counties 
Adams, Grant, Lincoln, and Whitman counties of region 5 
region 6, except Asotin County 

Island and San Juan counties of region 2 
Clark and Wahkiakum counties of region 3 
regions 4, 5, and 6 

regions 1, 2, 3, and 6 

region 4, except Douglas and Ferry counties 
region 5, except Kittitas County 

regions 1, 2, 3, 5, 6 


region 4, except those areas north of State Highway 20 in 
Stevens County 


regions 1, 2, 3, and 4 

region 5, except Spokane and Whitman counties 
regions 1, 2, 3, 4, and 6 

region 5, except Yakima County 

regions 1, 2, 3, 4, 5, and 6 


regions 1, 2, 3, and 4 

region 5, except Whitman County 

Benton and Garfield counties of region 6 

regions 1, 2, 4, 5, and 6 

region 3, except for Skamania County 

regions 1, 3, 4, and 6 

region 2, except Whatcom County 

region 5, except Whitman County 

Clallam County of region 1 

Ba San Juan, Skagit, and Whatcom counties of region 


Cowlitz, Skamania, and Wahkiakum counties of region 3 
regions 4, 5, and 6 

regions 1, 2, 3, and 6 

region 4, except Stevens County 

region 5, except Spokane County 

regions | and 4 

region 2, except Skagit and Thurston counties 

region 3, except Clark County 

region 5, except Klickitat and Yakima counties 

region 6, except Franklin and Walla Walla counties 
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Will be a "Class B designate" in all 


lands lying within: 


(70) 
solstitialis 


AMENDATORY SECTION 


1/1/22) 


yellow starthistle, Centaurea 


(Amending WSR 22-01-040, 


regions 1, 2, and 3 


region 4, except T36 R38 in the area contained within Hwy 
395/Hwy 20, Pingston Creek Road, and Highland Loop 


Road in Stevens County 


region 5, except Klickitat, and Whitman counties 


filed 12/7/21, 


effective 


WAC 16-750-015 State noxious weed list—Class C noxious weeds. 


Common Name 
absinth wormwood 
Austrian fieldcress 
babysbreath 


beach grass, European, 
American, and hybrids 


black henbane 
blackberry, evergreen 
blackberry, Himalayan 
blackgrass 

buffalobur 

cereal rye 

common barberry 
common catsear 
common groundsel 
common St. Johnswort 
common teasel 
curly-leaf pondweed 
English hawthorn 


English ivy 4 cultivars 
only: 


Eurasian watermilfoil 
hybrid 


field bindweed 
fragrant water lily 
green alkanet 
hairy whitetop 
hoary cress 
Italian arum 
Japanese eelgrass 
jointed goatgrass 
jubata grass 
lawnweed 


Certified on 11/30/2023 [ 


STE] 


Scientific Name 
Artemisia absinthium 
Rorippa austriaca 
Gypsophila paniculata 


Ammophila arenaria, A. 
breviligulata, and A. 
arenaria x breviligulata 


Hyoscyamus niger 
Rubus laciniatus 

Rubus bifrons 
Alopecurus myosuroides 
Solanum rostratum 
Secale cereale 

Berberis vulgaris 
Hypochaeris radicata 
Senecio vulgaris 
Hypericum perforatum 
Dipsacus fullonum 
Potamogeton crispus 
Crataegus monogyna 
Hedera hibernica 
'Hibernica' 

Hedera helix 'Baltica' 
Hedera helix 'Pittsburgh' 
Hedera helix 'Star' 


Myriophyllum spicatum x 
M. sibiricum 


Convolvulus arvensis 
Nymphaea odorata 
Pentaglottis sempervirens 
Lepidium appelianum 
Lepidium draba 

Arum italicum 
Nanozostera japonica 
Aegilops cylindrica 
Cortaderia jubata 

Soliva sessilis 
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Common Name 
longspine sandbur 
Medusahead 


nonnative cattail species 
and hybrids 


old man's beard 
oxeye daisy 
pampas grass 
perennial sowthistle 


reed canarygrass 
Russian olive 
scentless mayweed 


smoothseed alfalfa dodder 
spikeweed 

spiny cocklebur 

spotted jewelweed 
Swainsonpea 

thistle, bull 

thistle, Canada 
tree-of-heaven 

ventenata 

white cockle 


wild carrot (except subs. 
sativus where grown 
commercially or for food) 


yellow flag iris 
yellow toadflax 
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Scientific Name 
Cenchrus longispinus 


Taeniatherum caput- 
medusae 


Including, but not limited 
to, Typha angustifolia, T. 
domingensis and T. x 
glauca 


Clematis vitalba 
Leucanthemum vulgare 
Cortaderia selloana 


Sonchus arvensis ssp. 
arvensis 


Phalaris arundinacea 
Elaeagnus angustifolia 


Tripleurospermum 
inodorum 


Cuscuta approximata 
Centromadia pungens 
Xanthium spinosum 
Impatiens capensis 
Sphaerophysa salsula 
Cirsium vulgare 
Cirsium arvense 
Ailanthus altissima 
Ventenata dubia 
Silene latifolia 
Daucus carota 


Tris pseudacorus 
Linaria vulgaris 
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AMENDATORY SECTION 
1/3/00) 


effective 


(Amending WSR 99-24-029, filed 11/23/99, 


WAC 16-750-020 Noxious weeds—Civil infractions—Schedule of mon- 
etary penalties. Civil infractions under chapter 17.10 RCW shall be 
assessed a monetary penalty according to the following schedule: 

(1) Any owner knowing of th xistence of any noxious weeds on 
the owner's land who fails to control the noxious weeds ((witt)) may 
be assessed ( (#he—fettewing)) monetary penalties ( (~FRe-penattics—are 
assessed)) per parcel, per noxious weed species, per day after expira- 
tion of the notice to control filed pursuant to RCW 17.10.170 as fol- 
lows: 


(a) Any Class A noxious weed: 


$ 750 
1,000 


Ist offense within five years 
2nd and any subsequent offense 


(b) Any Class B designate noxious weed in the noxious weed con- 


trol region in which the land lies: 
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Ist offense within five years $ 500 
2nd offense 750 
3rd and any subsequent offense 1,000 


(c) Any Class B nondesignate noxious weed in the noxious weed 
control region in which the land lies; or any Class C noxious weed: 


Ist offense within five years $ 250 
2nd offense 500 
3rd offense 750 
4th and any subsequent offense 1,000 


(2) Any person who enters upon any land in violation of an order 
in force pursuant to RCW 17.10.210 will be assessed as follows: 


Ist offense within five years $ 500 
2nd offense 750 
3rd and any subsequent offense 1,000 


(3) Any person who interferes with the carrying out of the provi- 
sions of chapter 17.10 RCW shall be assessed as follows: 


Ist offense within five years $ 500 
2nd offense 750 
3rd and any subsequent offense 1,000 


AMENDATORY SECTION (Amending WSR 12-01-050, filed 12/15/11, effective 
1/15/12) 


WAC 16-750-022 Noxious weed list—Listing process. The noxious 
weed list is adopted annually by the Washington state noxious weed 
control board. The listing process is open to the public, and there 
are several opportunities for participation. The process of consider- 
ing changes to the list begins with the board's noxious weed commit- 
tee. The weed listing process consists of the following steps each 
year: 


(1) The board accepts proposals to make additions, deletions, or 
changes to the weed list between January and the end of April. 

(2) Starting in May, the committee reviews and evaluates the pro- 
posals and may conduct additional research including literature re- 
views, surveys of counties, discussions with other states, and field 
investigations during its deliberations, which continue into Septem- 
ber. 


(3) The board considers the committee's recommendations in Sep- 
tember and votes on which proposed changes to include in a public 
hearing, typically held in November. 

(4) The board solicits public comment at the public hearing and 
makes its final decisions on proposed changes to the weed list after 
considering the testimony received. 

(5) The new revised noxious weed list ( (beeemes—efftective—i#) ) 
comes into effect January 1st. 

(6) Proposals to add new species to the weed list that were not 
adopted by the board will not be reconsidered for future listing un- 
less additional information is provided, including additional data 
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from scientific and/or noxious weed professional sources regarding any 
invasive and noxious qualities of the species, as well as existing 
positive economic benefits. 


AMENDATORY SECTION (Amending WSR 99-24-029, filed 11/23/99, effective 
1/3/00) 


WAC 16-750-025 Plant monitor list—Purpose. The purpose of the 
monitor list is to gather more information on suspect weeds as well as 
monitor for occurrence or spread. Information collected may be used to 
justify future inclusion on the state noxious weed list. There is no 
regulatory aspect to this list. Reasons for plant inclusion on the 
monitor list include: 
(1) There is reason to believe the species is invasive or poses a 
potential threat to Washington. 
(2) Additional information is needed on distribution, abundance, 
or biology. 
(3) The species was once present in Washington and on the state 
noxious weed list. It is now being monitored for reoccurrence. 
(4) There is need to verify existence (site investigation), veri- 
fy identification, and/or obtain voucher specimen. 
(5) It exists in an adjacent state or province or occurs on an 
adjacent state or province's noxious weed list and is not known to oc- 
cur in Washington. 
Native species of Washington will not be included on the monitor 


list. Each weed included on the monitor list will be included by vote 
of the noxious weed committee. A sponsor is required in order to place 
a weed on the monitor list. The current monitor list is kept in the 
state noxious weed board office. 


A sponsor will be point of contact for their monitor species. A 
sponsor will house the data and information collected. A sponsor will 
make available information for their species to the WSNWCB. 


AMENDATORY SECTION (Amending WSR 93-01-004, filed 12/2/92, effective 
1/2/93) 


WAC 16-750-100 State noxious weed control board—Description— 
Purpose. The board was created pursuant to chapter 17.10 RCW, Noxious 
weeds—Control boards. The board is a regulatory board with rule-mak- 


ing and administrative duties under chapter 17.10 RCW and an advisory 
board to the department regarding the state noxious weed program ( (and 


FORSY) ). 


AMENDATORY SECTION (Amending WSR 99-24-029, filed 11/23/99, effective 
1/3/00) 


WAC 16-750-115 State noxious weed control board—Membership. 
The board is comprised of nine voting members and three nonvoting mem- 
bers selected as follows: 
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WAC 16-750-120 
Elections—Terms of office—Vacancies. 


(1) 


State noxious weed control board—Nominations— 
Nominations and elections 


to board positions are conducted by regular mail. 


tions to elected positions at least 


eligible activated county noxious 
t directors by regular mail at 
to expiration of each position 


(2) The board calls for nomina 
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(11) The board creates a ballot listing the names in alphabetical 
order beginning with the last name first, of the candidates nominated 
to the position of the board: Provided, That the board shall remove 
the name of any person nominated who notifies the board in writing 
that he or she is unwilling to serve on the board. 

(12) The ballot, along with the statement, if any, of each candi- 
date in the election will be mailed by regular mail to each voting 
member of an activated county noxious weed control board or director 
of an active weed district. Only county board members or weed district 
directors within the established position area are eligible to vote 
for the board member to represent that area. 
(13) Each voting member of an activated county noxious weed con- 
trol board or director of an activated weed district may cast one vote 
for the candidates appearing on the appropriate ballot and return it 
to the board as provided above and as per the dates specified. 

(14) The candidate receiving the highest number of votes is elec- 
ted: Provided, That if the candidate fails to receive more than ( (#4+£- 
£¥)) 50 percent of the votes cast in an election, a second election 
will be held between such candidate and the candidate receiving the 
next highest votes and: Provided further, That if there is only one 
candidate, that candidate will be deemed elected unanimously. 

(15) The term of office for all members of the board is ( (##¥ee) ) 
four years from the date of election or appointment. 
(16) Vacancies among board members appointed by the director will 
be filled by the director. Vacancies among elected members will be 
filled by special election by those entities eligible to elect that 
position for th xpired term. Special elections follow the same pro- 
cedure as regular elections and repeated as needed until position is 
filled. Board members appointed to fill vacancies will serve out the 
existing term. 


AMENDATORY SECTION (Amending WSR 14-24-103, filed 12/2/14, effective 
1/2/15) 


WAC 16-750-130 State noxious weed control board—Organization. 
The organization of the board is as follows: 
(1) The officers of the board are the chairperson, vice chairper- 
son, and secretary. The title of the chief administrative officer is 
the executive secretary. 
(2) Duties of officers. 
(a) The chairperson presides at all meetings of the board, has 
the power to appoint committees, acts as ex officio member of all com- 
mittees except the executive committee, serves as chairperson of the 
executive committee, serves as official signer of agreements between 
the board and public or private agencies, and performs such other du- 
ties as pertain to the office. 
(b) The vice chairperson performs the duties of the chairperson 
in his or her absence, acts as an ex officio member of all committees, 
and any other duties delegated by the chairperson. The vice chairper- 
son will assume the duties of and serve out the term of the chairper- 
son upon permanent departure of the chairperson. 

(c) The secretary is the official keeper of the minutes and, ap- 
proves them, and presents them to the board for adoption. In the ab- 
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sence of the chairperson and vice chairperson, the secretary performs 
the duties of the chairperson. 

(d) The duties of the executive secretary, in addition to admin- 
istrative duties assigned elsewhere in this chapter, are to keep a re- 
cord of the proceedings of the board, notify all board members, county 
noxious weed control boards, and weed districts of meetings, act as an 
ex officio nonvoting member of all committees, negotiate agreements 
with public and private agencies on behalf of the board, and perform 
other responsibilities as delegated by the chairperson. 

(3) Term of office. Term of office for officers of the board is 
two years following elections held at the first board meeting in Janu- 
ary and ending at the January meeting of the second year. 

(4) Election of officers. Elections will be held every two years 
at the January meeting of the first year. Officers are elected by a 
majority vote of the voting members present. 

(5) Vacancies of officers other than chairperson, shall be filled 
for the remainder of the term, by election of the voting board members 
present. 


AMENDATORY SECTION (Amending WSR 09-01-071, filed 12/15/08, effective 
1/16/09) 


WAC 116-750-135 State noxious weed control board—Meetings. (1) 
All meetings of the board are open and public and all persons are per- 
mitted to attend any meeting of the board, except as otherwise provi- 
ded in the Open Public Meetings Act, chapter 42.30 RCW. 

(2) Members of the public are not required, as a condition to at- 
tendance at a board meeting, to register names, other information, or 
otherwise to fulfill any condition prior to attending. 

(3) Interruptions. In the event that any meeting is interrupted 
by any person as to render the orderly conduct of the meeting unfeasi- 
ble, and order cannot be restored by the removal of individuals who 
are interrupting the meeting, the chairperson may order the meeting 
room cleared and continue in session or may adjourn the meeting and 
reconvene at another location selected by a majority vote of the board 
members present. In such a session, the board will follow the proce- 
dures set forth in the Open Public Meetings Act (RCW 42.30.050). 

(4) Adoption of rules, regulations, resolution, etc. The board 
shall not adopt any rules, regulations, resolution, etc. except in a 
meeting open to the public and then only at a meeting, the date of 
which is fixed by rule, or at a meeting of which notice has been given 
according to the provisions of the Open Public Meetings Act. Any ac- 
tion taken at meetings failing to comply with this section is null and 
void. 


(5) Regular meetings—Schedul Publication in State Register—No- 
tice of change. The board will meet at least five times per year and 
at other times determined by the chairperson or by a majority of the 
voting members. If any regular meeting falls on a holiday, the meeting 
will be held on the next business day. The executive secretary files 
with the code reviser a schedule of the time and place of regular 
meetings on or before January of each year for publication in the 
Washington State Register. Notice of any change from this meeting 
schedule will be published in the State Register for distribution at 
least ((#wenty)) 20 days prior to the rescheduled meeting date. 
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(b) Permission to appear before the board will be granted by the 
executive secretary in consultation with the chairperson before the 
meeting. Permission includes the date and time of the meeting and the 
time set for formal presentation. 
(c) The chairperson may, at his or her discretion, recognize any- 
one in the audience who indicates at the time of the meeting a desire 
to speak. 


NEW SECTION 


WAC 16-750-137 State noxious weed control board—Conflict of in- 
terest. (1) When a member of the board is beneficially interested, 
directly or indirectly, in a contract, sale, lease, purchase or grant 
that may be made by, through, or is under the supervision of the 
SNWCB, in whole or in part, or when the member accepts, directly or 
indirectly, any compensation, gratuity, or reward from any other per- 
son beneficially interested in such contract, sale, lease, purchase or 


grant, the member shall: 

(a) Recuse themselves from the board discussion regarding the 
specific contract, sale, lease, purchase or grant; 

(b) Recuse themselves from the board vote on the specific con- 


tract, sale, lease, purchase or grant; and 

(c) Refrain from attempting to influence the remaining SNWCB mem- 
bers in their discussion and vote regarding the specific contract, 
sale, lease, purchase or grant. 

(2) When a board member has an interest, financial or otherwise, 
direct or indirect, or has engaged in a business or transaction or 
professional activity, or has incurred an obligation of any nature, 
that is in conflict with the proper discharge of that board member's 
official duties, including the adoption of the state noxious weed 
list, the member shall: 


(a) Recuse themselves from the board discussion regarding the de- 
cision implicated by the board member's conflict of interest; 

(b) Recuse themselves from the board vote on the decision impli- 
cated by the board member's conflict of interest; and 


(c) Refrain from attempting to influence the remaining SNWCB mem- 
bers in their discussion and vote regarding the decision implicated by 
the board member's conflict of interest. 

(3) Under subsection (2) of this section, a board member has an 
interest that is in conflict with the proper discharge of their duties 
when the interest substantially impairs their ability to perform their 
duties as a board member in an objective and nonbiased manner. For ex- 
ample, a board member has such a conflict of interest where that board 
member is engaged in, or has a beneficial interest in an entity that 
is engaged in, the commercial production of a species that is being 
considered for addition on the state noxious weed list. 

(4) The prohibition against discussion set forth in subsections 


(1) (a) and (c), (2) (a) and (c) of this section shall not prohibit the 
member of the SNWCB from using their general expertise to educate and 
provide general information on the subject area to the other members. 
(5) If recusal occurs pursuant to subsection (1) or (2) of this 
section, the member of the SNWCB shall disclose to the public the rea- 


sons for his or her recusal from any board action whenever recusal oc- 
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curs. The SNWCB staff shall record each recusal and the basis for the 
recusal. 

(6) Under subsection (1) of this section, "any other person" has 
a beneficial interest in a contract, sale, lease, purchase or grant 
when the other person bids or otherwise seeks to be awarded the con- 
tract, sale, lease, purchase or grant. 


AMENDATORY SECTION (Amending WSR 19-24-052, filed 11/26/19, effective 
1/1/20) 


WAC 16-750-140 State noxious weed control board—Committees. 
Standing committees shall fairly reflect the composition of the board 
and unless advertised and open to the public, not more than four vot- 
ing members may attend a committee meeting. 
(1) Executive committee. An executive committee is authorized to 
( (deatow-ter)) make recommendations regarding housekeeping and person- 
nel matters, subject to board approval at the next scheduled board 
meeting. The chairperson appoints the executive committee with appro- 
val of the board. 

(2) Standing committees. The standing committees of the board 
are: Budget, executive, legislative, noxious weed, and education. The 
board chairperson appoints the chairperson and other members of each 
committee. 

(3) Ad-hoc committees may be appointed from time to time. 

(4) Committee voting procedures. 

(a) All members of a particular committ have the right to vote. 
Other members in attendance may enter into discussion, but shall have 
no vote. 

(b) Proxy voting is not permitted. 

(c) All questions decided by the committee will be by majority of 
the committee members present. 
(5) Advisory committees. Advisory committees are established by 
the board as deemed necessary to the functioning of the board. Adviso- 
ry committees are limited in their scope to the purposes determined by 
the board. 

(6) Notice. Notice of committee meetings shall be given to the 
executive secretary. 

(7) Committee ((#epe*es)) recommendations. 

(a) Committee ( (*eperts—and)) recommendations are submitted to 
the board ( (+#—-wettineg)) except when committees meet in conjunction 
with the board. 

(b) Minority reports may be submitted by members of a committee, 
if signed by those members. 

(8) Committee compensation. Board members attending meetings of 
committees will, upon request, be reimbursed on the same basis as for 
attendance at regularly called board meetings. 

(9) All committee appointments will be reviewed in January of 
even-numbered years. 
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AMENDATORY SECTION (Amending WSR 19-24-052, filed 11/26/19, effective 
1/1/20) 


WAC 16-750-142 State noxious weed control board—Executive sec- 
retary and education specialist—Hiring and dismissal. The board has 


the responsibility for hiring and removing from office the executive 
secretary and education specialist ((whiceh—are)). The executive secre- 
tary is an exempt employee ((s)). The executive secretary or education 


specialist may be dismissed by a majority vote of the full board upon 
the recommendation of the chairperson and the executive committee. 
Prior to initiating a dismissal the executive committee will notify 
the department. Neglect of duty, gross inefficiency, gross incompe- 
tence, gross misconduct, malfeasance or willful violation of obliga- 
tions may give cause for a recommendation for dismissal or dismissal. 
Before any action is taken by the board to dismiss the executive sec- 
retary or education specialist, the chairperson and one member of the 
executive committee will confer with the employee and provide in writ- 
ing and fully explain the charges and contemplated recommendation for 
dismissal. The privilege of a hearing before the executive committee 
or full board will be granted to the employee prior to any formal ac- 
tion taken by the board. The employee is granted ((#hi*ty)) 30 days 
preparation time for the hearing and is entitled to present evidence, 
to be assisted by favorable witnesses, and to confront unfavorable 
witnesses at the hearing. 


AMENDATORY SECTION (Amending WSR 19-24-052, filed 11/26/19, effective 
1/1/20) 


WAC 16-750-145 State noxious weed control board—Executive sec- 
retary—Definition. The executive secretary acts as the chief admin- 
istrative officer for the board, duties of whom are fixed by the board 
which include, but are not limited to, as follows: 

(1) Implements and administers the statutes, administrative 
rules, and policies of the noxious weed control program assigned to 
the board; 
(2) Plans, develops, and prepares administrative rules and poli- 
cies for the state noxious weed control program in conjunction with 
the board and the department; arranges public hearings in compliance 
with the Administrative Procedure Act and acts as chief hearing offi- 
cer for the board; conducts elections for positions on the board; 

(3) Coordinates board activities with the department, maintains a 
liaison and performs coordinating activities with other public and 
private agencies; 

(4) Negotiates agreements, with consultation and approval of the 
board, with federal agencies, tribes, and other public and private 
agencies; 

(5) Represents the board before the state legislature; coordi- 
nates the development, edits, and oversees the production of the bien- 
nial report to the county noxious weed boards and weed districts on 
how state funds were spent and recommendations for the continued best 
use of state funds for noxious weed control; 

(6) Acts as the principal spokesperson of the board to the media, 
technical audiences, and the public; 
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(7) Provides technical advice to county noxious weed boards and 
weed districts on the state noxious weed law and related rules; 

(8) Plans and coordinates statewide approaches to selected noxi- 
ous weeds, assists in the development of statewide noxious weed survey 
standards, coordinates efforts with department weed specialists; 

(9) Coordinates the activities of the board by scheduling all 
regular and committee meetings; in consultation with the chair, pre- 
pares meeting agendas; prepares all board correspondence; updates 


board on local, state, and federal noxious weed activities; acts as an 
ex officio, nonvoting member of all committees; 
(10) ( (Reecxeds the-ecftieiatristtes)) Ensures that the official 


records of the board are recorded and ensures their distribution; 
maintains all board records, acts as public records officer; 
11) Oversees fiscal management of the board's administrative 
budget and cooperates with the department in budget development; 
12) Supervises additional board employees, approves hiring, re- 
hiring, promotion, and termination of additional board employees and 
nsures these processes and any disciplinary actions comply with state 
and department personnel policies; notifies board and department prior 
to initiating an adverse personnel action against any employee; 
(13) Performs other assignments as determined by the board. 


~ 


~ 


AMENDATORY SECTION (Amending WSR 19-24-052, filed 11/26/19, effective 
1/1/20) 


WAC 16-750-146 State noxious weed control board—Education spe- 
cialist—Definition. The education specialist duties whom are fixed 
by the board which include, but are not limited to, as follows: 

(1) Supports and assists the educational and weed control efforts 
of county and regional noxious weed control boards and weed districts; 

(2) Plans, prepares, and presents programs on noxious weed con- 
trol, specific weed species, and the role of the board; 

(3) Maintains a collection of scientific and technical informa- 

tion relating to noxious weeds and integrated vegetation management; 
prepares written findings for the inclusion of species on the state 
noxious weed list; 

(4) Develops, maintains, and ensures dissemination of information 
relating to noxious weeds to county noxious weed control boards and 
weed districts and keeps the general public and program participants 
informed of board activities and accomplishments; 

(5) Acts as an ex officio, nonvoting member of the education com- 
mittee; 

(6) Performs other assignments as determined by the board and/or 
executive secretary. 


AMENDATORY SECTION (Amending WSR 99-24-029, filed 11/23/99, effective 
1/3/00) 


WAC 16-750-165 State noxious weed control board—Budget and fi- 
nances. (1) All board funds must be expended in a manner consistent 
with board wishes. The executive secretary is authorized to make these 
expenditures as appropriate. All matters related to payment of compen- 
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sation and other expenses of the board are subject to the State Budget 
and Accounting Act (chapter 43.88 RCW). 
(2) Budget approval. The executive secretary prepares the bienni- 
al budget after consulting the budget committee. The budget will pro- 
vide for costs associated with salary, personal benefits, travel, 
equipment, and goods and services for the operation of the board. 
((#Re)) A budget is reviewed by the board for recommendation to ( (and 
approval by)) the department and office of financial management for 
approval. 
(3) The board reserves the right 
its administrative budget independent 


to pursue additional funds for 
of the department. 
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(Amending WSR 19-01-078, 


1/17/19) 


WAC 308-100-005 Definitions. 
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The areas for completing the pretrip inspection, 
trols and road test as approved by the department for the administra- 
driver license skills test. 
"Classroom" means a space dedicat 
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Instruction occurring outside a classroom is included if it 


does not involve actual operation of a commercial motor vehicle and 


the stud 
"Demons 


its components by 


((+5+)) (6) 


ent. 
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maneuver safely and free from interference from other vehicles and 
hazards, and has adequate sight lines. 

((42+)) (7) "Street driving" means driving a commercial motor 
vehicle on a public road, where the traffic laws are enforced, con- 
sisting of city street, country road, and freeway driving. 

( (4+48+)) (18) "Theory instructor" means an individual who pro- 
vides knowledge instruction on the operation of a CMV and meets one of 
these qualifications: 

(a) Holds a CDL of the same (or higher) class and with all en- 
dorsements necessary to operate the CMV for which training is to be 
provided and has at least two years of experience driving a CMV re- 
quiring a CDL of the same (or higher) class and/or the same endorse- 
ment and meets all applicable state qualification requirements for CMV 
instructors; or 

(b) Holds a CDL of the same (or higher) class and with all en- 
dorsements necessary to operate the CMV for which training is to be 
provided and has at least two years of experience as a BTW CMV in- 
structor and meets all applicable state qualification requirements for 
CMV instructors. 

(c) Exceptions applicable to (a) and (b) of this definition: An 
instructor is not required to hold a CDL of the same (or higher) class 
and with all endorsements necessary to operate the CMV for which 
training is to be provided, if the instructor previously held a CDL of 
the same (or higher) class and complies with the other requirements 
set forth in (a) or (b) of this definition. 

(d) If an instructor's CDL has been canceled, suspended, or re- 
voked due to any of the disqualifying offenses identified in C.F.R. 
383.51, the instructor is prohibited from engaging in theory instruc- 
tion for two years following the date his or her CDL is reinstated. 

((444-)) (19) "Training institute/provider" means an entity that 
is approved by the department, to provide training as required by RCW 
46.25.060 (1) (a) (ii): 

(a) An institution of higher learning accredited by the Northwest 
Association of Schools and Colleges or by an accrediting association 
recognized by the higher education board; 

(b) A licensed private vocational school as that term is defined 
by RCW 28C.10.020(7); ((e=)) 

(c) An entity in another state that the department has determined 
provides training or instruction equivalent to that required under WAC 
308-100-033 or 308-100-035; or 
(d) An entity that the state has determined provides on-site con- 
tracted training or instruction equivalent to that required under WAC 
308-100-033. 
(20) "Without a CDL" means any period of cancellation, expira- 
tion, revocation, surrender, or suspension. 


AMENDATORY SECTION (Amending WSR 00-18-068, filed 9/1/00, effective 
10/2/00) 


WAC 308-100-020 Commercial driver's license—Eligibility. (1) 
Any person who is at least ((e+ehteer)) 18 years of age and who meets 
the requirements of chapter 46.25 RCW may apply to the department for 
a commercial driver's license. 
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(2) For the purposes of clarifying when a CDL cannot be issued to 


Citizens of Canada or Mexico: 


(a) A driver who is a citizen of Canada or Mexico must be a resi- 


dent of Washington, 


and either be a citizen of the U.S. or have an un- 


xpired Permanent 


Resident (Green) Card 


(Form I-551) to obtain a Wash- 


ington CDL. 


(b) A driver who is a citizen of Canada or Mexico that is a resi- 


dent of Washington but only has an employment aut 


horization document 


cannot be issued a Washington or non-Domiciled CDL. 


NEW SECTION 


WAC 308-100-034 


Demonstrated proficiency. 


For the purposes of 


establishing the definition of demonstrated proficiency, where and how 


proficiency is assessed, 


ment. 


(1) Per WAC 308-100-033 and 49 C.F.R. 
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lum, unless otherwise noted. 
to teach and determine driver- 
mastery of basic maneuvers, 


49 C.F.R. 383.111 
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380, training provid- 
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the-wheel (BTW) curricu- 
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basic vehicle control skills, 
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public road training in 49 C.F.R. 
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ulation device cannot 


or to demons 
providers must document t 
trainee spends to comple 
(c) Driver-trainees are not required 


te proficiency. 


tual number of clock 
the BTW curriculum. 
to demonstrate proficiency 


and other emergencies. 


providers must adopt a written policy for driver- 


ion of proficiency. 
(3) Training providers shall use a learn 
provided by the department, 


ing standards rubric, 
in addition to federally determined learn- 


ing standards as criteria when making decisions regarding driver- 


trainee demonstration of proficiency. Traini 
proficiency standards to driver-trainees in 


rollment. 


(4) Training providers shall doc 
proficiency in all required areas of t 
ting a course comple 
the date, time, and location of the assessmen 
used, and identification of staff who cond 


ficiency. 


(5) In complying wi 
training providers may use any form of doc 


tion to the depar 


g providers shall provide 
writing at the time of en- 


ccessful demonstration of 
rriculum prior to submit- 

Documentation must include 
means of assessment 


th subsections (4) of this section, 


tion, provided that it 


the assessment of pro- 


is sufficient to demonstrate that trainees have been evaluated on the 


learning standards covered by the rubric provided by the department. 
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(6) Training providers must determine any potential driver-train- 
ee has the basic skills necessary to complete and benefit from the 
program including, but not limited to, determining English proficiency 
as defined in WAC 308-100-005. Training providers subject to WAC 
490-105-140 and RCW 28C.10.050 (1) (g), must conform to additional re- 
quirements from the workforce training and education coordinating 
board. 


AMENDATORY SECTION (Amending WSR 20-19-032, filed 9/9/20, effective 
10/10/20) 


WAC 308-100-035 Employer certification. (1) An employer may 
( (eerti fy +that—ene—o£)) train its employees ((Bes)) on the skills and 


oe nee oner to Poo a commercial motor vee ( (sateb;+y 


eftRe)) in suo rdance eh course of instruction oad in WAC 


308-100-033, with the exception of the minimum required hours ( (;—en-@ 
fermprevided by thedepartment)). The ( (eertifiecticn)) training must 
( (4Rehede)) be relevant to the classification or endorsements of com- 
mercial motor vehicle that the employee is ( (eempeternt)) licensed to 
operate. 
(2) The certification of training completion must be provided to 
the department electronically according to WAC 308-100-036. ((Begim- 
Ring—on Febrrary +, 2622,)) An employer may only ( (eeeei';heat—an-ap- 
pHeant  fesa-Cbh bes the sk hs and tradeing peeessee¥)) submit com- 
pletion of training to operate a commercial motor vehicle safely if 
the employee has successfully completed training with a training pro- 
vider listed on FMCSA's Training Provider Registry established under 
49 C.F.R. 380.700. 
(3) The department must receive an electronic notification of 
successful completion prior to an employee taking a skills test. 


AMENDATORY SECTION (Amending WSR 19-01-078, filed 12/17/18, effective 
1/17/19) 


WAC 308-100-040 Examination requirement for commercial driver's 
license. (1) Persons applying for a commercial driver's license 
( (wit +e)) are required to pass a written examination testing their 
knowledge of commercial motor vehicle laws, rules of the road, and op- 
erating characteristics of the class and/or endorsement of vehicles 
for which they are seeking the commercial driver's license. ( (They 
wittatse-+e)) Applicants are required to ((demensteate)) successfully 
( (the+)) demonstrate operating skills for the class of vehicle and 
endorsement (s) for which they seek the commercial driver's license. 

(2) Knowledge and skills test scores are valid according to the 
following conditions: 

(a) Double/triple and HAZMAT knowledge tests are valid for 180 


days. 
(b) General knowledge, passenger, school bus, air brake, and com- 


bination tests are valid for 180 days or through one CLP renewal cycle 
not to exceed one year (365 days) from the initial issuance. 

(c) Tanker knowledge tests are only valid for 180 days unless the 
endorsement has been added to a valid commercial learner's permit. 
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When the endorsement is added to the permit, the test scores shall be 
valid for 180 days or through one CLP renewal cycle not to exceed one 
year (365 days) from the initial issuance. 
(d) Skills tests scores for passed segments of the test are only 
valid during the initial issuance of the CLP. The renewal of a CLP 
nullifies any previously passed test segment scores. 

(e) Excepting knowledge tests in (a) and (c) of this subsection, 
knowledge test scores remain valid when a CLP is renewed once for an 
additional 180 days not to exceed one year (365 days) from the initial 
issuance. Any subsequent CLP issuance or renewal requires retesting in 
all relevant knowledge areas. 

(3) The department will conduct knowledge and skills examinations 
that at a minimum meet the requirements of 49 C.F.R. 383.133, as it 
existed on (effective date of WAC). 


NEW SECTION 


WAC 308-100-045 Reinstatement of a CDL after disqualification, 
cancellation, expiration, revocation, surrender, suspension, or trans- 
fer. (1) CDL holders may reinstate a CDL after a period of disquali- 
fication, cancellation, expiration, revocation, surrender, suspension, 
or transfer under the following conditions: 

(a) Any driver that has been without a commercial driver license 
(CDL), less than two years, if eligible, may reinstate the same CDL, 
endorsements, and restrictions without any additional training or 
testing provided all other issuance requirements have been satisfied. 

(b) Any driver that has been without a commercial driver license 
(CDL), two years or more but less than eight years, may reinstate the 
same CDL, endorsements, and restrictions without any additional train- 
ing. However, the driver must pass all applicable CDL knowledge tests, 
obtain a CLP, and pass all required skills tests provided all other 
issuance requirements have been satisfied. 

(c) Any driver without a commercial driver license (CDL) for 
eight years or more, may reinstate the same CDL, endorsements, and re- 
strictions, if otherwise eligible, must pass all required knowledge 
tests, obtain a CLP, complete required training, and pass all required 
skills tests. All other issuance requirements must be satisfied. 

(i) Drivers must complete all required training for their inten- 
ded class and endorsements as stated in WAC 308-100-033. 

(ii) Any driver wishing to upgrade the class or endorsement(s) of 
their CDL at the time of reinstatement must complete all required 
training and tests associated with that upgrade. 

(d) A driver transferring to Washington without a valid CDL, who 
surrendered that license prior to transfer may reinstate the same CDL, 
endorsements, and restrictions, if otherwise eligible, shall follow 
the procedures set forth in (a), (b), or (c) of this subsection as ap- 
propriate. 
(2) For the purposes of reinstatement, all course completion, 
knowledge test, and skills test scores are valid for a period of six 
months. 
(3) Drivers are not eligible for reinstatement if currently under 
any type of disqualification that would not allow them to be issued a 
CDL. 
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AMENDATORY SECTION (Amending WSR 17-22-074, filed 10/27/17, effective 
11/27/17) 


WAC 308-100-050 Examination fees. (1) The examination fee for 
each commercial driver's license knowledge examination, commercial 
driver's license endorsement knowledge examination, or any combination 
of commercial driver's license and endorsement knowledge examinations, 
Shall be ( (€h+e+-five dettess)) $35. 

(2) (a) Except as provided in subsection (2) (b) of this section, 
the examination fee for each commercial driver's license skill exami- 


nation conducted by the department shal l be ( (#we—hundred  ++y;delL- 


(bo) If the applicant's primary use of a commercial driver's li- 
cense is to drive a school bus, the applicant shall pay a fee of no 
more than ( (eRne—-Hundred dettess)) $100 for the classified skill exami- 
nation or combination of classified skill examinations conducted by 


the department and entitles the applicant to take the examination up 
to two times in order to pass. 
(3) Drivers selected for reexamination by the department may be 
subject to costs associated with the testing. 
(4) The fees in this section are in addition to the regular driv- 
ers' licensing fees. 


AMENDATORY SECTION (Amending WSR 14-20-053, filed 9/25/14, effective 
10/26/14) 


WAC 308-100-130 Serious traffic violations. In addition to the 
violations enumerated in RCW 46.25.010, "Serious traffic violation" 
shall include: 

(1) Negligent driving in the first or second degree, as defined 
by RCW 46.61.5249, 46.61.525, or 46.61.526; 


(2) Following too closely, as defined by RCW 46.61.145, or 
46.61.635; 

(3) Failure to stop, as defined by RCW 46.61.055, 46.61.065, 
46.61.195, 46.61.200, 46.61.365, 46.61.3700, 46.61.375, or 46.61.385; 

(4) Failure to yield right of way, as defined by RCW 46.61.180, 
46.61.185, 46.61.190, 46.61.202, 46.61.205, 46.61.2100, 46.61.212, 
46.61.215, 46.61.220, 46.61.235, 46.61.245, 46.61.261, 46.61.300, or 
46.61.427; 

(5) Speed too fast for conditions, as defined by RCW 46.61.400; 

(6) Improper lane change or travel, as defined by RCW 46.61.070, 


46.61.105, 46.61.140, 46.61.290, or 46.61.608; 
(7) Improper or erratic lane changes, including: 
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(a) Improper overtaking on the right, as defined by RCW 
46.61.115; 
(b) Improper overtaking on the left, as defined by RCW 46.61.110, 
46.61.120, or 46.61.130; and 

(c) Improper driving to left of center of roadway, as defined by 
RCW 46.61.125; 

(8) Reckless endangerment of emergency zone workers, as defined 
by RCW 46.61.212; 

(9) Reckless endangerment of roadway workers, as defined by RCW 
46.61.527; ( (ae) ) 

(10) A conviction of an administrative rule or local law, ordi- 
nance, rule, or resolution of this state, the federal government, or 
any other state, of an offense substantially similar to a violation 
included in this section; and 

(11) Use of a motor vehicle in the commission of any trafficking 
offense as defined in RCW 46.25.090, 9A.40.100, and 49 C.F.R. 383.51. 


AMENDATORY SECTION (Amending WSR 19-01-078, filed 12/17/18, effective 
1/17/19) 


WAC 308-100-180 Third-party testing fee. (1)(a) Except as pro- 
vided in WAC 308-100-190 or (b) of this subsection, the base fee for 
each classified skill examination or combination of skill examinations 
conducted by a third-party tester shall not be more than ((twe—hundreg 


; : 
E e S T R P S er eee oe 


+e}+)) If the applicant's primary use of a commercial driver's li- 
cense is to drive a school bus, the applicant shall pay a fee of no 
more than ( (ene—hundseed dettess)) $100 for the classified skill exami- 
nation or combination of classified skill examinations conducted by 
the department and entitles the applicant to take the examination up 
to two times in order to pass. 

(2) The base fee shall apply only to the conducting of the exami- 
nation, and is separate from any additional fees, such as vehicle use 
fees, which may be charged by the third-party tester. Any additional 
fees to be charged shall be ( (¥epe*tecte)) approved by the depart- 
ment. 


(3) Fees owed to a third-party tester under this section must be 
paid by the applicant as provided in the third-party tester agreement 
entered into under WAC 308-100-140. 

(4) Fees paid for a test that is deemed invalid by the department 
must be reimbursed immediately to the applicant. 

(5) The fees in this section are in addition to the regular driv- 
ers' licensing fees. 
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The following section of the Washington Administrative Code is 
repealed: 


WAC 308-100-135 Out-of-service order violations. 
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WSR 23-23-183 
PERMANENT RULES 


DEPARTMENT OF LICENSING 
[Filed November 22, 2023, 10:37 a.m., effective December 23, 2023] 


Effective Date of Rule: Thirty-one days after filing. 
Purpose: The department of licensing (DOL) is removing the re- 
quirement for DOL to provide the names and addresses of current vehi- 
cle owners of record. 
Citation of Rules Affected by this Order: Amending WAC 
308-56A-210 Ownership in doubt—Bonded title or three-year registra- 
tion without title. 
Statutory Authority for Adoption: RCW 46.12.635 Disclosure of 
names and addresses of individual vehicle and vessel owners—Vehicl 
and vessel information—Address confidentiality program participants. 
Adopted under notice filed as WSR 23-19-100 on September 20, 


2023. 


Number of Sections Adopted in Order to Comply with Federal Stat- 
ute: New 0, Amended 0, Repealed 0; Federal Rules or Standards: New 0, 
Amended 0, Repealed 0; or Recently Enacted State Statutes: New 0, 
Amended 0, Repealed 0. 
Number of Sections Adopted at the Request of a Nongovernmental 
Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's own Initiative: New 0, 
Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, Streamline, or 
Reform Agency Procedures: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted using Negotiated Rule Making: New 0, 
Amended 1, Repealed 0; Pilot Rule Making: New 0, Amended 0, Repealed 
O; or Other Alternative Rule Making: New 0, Amended 0, Repealed 0. 
Date Adopted: November 22, 2023. 


Ellis Starrett 
Rules and Policy Manager 


OTS-4910.1 


AMENDATORY SECTION (Amending WSR 07-13-082, filed 6/19/07, effective 
7/20/07) 


WAC 308-56A-210 Ownership in doubt—Bonded title or three-year 
registration without title. (1) What is ownership in doubt? Ownership 
in doubt is when a vehicle owner(s) is unable to obtain satisfactory 
evidence of ownership or releases of interest as described in WAC 
308-56A-265. 

(2) What options are available in an ownership in doubt situa- 
tion? When in an ownership in doubt situation, the owner may: 

(a) Apply for three-year registration without title; or 

(b) Apply for a bonded title described in RCW 46.12.151; or 

(c) Petition any district or superior court of any county of this 
state to receive a judgment awarding ownership of the vehicle. This is 
required if ownership of the vehicle is contested after the applicant 
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makes application for ownership in doubt and before the three-year 
ownership in doubt period has lapsed. 

(3) What documents are required when applying for a bonded title 
or three-year registration without title? Required documents when ap- 
plying for a bonded title or three-year registration include: 

(a) The originals or copies of letters sent by registered or cer- 
tified mail to the registered and legal owners of record, including 
the return receipt. The letters must include information regarding the 


applicant's claim to ownership and a request for the released certifi- 
cate of ownership (title) or a notarized or certified release of in- 
terest. 


o Washington record, (a) of this subsection 


( 
renee If there is š 
a 


does not apply. 
( (4++++}+)) (11) If the owners of record do not respond before sub- 
mitting their application, the applicant must wait ( (#+fteer)) 15 days 


from acknowledged receipt of the letter. 
( (+#4+)) (411) If the letter is returned unclaimed, the applicant 
must submit the letter, unopened, with the application. 

(b) A bonded title or a three-year registration without title af- 
fidavit completed by the applicant and signed by all persons to be 
shown as a registered owner. 

(c) Washington state patrol inspection, unless the vehicle is 
specifically exempt under subsection (4) of this section. For vehicles 
exempt from the Washington state patrol inspection under subsection 
(4) of this section, the following documents are also required: 

(i) A bonded title or three-year registration without title affi- 
davit for vehicles exempt from the Washington state patrol inspection 
completed and signed by a person to be shown as a registered owner; 
and 


(ii) A legible etching or photograph of the VIN as proof of the 
VIN. 


(d) Application for certificate of ownership (title). 
(e) A bond as described in RCW 46.12.151, if the applicant is ap- 
plying for a bonded title. 
(£) Other documents that may be required by law or rule. 
(4) Are there exemptions from the Washington state patrol inspec- 
tion? Yes. 
(a) Certain vehicles ar xempt from the Washington state patrol 
inspection if: 
(i) There is a Washington record; or 
(ii) There is no Washington record, but the vehicle owner has a 
title or registration certificate issued by Washington or another ju- 
risdiction. 
(b) Vehicles exempt from the Washington state patrol inspection 
include: 
(i) Mopeds; 
(ii) Trailers with a scale weight less than ( (4we—theusand) ) 
2,000 pounds; 
(iii) Not eligible for road use (NEFRU) vehicles as defined in 
WAC 308-56A-500 when the model year is ((#e")) 10 years old or older; 
(iv) Travel trailers and park model trailers when the model year 
is ((#e8)) 10 years old and older; 
(v) Campers when the model year is ((#en)) 10 years old and old- 


er; 
(vi) Manufactured and mobile homes ar xempt at all times. 
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(5) When is a bond required? A bond is required in ownership in 
doubt situations when: 
(a) The applicant is a Washington state licensed vehicle dealer; 


or 

(b) The Washington record shows there is an existing lien. 

(6) How is a vehicle value determined for filing a bond? Vehicle 
value may be determined from one of the following sources: 

(a) The department's automated valuing system; or 

(b) A published appraisal guide; or 

(c) Appraisal from a licensed vehicle dealer or appraisal compa- 
ny. The appraisal must be on company letterhead and have the business 
card attached; or 

(d) Insured amount; or 

(e) Consideration or payment plus estimated repairs by a bona 
fide mechanic; or 

(£) Other valuing sources approved by the department. 

(7) May I transfer ownership on a vehicle with a bonded title or 
three-year registration without title? Yes. 

(a) Owners releasing interest in a vehicle with a bonded title or 
three-year registration without title must provide a release of inter- 
est described in WAC 308-56A-265; 

(b) The new owners must submit an application for title as de- 
scribed in this chapter and complete the time remaining on the current 
ownership in doubt period. 
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